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FOREWOBD 


The data presented in this Annexure are based on the daily river discharge data 
at 62 sites on the Krishna river system as made available to the Commissioa by the 
States of Andhra Pradesh, Maharashtra and Mysore. The mean discharge for each ten-day 
period, 1-10,11-20 and 21 to the last day of a month and the mean discharge and volume 
of flow for each month have been worked out by the Commission except for data relating 
to serial numbers 14, 20, 33, 37, 39, 42 and 46 for which the mean discharge figures were 
worked out and supplied by the State Government. 

Where discharges for one or more days are not available, the mean has been 
calculated for the number of days for which data are available. Por some years, for 
which data are available for the rainy season and are missing for the dry part of the year, 
or data for one or two ten-day periods during the rainy season are not available, the 
Commission have assumed the missing discharges ©n the basis of all the relevant information 
which is available. The figures so obtained have been shown in brackets. 

The year has been taken as the water year applicable to the hydrologic conditions 
on the Krishna and the Godavari rivers, from 1st June of one year to 31st May of the 
following year. 

The flow at any site as shown herein includes the withdrawals, if any, at that site 
and releases from upstream storage, if any. This flow excludes upstream withdrawals and 
extraclions for storage, if any. 

The Commission found a wide variation in the methods of observation or calculation 
of discharges adopted at various sites, from time to time. Since the reliability of river 
discharge data is closely related to the method of observation or estimation of river-disohar- 
ges, the Commission made special efforts to ascertain these methods. The information 
chat could be obtained in this respect has been set out in this Annexure for each site 
t Dgether with the assumptions, if any, made by the Commission, with regard to the data 
a 8 presented for that site. 


(i) 



LIST OF SITES ON THE EIVER KRISHNA AND ITS TRIBUTARIES 

Sites at which observations have been 

Classification :— 

— Sites at which velocity observations 
D2 — Sites at which velocity observations 
S — Sites at which velocity is estimated 
C — Sites at which discharges are oalou- 
A — Sites at which discharges are ealen- 
T — Sites at which discharges are based 


Serial 

Name of site 

State in which 

I Name of 

No. 


located 

sub-tributary 

j tributary or 

'main river 

1 

2 

S 

4 

5 

1. 

Dhom 

Maharashtra 

... 

Krishna 

2. 

Khodsbi weir 

>> 

. •. 

« « 

3. 

Karad 


... 


4. 

CMtapnr 

Mysore 

... 


5. 

Deosugur 

>» 

... 

>5 

6. 

Siddeswaram 

Andhra Pradesh 

... 


7. 

Nagarjunasagar 

Dam 

9f 

... 


8. 

Vijayawada 

»9 



9. 

Jalkewadi 

Maharashtra 


tvovn 

10. 

Helwak 

»> 








FOR WHICH DISCHARGE DATA HAVE BEEN MADE AVAILABLE 
discontinued are shown in italics. 


are made by current meter 
are made by floats 

from observation of water-surface slope 
lated from gauge-discharge curves 
lated by weir formulae 

on capacity table of the reservoir, spillway overflow and withdrawal through sluices 


Classifi- 

Period for which data available 

Bemarlca 

Serial 

cation 

Period 

Number of years 
for calculating 
average. 

No. 

6 

7 

8 

9 

10 

D2 

June 1907 to Dec. 191S; 

17 


1 

A 

Jan, 192:.’ to Apr. 1927 

Nov. 1947 to May 1961 

12 


2 

D2 

Aug. 1960 to Mar. 1957 

6 


3 

S 

June 1958 to May 1959 



4 

s 

July 1968 to May 1959 

... 


5 

8 

June 1948 to July 1963 

6 


6 

S/Dl 

Aug. 1956 to May 1961 

3 

Irregular 

7 

A 

June 1901 to May 1961 

60 

Observations 

Earlier data 

8 

D1 

1949 to 1960 

12 

from 1894 not 

included 

June to Oct. 9 

D2 

1906 to 1925-26 

20 

only 

Annual yield 

10 


only 


( iii ) 



Serial 

No. 

Name of site 

1 

State in which 
located 

Name of 

sub-tributary 

tributary or 
main river 

_ 

1 

2 

3 

4 

1 

1 

11. 

TeralwaM 

Maharashtra 


Yerla 

12. 

Bamapur 


... 

99 

13. 

Padhanagri 

»» 

Bhogawati 

Panchganga 

14. 

Hadalga 

97 

... 

Ghataprabha 

15. 

Daddi 

ft 

... 

ft 

16. 

Dhupdal 

Mysore 

« • • 


17. 

Ohimhkandi 

tf 




18. 

Anogwadi 

79 

• * • 


19. 

M urmuttiaangam 

99 

... 

• ? 

20. 

Ajra 

Maharashtra 

Hiranyakeshi 

7 

21. 

Baaapur 

Mysore 

Markandeya 

f> 

22. 

Asoga 

>9 

... 

Malaprabha 


23. 

Kolchi 

* » 


,, 

24. 

Hiresangam 

>• 

... 

» 

25. 

Chaskaman 

Maharashtra 


Bhima 

26. 

Dhond 


... 

>> 











Classifi¬ 

cation 

I Period for which data available 

Remarks 

! 

Serial 

Period 

Number of years 
for calculating 
average 

No. 

6 

7 

8 

9 

10 


D2 

1913 to 1916,1919 to 1926 

12 


11 

D2 

Aug. 1966 to May 1961 

... 

Irregular 

observations 

12 

T 

Jan. 1964 to May 1961 

7 


13 

D2 

1906 to 1918 

13 

Annual yield oidy 

14 


June 1919 to May 1927 

8 



D2 

June 1949 to Oct. 1966 

4 

Irregular 

observations 

16 

A 

1906 to 1926-26 . 

20 

Annual yield only 

16 


Jan. 1938 co May 1961 

23 



D2 

1963 to 1968 

4 

June to Nov. 
only, irregular 
observations 

17 

D2 

1949 to 1957 

3 

-do- 

18 

D2 

1949 to 1967 

6 

-do- 

19 

D2 

1904 to 1926 

22 

June to Dee. only 

20 

i>2 

1949 to 1954 

6 

June to Nov. only 

21 

D2 

1949 to 1960 

8 

June to Dec, only, 

irregular observa¬ 

22 




tions 


A 

June 1961 to May 1961 

10 


23 

D2 

1962 to 1956 

6 

June to Nov. only 

24 

D2 

1906 to 1926-26 

2© 

Annual yield only 

26 

D2 

1966-66,1968-69 

1969-60 & 1960-61 

4 

Dec. to May only 

26 










Serial 

No. 

Name of site 

State in which 
located 

1 

Nam 

sub-tributary 

e of 

tributary or 
main river 

1 

2 

3 

4 

5 

27. 

Tadgir 

Mysore 


Bhima 

28. 

Waki 

Maharashtra 

Bhama 

99 

29. 

Wadivale 

>» 

Kudil Nalla 

9 7 

30. 

Shikrapur 

9» 

Vel 

99 

31. 

Pimpalgaon Rahu 

99 

Mula-Mutha 

99 

32. 

Mulshi Dam 

99 

Mula 

»* 

33. 

Khadakwasla 

1 9 

Mutha 

9 * 

34. 

Nirgudsar 

99 

Gbod 

99 

35. 

Wadgaon 

99 

Mina (Ghdd) 

99 

36. 

Edgaon 

9 9 

Kukdi (Ghod) 

99 

37. 

Visapur 

99 

Hanga (Ghod) 

99 

38. 

Natambi 

9 9 

Nira 

9 9 

39. 

Vir 

99 

9 9 

99 

40. 

Sarati 

99 

99 

99 

41. 

Narasingpur 

99 

99 

99 

42. 

Bhatghar 

99 

Yelwandi (Nira) 

99 

43. 

Mohri 

99 

Gunjawani (Nira) 

9 9 

44. 

Hatwalan 

99 

Sina 

99 



Classifi¬ 

cation 

Period for which data available 

i . 

Remarks 

Serial 

No 

Period 

Number of years 
for calculating 
average | 

6 

7 ’ ! 

8 

9 

10 


S 

July 1967 to Mar. 1959 

' 


27 

D2 

June 1949 to July 1969 

9 


28 

D2 

June 1949 to Oct. 1959 

9 


29 

D2 

June 1949 to May 1961 

11 


30 

D2 

1950 to 1959 

5 

January to May 
only, irregular 
observations 

31 

T 

June 1930 to May 1981 

31 

Monthly figures 
only 

32 

T 

June 1946 to Maj 1961 

15 


33 

D2 

1906 to 1927 

21 

June to Dec. only 

34 

D2 

1904 to 1912 & 1917 to 1924 

17 

-do- 

35 


Jan. 1947 to May 1961 

12 

Full year 


Dj 

19i 6 to 1926-26 

20 

Annual yield only 

36 

T 

Dee. 1949 to May 1961 

10 


37 

D2 

1906 to 1928-26 

20 

Annual yield only 

38 

A 

June 1942 to May 1961 

19 


39 

D2 

1949 to 19ti0 

3 

Jan. to May only, 

Irregular 

observations 

40 

D2 

1950 to 1959 

3 

-do- 

41 

T 

June 1941 to May 1961 

20 


42 

D2 

1906 to 1925-26 

20 

Annnal yield only 

43 

D2 

June 1902 to May 1916 and 

June 1948 to May 1960 

21 


44 


( vii ) 





Rf.rial 

Name of site 

State in which 

Name of 

No. 

located 

sub-tributary 

tributary or 

I main river . 

j 

1 

2 

3 

. 

4 

5 

46. 

Wadakhal 

Maharashtra 

Sina 

Bhima 

46. 

Ekruk Tank 

99 

Ekruk Nalla (Sina) ,> 

47. 

Hallur 

Mysore 


Tungabhadra 

48. 

Harihar 


... 

ff 

49. 

Bavamr 



9» 

60, 

Hearur 

f > 

... 

99 

61. 

Tungabbadra Dam 


... 

93 

62. 

Rajolibanda 

*9 

... 

99 

63. 

Sunkesala Andhra Pradesh 

... 

99 


64. 

Tunga anient 
(Saerebyle) 

Mysore 

Tunga 

■ 9 

55. 

LakkaTalli 

99 

Bhadra 

>9 

66. 

Bhadra Anicut 

>9 

99 

99 

57, 

Banavasi 

99 

Varada 

J9 

68. 

Vani Vilas Sagar 

*9 

Hagari 

99 

69. 

Naranapur Anicut 

99 

9> 

99 

60. 

Bhairavanithippa 

Andhra Pradesh 

99 

99 

61. 

Qundlapalli Dam 

99 

— 

Dindi 

62. 

(Dindi) 

Paleru 

99 

— 

Paller 


( viii ) 




Olassifi- 

j Period for which data available 

i 

Remarks 

1 

Serial 

cation 

Period | 

Number of years 
for calculating 
average 

No. 

6 

7 

8 

9 

10 


D2 

1962, 1953,1968, 1959 and 1960 

5 

Jan. to May only 

4i 


May 1944 to May 1961 

17 


46 

Di 

Jan. 1951 to May 1965 

4 


47 

D2 

j>iov, 1950 to Oct. 1955 

4 


48 

D2 

-do- 

4 


49 

m 

Nov. 1950 to Oct. 1954 

3 


60 

C 

June 1931 to May 1941 

10 

Monthly figures 

61 

T 

Feb. 1950 to May 1961 

11 



A 

July 1960 to May 1961 

— 


62 

A 

June 1904 to May 1936 

32 


53 

C 

June 1936 to May 1963 

17 



C 

June 1953 to May 1961 

8 



S,A 

Jan. 1946 to June 1955 and 

10 

Irregular obser¬ 

64 


July 1958 to Mar. 1961 


vations 


C/T 

June 1930 to May 1961 

31 


66 

A 

May 1947 to Sep. 1954 

— 

Irregular obser¬ 
vations 

56 

D2 

1908 to 1925-26 

18 

Annual yield only 

67 

C,T 

July 1913 to Dec. 1960 

47 

Seasonal yield 
only 

58 

A 

Feb. 1960 to May 1961 

— 


69 

T 

Jan. 1967 to May 1961 

4 


60 

T 

June 1958 to May 1961 

3 


61 

T 

June 1958 to May 1901 

2 

Irregular obser¬ 
vations 

62 





NOTATION 


Unless otherwise stated, the following notation has been adopted herein:— 

Q ~ Discharge in eusecs 

L ~ Length, in feet, of weir or vent over which flow takes place 
H = Depth of flow, in feet, on the crest of a weir 
N — Number of end contractions 

S = Surface slope of water flowing in a channel 

N (k) ~ Kuttfr’s rugosity coefficient 
N(m) ~ Manning’s rugosity coefficient 

B. L.= Reduced level, or elevation in feet above mean sea level 
fta = Head, in feet, due to velocity tf approach 

Va = Velocity of approach, in feet per second 
g — Acceleration due to gravity, in feet per seoord per second 
h = Head in feet 

d == Difference (in feet) between the water 1-vel downstream of a weir and the 

crest cf the weir 

C = Or efficient 

G —■ Gauge reading (in feet’ 

= Depth (f water in a channel 


(x) 


D 



(A) METHODS AUOPTEDFOR OBSERVING DISCHARGES AT VARIOUS 
SITES ON THE KRISHNA AND ITS TRIBUTARIES AND (B) THE 
PERIODS FOR WHICH DATA ARE AVAILABLE 

Silea at which observatioiia have been discontinued are shown in italics, 

(1) Krishna at Dhom (Maharashtra) : 

A. The area-velocity method was adopted at this site. 

A cross-section at the site was taken generally at intervals of three at 
four years when cross-sectional areas for difiereht gauge heights were worked 
out. The site is reported to be stable and not erodible. 


The velocity observations during normal monsoon flow were made by 
using surface floats, generally wooden floats, released and picked up by trained 
swimmers. No boat was used. These observations were made at five points, one 
in the middle of the river, one near each bank and one between each bank 
and the middle. The gauge-run was usually 600 feet to 800 feet long and the 
mean surface velocity was obtained by dividing the length of the run by 

<2 + *3 + #4 ) in which ix, h, t,^ and <6 were the 

times, in seconds, taken by each successive float, starting from one bank of 
the river, to travel from the upper to the lower end of the gauge-run. The mean 
velocity was calculated by multiplying the mean surface velocity with a coeffi¬ 
cient depending on the hydraulic mean depth in aceordanoe with Higham's 
Table IV, reproduced below ; 


Hydraulic mean depth 
Jeet) 

0.5 

1.0 

2.0 

3.0 

4.0 

6.0 

6.0 

9.0 

12.0 


Value of coefficient 

0.59 

0.65 

0.71 

0.73 

0.75 

0.76 

0.77 

0.78 

0.79 


(xi) 



The gaug« and velocity observations were usually taken twice a day at 
6 a.m. and 6 p.m. but, during monsoon, when there are frequent fluctuations in the 
discharge, the observations were made more frequently. The wooden floats were 
thrown such that they fell approximately in the required compartments. Gauge 
readings were taken both at the beginning and end of the velocity observations. 

From ohservations made in accordance with the method described above, 
standard discharge tables were prepared to serve as a check on the day to day 
work and for use when the velocity measurements were not made for any 
reason. 

During the period from December to May, when the water-level goes 
below zero level of the gauge, the flow was diverted in a small well-defined 
channel of uniform width for a length of about 50 feet and velocity observations 
were made by noting the time taken by a float to pass from one end to the 
other of the 50 feet channel ; the float was released by a man wading through 
the channel. This surface velocity was reduced to mean velocity by multiply¬ 
ing with the constant from the above Table. The cross-sectional area was 
determined by sounding. 

Data are available for the period June 1907 to December 1918 and January 
1922 to April 1927, with the following exceptions : 

(i) Data for the ten-day periods from October 21-31 to November 11-20, 1907 
are not available and have been assumed on the basis of figures for earlier 
and later ten-day periods in the same year. 

(ii) Data for the ten-day periods January 1-1© to May 21-31,1919, are not 
available and the mean discharge for each ten-day period has been taken 
as equal to the respective average for the remaining 11 years ending with 
1918. 

(iii) Data for the ten-day periods May 1-10 to May 21-31,1927, are not avail¬ 
able and the mean discharge for each ten-day period has been taken as 
equal to the respective average for the remaining four years 1923-1926. 

With the assumptions described above, averages have been worked 
out for 17 years, June 1907 to May 1918 and June 1922 to May 1927. 

The tea-daily mean discharges have been worked out from the morning 
(6 A. M.) observations only. 



(2) Krishna at Khodshi Weir (Maharashtra) ; 


A. The discharge at this site is determined by calculating the flow over the 
weir and the supply let into the 
canal. Any water escaped through 
the under-sluices is ignored. 

The alignment of the weir, 
in plan, is along a curve and its 
cross-section is shown in Figure 1. 

Formerly, the discharge over 
the weir was being calculated by 
the formula Q=2.97LH^I^ but 
since the remodelling of the weir, 
it is worked out from the formula SECTION ACROSS KHODSHI WEIR 

Q=3.1{L~-0.1NH)H3I2, to allow Figure 1. 

for end contractions. Free-fall conditions always exist for flow over the weir. 

The gauge from which the values of H are observed is situated on t he 
left abutment of the Left Bank Canal. The gauge is thus set back considerably 
from the main river stream and the portion of the anicut over which the flow 
occurs. Canal withdrawals are based on a gauge-discharge curve. 

B. Data are available for the period November 1947 to May 1961, excluding 
the period August 1950 to February 1951. Averages have been worked out 
for 12 years, June 1948 to May 1961 omitting the year from June i960 to 
May 1961, 

(3) Krishna at Karad (Maharashtra) ; 

A. Generally the same as for (1) above,i^exoept that the floats were dropped 
from a bridge about 200 feet upstream of the site and not released by swimmers. 
The river bed at this site is reported to be erodible. 



{Xiii) 



B. Data are available only for the period August 1950 to March 1957 with 
the following exceptions :— 

Data are not available for the ten-day periods from January 1-10 to 
January 21-31 and from April l-iO to May 21-31 for the year 1967 and 
figures have been assumed, for each ten-day period, as equal to the respec¬ 
tive average for the remaining five years for which data are available. 

With the above assumption, averages have been worked out for six years, 
June 1951 to May 1967. 

The mean discharges have been worked out from the morning observations 
only. 

( 4 ) Krishna at Chitapur (Mysore) : 

A. At this site the (Jischarge was calculated by the slope-area method. The velo¬ 
cities were worked out with Kutter's form‘ula assuming a uniform surface slope 8 
of 2.62 feet per thile for all stages of flow ; the value of N{k) was taken as 0.036 
for all stages of flow and the cross-sectional area and the wetted perimeter for 
various gauge readings were taken from a table based on only one cross-section 
observed initially. The gauges were read once or twice a day. The bed of 
the river at this site is reported to be rocky. 

B. Data are available for only one year, June 1958 to May 1959. No averages 
have been worked out. 

(5) Krishna at Deosngur (Mysore) : 

A. Same as for (4) above, except that the slope 8 adopted at this site was 3.0 
feet per mile, for all stages of flow, but the values of N{k) were varied, as 
follows, for different water levels in the river :— 


R. L. 1033.6 to 1076.6 .N(i)=0.036 

R. L. 1075.5 to 1092.6 .N()fc)=0.030 

Rt L. 1092.5 to 1101,6 . N(ji:)=0.026 

R. L. 1101.6 to 1108.5. N(ifc)=0.020 


(psiv) 







The site is reported to be rocky and not erodible. 


B. Data are available for only 11 months, July 1958 to May 1959. No averages 
have been worked out. 


(6) Krishna at Siddeswaram (Andhra Pradesh) ; 

A. The discharges were obtained from a gauge-discharge curve, based on dis¬ 
charges computed by slope-area method. The surface slope was obtained from 
three sets of gauges observed daily and the value of Kutter’s rugosity coefficient 
N{k) was taken as 0.035 for all stages of flow. The site is reported to be 
stable. 

B. Data are available for the period June 1948 to July 1953, with the following 
exceptions : — 

(i) The figure for the period June 1-10, 1948, is not available and has been 
assumed as equal to the average for this period for the remaining four 
years. 

(ii) The figure for the period July 21-31, 1960, is not available and has been 
taken as equal to the average of the figures for July 11-20 and August 
1-10 for the same year. 

(iii) The data for the ten-day periods September 21-30 and October 1-10, 1949, 
are not available and have been assumed on the basis of data for earlier and 
later periods of the same year. 

(iv) The figures for the periods September 11-20 and October 1-10,1951 are not 
available and have been taken as equal to the averages of the figures for the 
preceding and the following ten-day periods. 

(v) The data for the month of March, 1950, are not available and have been 
assumed as equal to the average of the monthly values for February and 
April 1960, 

With the assumptions described above, averages have been worked 
out for a period of 5 years June 1948 to May 1963, 



Whenever there are *niore than one discharge observation during a day, 
the mean discharges have been calculated from the morning (6 A.M.) 
observations only. 

(7) Krishna at Nagar junasagar Dam (Andhra Pradeeh) 

A. The slope-area method was used to calculate the river discharge Upto 
January,1961, from Februaryl961, the area-velocity method is in use. The Velocity 
was observed initially by surface floats but, since June 1961, current meter 
observations are being made. 

In the slope-area method, the discharge of the river was calculated by using 
Manning s formula, adopting a uniform surface slope 8, for all stages of flow, of 
1/1346 (based on observations conducted on two days in July 1966), a constant 
unvarying river periphery and a fixed value of N(m} of 0.035, A gauge-discharge 
curve was evolved and a Working table prepared showing the discharges 
corresponding to any gauge. Gauges fixed on the bridge piers, on the upstream 
side, were read regularly. It is reported that the river bed has since undergone 
considerable change due to washing in of excavated spoil and debris. 

The fioat method of observation was adopted at the time of diversion of 
flow through low blocks in the dam, the surface velocity in each low block 
being obtained by observing the time taken by wooden disc, floats to traverse 
between two fixed points within tha block. The depth of flow was obtained by 
sounding. The mean velocity was taken as 86% of the surface velocity ; the 
latter, it is reported, was considerably disturbed. 

In the current meter gauging, a cross-section taken at about 60 feet 
downstream of the bridge has been adopted for the cross-sectional areas. 
Surface velocity observations are made in one out of every three spans of 
the bridge and at three points in that span (in the middle, in the left third 
and in the right third) and the average is determined. The mean velocity 
is taken as 90% of the average surface velocity. The current meter is 
suspended from the top of the bridge. The reference gauges are the same 
as before, i.e. those fixed on the bridge piers, on the upstream side. 

The bed of the river at the bridge site is reported to be rooky. 

B. Data are available for the period 14th August, 1956, to 31st May, 1961, ex¬ 
cluding the period from 24th March, 1967 to 3rd July, 1957. Averages have been 
worked out for 3 years from June 1968 to May 1961. 



The mean di-charges have been worked out from the morning (• A. M.) 
observations only. 

(8) Krishna at Vijayawada (Andhra Piadesh) : 

Gauges, upstream and downstream of the anicut and in the off-taking canals 
were regularly observed and recorded, three times a day, at 6, 12 and 18 
hours. From these observations, the supplies withdrawn by the canals, the 
flow over different portions of the anient, and the discharges passed through 
the anicut undersluices were calculated and the sum total of all these 
components gave the total flow of the River Krishna at’t ijayawada, th® 
daily recorded discharge being the weighted average of the discharges at 6, 
12 and 18 hours. 

For the purpose of calculating the discharge over the anii ut, the whole 
length was divided into the following five parts* (see Plate I) : 

(a) The central portion of the anicut, 3,193.35 feet long, is in the form of 
a weir with a crest width of 0.0 feat with a 20 feet extension upstream 
at a slightly lower level (see Plate I). It had six feet high automatic 
shutters on top of the crest. §. The top level of the shutters was 
B.L. 63.06 and the effective crest level, when the shutters were down, 
was 22. L. 47.22. 

This description applies upto 190o. From 1961, the new Krishna Barrage has 
come into operation and the, flow cuuditionB have changed. 

The crest level of the anicut was originally kept at R.L. 45.80. It was raised in 
the year 1891 to R. L. 46.80 anti a temporary mud-wall two feet high was built 
over this crest to raise the water level to R.L. 48.80. In the year 1894, the 
temporary mud-wall was di.spen.sed with and the crest-level was raised to R.L, 
48.80. But this change was soon found to cause severe damage to the aprons 
of the anicut and hence, in 1897, the permanent crest was lowered to R.L. 46.80 
and wooden planks three feet high were used on the crest to give the required 
water level. Again in 1898, the fixed crest of the anicut was raised to R.L. 47.05 
and the three feet high automatic falling shutters were replaced by six feet 
automatic falling shutters of Zifton type. Each shutter was ten feet by six 
feet and eleven of them formed a set; there were 29 sets of shutters on the 
anicut. 

■During the floods of September 1952, the anitut breached in a length of 
130 feet. Repairs were immediately taken up during the summer of 1952-53 
and the damaged wall of the anicut was rebuilt as a cement concrete wall. 

The present Krishna Barrage 3,400 feet long with 70 bays, each 40 feet 
wide, was constructed between 1952 and 1960. It is a regulator-cum-bridge 
about 104 feet upstream of the line of shutters of the anicut. The sill level of 
the barrage gates is R.L 4S:0S and their top level is R.L, 67,05, the gates being 
12 feet high. The barrage came into operation from May 1961, the automatic 
falling shutters having been removed. 


A. (i) 


(ii) 



(b) The Vijayawada side level flank, 174.33 feet long with crest ai M. L. 

63.05. 

(c) The Vijayawada side sloping flank, 108:92 feet long with crest, rising 
from B.L. 63.06 to B. L. 67,40, at a slope of 1 in 26.04. 

(d) The Seethangaram side level flank, 166 feet long, with crest at B,L. 
63.06. 

(e) The Seethangaram side sloping flank, 126 feet long, with crest rising 
from B 63.05 to B, L. 58.30, at a slope of 1 in 24. 

The position of the river gauges is shown in Plate I. 

(iii) The discharge over the anicut was calculated as follows : — 

(A) When the downstream water level was below the crest level of the 
anicut: 

(a) any flow over the central portion of the anicut [(ii) (a) above] was 
calculated by the formula* : 

Q= 3.1i[ ( H+h^ .r...,... (1), in which 

Zi=: effective length in feet of the central portion of the anicut, 
after taking into account any shutters standing ; 

ffl=difference between the average of the readings of two upstream 
gauges (one on the right flank and the other on the left flank) 
and the crest level of the anicut {B. L. 4:7.22) ; and 
A^iashead due to velocity of approach. The velocity of approach 

was taken** as 0.44 H feet per second ; therefore, 

ha ^/2g=0.003026^^ 


* It seems that prior to 1913, the velocity of approach was ignored and the 
coefficient was 3.6 instead of 3.1. 

•* Based on three ad-Aoc observations of the river flow near the anicut, made in 
1892-93. 
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(b) Any flow over the level flanks [(ii) (b) and (d) above] was 
calculated by formula (1) above, taking H as equal to 
the difference between the upstream gauge on the flank con¬ 
cerned and the crest B. L. 53.05, 

(c) Any flow over the sloping flanks [(ii) (c) and (e) above] was 
calculated by formula (1) above, ignoring the velocity of 
approach (i. e. taking h =0) and taking the average depth of 

Gf 

water on the slope and the horizontal length of slope covered by 
water. 

(d) Any flow over the standing shutters was also calculated by for¬ 
mula (1) above, taking H as the difference between the average of 
the gauge readings on both flanks and B. L. 63.05, 


(B) When the downstream water level was above the crest level of the 
anicut : 

(a) Any flow over the central portion of the anicut [(ii) (a) above] 
was calculated by the formula : 

<2=3. IL +CLd.^/2gh+K^ ) ...(2) in which : 

k represents the difference between the upstream and the down¬ 
stream water levels (based on the two gauges upstream of the weir 
on each flank and only one gauge downstream of the weir on the 
right side). 

The value ef the coefficient C varies with the value of d as 
follows* • 


For d. 

less than 5 feet 




c. 

.0.60 

99 

from 5 feet to less than 6 feet... 

.0.62 

99 

6 

99 99 

99 

99 

7 ff it*****^***** 


99 

» 7 

99 99 

9 9 

99 

8 . 

.0.76 

9 9 

8 

l« 99 

99 

99 

9 . 

.0.84 

>9 

9 

9f 99 

99 

99 

10. 

.0.00 

» 9 

10 

99 99 

99 

99 

11 . 

.0.93 

99 

„ 11 

feet and above 


.0.96 


It seems that prior to 1917, C was taken as unity for all values of d. 
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The velocity of approach, in this case also, was taken 0.44 H, 
H being the depth of water over the crest The head due to 

velocity of approach^ therefore, ={.044H)^^'^2g 

s=0‘003026fl"‘ From 1936®' however, a new table was introduced 
which gave lower values for than by this formula. This may be 

illustrated by the following table , 

H Value of h adopted before Value of h adopted 

fl Cv 


1936 after 1936 


(feet) (feet) (feet) 

6.0 0.11 0.11 

10.0 0.30 0.28 

12.0 0,44 0.35 

15.0 0.68 0.44 

17.0 0.87 0 48 

19.0 1.09 0.49 


(b) Any flow over the level flanks [(ii) (b) and (d) above] was calcu¬ 
lated by formula (1) above, if the downstream water level was 
lower than R L. 63.05, and by formula (2) above, if the down¬ 
stream, water level was higher than R.L. 63.05. In the latter 
case, the value of ,d was taken with reference to the crest level of 
the horizontal flanks (B.L. 53.05) and the coefficient C and the 
value of A in the same manner as described under (a above. 


(c) Any flow over the sloping flanks [(ii) (c) and (e) above] was 
similarly calculated by formula (Ij or formula (2) depending on 
the downstream water level; the effective length being determined 
as follows : 

For the Vijayawada slope. 


Length= 


[Upstream water level+downstream water level 

. . - 


—63.06] X 25 039 


@ Chief Engineer, freigation letter No. 35/35-A.E.P. dated 12th December, 1936 
(not made available to the Commission). 




For the Vijayawada steps, 

Length= (upstream water level~67.40) X 2.®53 
For the Seethanagaram slope, 

j^^^^^_ [Upstream water levelH-<lown8tream water level _53-05j)<;24 

Based on the formulae and methods described above, appropriate 
tables had been framed to facilitate calculations. 

(iv) The withdrawals by the canals taking off Vijayawada anient were 
based on observed gauges in the canals and were calculated, from time 
to time, by the following formulae : 

1921 -22 to 1927-28 1928-29 to 1930-31 

996.70 — 9,746.3 2440^ -162 0—318 

1,0690 ~ 6,663 18.40^ +276.40—476 

1,0100 — 6,394 8.70^ +102.60—639 

4160^ — 6a.80-44«.8 27,10^ +2670—1,917 

The method of calculation of canal withdrawals is not available for the 
Bander, Ryves and Ellore Canals from 1931-32 to 1936-36 and for the 
Seethanagaram Canal from 1931-32 to 1941-42. After these dates, the 
withdrawals were bashed on gauge-discharge curves which were revised 
from time to time. 

(v) The discharges passed through the anicut undersluices were calculated 
as follows : 

(a) When the under-sluices gates were clear of water, 
Q==6Lv'Mfl-0.33A) 

(h) When the under-sliuce opening was wholly submerged, 

(xxi) 


Na me of Cana l 
Bander 
Ryves 
EUore 

Seethanagaram 



(c) When the under-sluice opening was partially submerged, 

— H \vhere 


i)=height of vent 

A=difference between upstream and downstream water levels 
11=: upstream depth of water above eill and 

—depth of shutter bottom below upstream water level. 

B. Data are available from January 1894 but are included herein for the 
period June 1901 to Mayl961. Ten-daily figures are not, however, available for the 
months of January, February and March 1935. Figures for each ten day period 
of the month concerned have been taken as equal to the monthly average, 
which is available. With this assumption, averages have been worked out for 
each 10 years period beginning with June 1901 and also for 60 years. 

( 9 ) Koyna at Jalkewadi (Maharashtra) : 

A. The discharges at this site are based on current meter gaugings taken from a 
cradle travelling along a cableway stretched across the river ; velocities are 
determined at a depth of three inches from the surface and at every two feet 
thereafter. The width of the river is divided into six segments and velocities 
are observed in each. The mean velocity for each segment is determined by 
plotting the velocities for the different depths and dividing the area under the 
velocity curve by the depth at that section. The discharge for each segment 
is then computed and the tot al of the discharges for all segments gives the total 
discharge. 

Velocity readings are also taken by surface floats for comparision with 
current meter readings and in times of floods when the use of current meter is 
not possible. The mean velocity is taken as 0.78 to 0.80 of the surface velocity. 

The river bed at this site is reported to be not erodible. 

B. Data are available from June 1949 to October 1960 for the months June to 
October only, with the following exceptions :—• 

(i) The figures for the period June 1-10 for the years 1950, 1951, 1953 and 

1968 are not available and have been taken as nil. 
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(ii) Data for two ten-day periods, October 1-10 and 21-31, 1961, are not avail¬ 
able and have been assumed mainly on the basis of the corresponding figures 
for the year 1962. 

With the above assumptions, averages have been worked out for 12 years 
from June 1949 to October 1960. 

Irregular data are also availabJe for the months November to May. No 
averages have been worked out for these months. 

(10) Koyna at Helwah (Maharashtra) : 

A. Generally same as for (1) above, except that velocities were observed by cur¬ 
rent meter. The river bed is reported to be not erodible at this 8i<;e. 

B. Data for annual yield only are available from 1906 to 1926-26. The figures 
for the years 1906 to 1919 are for the seven months from June to December. The 
figures for the months of January to May have been as sumed as nil. The 
figures for the years 1922-23 to 1925-26 are for twelve months from 1st May 
to 30th April. The position regarding figures for 1920 and 1921 is not clear. 

WitH the above assumption, averages have been worked for 20 years. 

( 11 ) Yerla at Yeralwadi (Maharashtra): 

A- Generally same as for (1) above ; the river bed is reported to be not erodible. 

B. Data are available for the period January 1913 to December 1916 and 

January 1919 to December 1926, with the following exceptions : 

(i) Data for the following periods are not available and have been taken as nil ; 

May 21-31 and June 1-10, 1914 ; from January 1-10 to May 21-31 for 
the years 1917, 1926 and 1927 ; from May 1-10 to 21-31 for the years 
1920 and 1921; and from April 1-10 to May 21-31, 1926. 

(ii) The figure for the period May 11-20, 1923 is not available and has been 
taken as equal to the average of the figures for the preceding and the 
following ten-day periods. 
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With the assumptions described above, averages have been worked out 
for 12 years. 

The ten-daily mean discharges have been worked out from the morning 
(6 A.M.) observations only. 

( 12 ) Yerla at Ramapur (Maharashtra) : 

A. Same as for (1) above, except that. the cross-sections are taken yearly and 

sometimes more than once a year ; the river bed is reported to be unstable. 

B. Irregular data are available for the period August 1956 to May 1961.’ No 
averages have been worked out. 

The ten-daily mean discharges have been worked out from the morning 
(6 A'M.) observations only. 

( 13 ) Bhogawati (Panchganga) at Radhanagri (Maharashtra) : 

A. The discharge at this site is taken as the sum of the calculated discharges 
through the under-sluices, turbines, cross-drains etc. and the flow over the 
waste weir. 

B. Data are available for the period January ,1964 to May 1961, with the follow¬ 
ing exceptions : 

(i) Data for the ten-day periods from January 1-10 to May 21-31, 1961, are 
not available and the mean discharge for each ten day period has been taken 
as equal to the respective average for the remaining six years. 

With the above assumptions, averages have been worked out for seven 
years, June 1964 to May 1961. 

( 14 ) Qhataprabha at Haddlga (Maharashtra) : 

A. Generally same as for (1) above; the river bed is reported to be not erodible. 

B. Data are available from 1906 to 1918 of annual yield based on figures for 
seven months from June to December ; flow during the months from January to 



May is negligible and has been assumed as nil. Averages have been worked out 
for 13 years. 

Daily data are available for the period June 1919 to May 1927, with the 
following exceptions : 

(i) Data for the ten day period January 11-20, 1924, is not available and has 
been taken as equal to the average of the figures for the preceding 
and the following ten-day periods. 

(ii) Data for the ten-day periods, August 11-20 and 21-31, 1926, are not 
available and have been assumed on the basis of figures for earlier and 
later ten-day periods in the same year. 

(iii) Data for the ten-day periods May 11-20 and 21-31, 1921, May 21-31, 1924, 
from April 21-30 to May 21-31, 1926, and from April 1-10 to May 21-31 
1927, are not available and have been taken as nil. 

With the above assumptions, averages have been worked out for 
eight years. 

(15) Ghataprahha at Daddi (Maharashtra) : 

A. Same as for (1) above ; the river bed is reported to be not erodible. 

B. Data are available for the periods from June 1949 to October 1966, with the 

following exceptions •' 

(i) Data for the ten-day periods from May 1-10 to 21-31, 1960, June 

1952 and from March 1-10 to May 21-31, 1965, are not available and have 

been taken as nil. 

(ii) The figures for the ten-day periods September 21-30, 1963 and April 1-10, 

1953 are not available and have been taken as equal to the respective 
average of the figures for the preceding and the following ten-day periods. 

With the above assumptions, and omitting the years 1960-61 and 
1961-62, averages have been worked out for 4 years. 

The mean discharges have been worked out from the morning (6 A.M.) 
observations only. 



(16) Ghataprabha at Dbupdal (Mysore) : 

A. The discharge at this site is determined from the calculated discharges let 

through various sluices in the weir at Dhupdal and the quantity flowing over 
the weir. Por flow over the weir, the co-efficient of discharge C is assumed 

a's 0.67 in the formula Q=2/3 C.L.'\/2g. Thus ^=3.56 L H 


In the middle portion of the weir, the river bed is deep and the 
conditions of flow are always “free-fall”. . On the sides, the river bed down¬ 
stream of the weir is relatively high and during high flow, “free-fall” conditions 


do not occur there. The reference 
gauge is fixed on only one side of 
the weir, on the left abutment. The 
section of the weir is shown in 
Figure 2. 

B. Data for annual yield only are 
available from 1906 to 1925-26. 
Averages have been worked out for 
20 years. 

Data, on a daily basis, are 
also available for the period from 
January, 1938, to May, 1961. Ave¬ 
rages have been worked out for 23 
years from June, 1938, to May, 1961 

17) Ohataprabha at Chinchkandi (Mysore) : 



SECTION ACROSS DHUPDAL WEIR 
Figure 2. 


A. Generally the same as for (1) above. The cross-section was taken once and 
velocities were observed at three points instead of five. The observations, it 
is stated, were made by untrained personnel and the site is reported to be 
erodible. 

B. Irregular data from June to November are available for the j ears 1953 to 
1958. Omitting the years 1953 and 1957, averages have been worked out for 4 
years from July to November. 

The mean discharges have been worked out from the morning (6 A.M.) 
observations only. 
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( 18 ) Ghataprabha at Anagwadi (Mysore) 


A. Same as for (17) above. 

B. Irregular data from June to November are available for the years 1949 to 
1957. Averages have been worked out for 3 years, 1949, 1955 and 1956, for 
which years the data are complete. 

The mean discharges have been worked out from the morning (6 A.M.) 
observations only. 

( 19 ) Ghataprabha at Murmuttisangam (Mysore): 

A. Same as for (17) above. The readings at the site were subject to possible back 
flow from the Krishna. 

B. Irregular data for June to November are available from-1949 to 1957. Ave¬ 
rages have been worked out for 5 years, 1960, 1962, 1953, 1954 and 1956 for the 
months from June to October after assuming certain values not available for the 
month of June as nil. 

The mean discharges have been worked out from the morning (6 A. M.) 
observations only. 

( 20 ) Hiranyaheshi {Ghataprabha) at Ajra (Maharashtra) : 

A. Same as for (1) above ; the river bed is stated to be not erodible. 

B. Data are available from June to December for the years 1904 to 1926, with 
the following exceptions : 

(i) The figure for the ten-day period November 21-30, 1923, is not available 
and has been taken as equal to the average of the figures for the preceding 
and the following ten-day periods, 

(ii) Data for the ten-day periods December 11-20 and 21-31, 1906 are not 
available and have been taken as nil. 

With the assumptions' described above, averages have been worked out 
for 22 years. 
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(21) Marhandeya (Ohataprabha) at Basapur (Mysore) 


A. Same as for (17) above. 

B. Data are available from June to November for the years 1&49 to 1954, except 
that data for some days of June are not available and have been taken as nil. 
With this assumption, averages have been worked out for 6 years, omitting the 
year 1950. 

The mean discharges have been worked out from the mcrning (6 A. M.) 
observations only. 


(22) Malaprabha at Asoga (Mysore) : 

A. Same as for (17) above. The river bed at this site is stated to be rocky and 
not erodible. 

B. Irregular data are available from June to December for the years 1949 to 
1960. Omitting the years 1960, 1963, 1964 and 1966 and with the assumptions 
described below, averages have been worked out for eight years :— 

(i) Figures not available for some days in the month of June have been taken 
as nil. 

(ii) Figures for the ten-day periods from November 11-20 to December 21-31, 
1961, are not available and have been taken as nil. 

The mean discharges have been worked out from morning observations 
only. 

(23) Malaprabha at Kolohi (Mysore) ; 

A. Same as for (1) above until the year 1966. Since then, the discharges are 

3/2 

based on overflow over the weir, calculated from the formula Q=3.11 LH and 
the canal withdrawals. 



The section of the weir is 
shown in Figure 3. Free-fall con¬ 
ditions occur during low flow but 
♦he weir is submerged during high 
discharges. 

B. Data are available for ihe 
period from June 1951 to May 1961, 
with the following exceptions : 

(i) Data for the ten-day periods, 

December 11-20 and 21-31, 

1955, and March 21-31, 1958, 
are not available and have 
been assumed on the basis of 
figures for earlier and later ten- SECTION ACROSS KOLCHI WEIR 

day periods in the same year Figure 3 

(ii) Data for the ten-day period June 1-10, 1956 is not available and has been 
taken as equal to the average of the figures for the preceding and following 
ten-day periods. 

(nf Data for the ten-day p riods from October 21-31, to December 21-31, 1957, 
and from January 1-10 to April 1-10, 1959, are not available and the 
mean discharge ^or each ten-day ptiriod has been taken as equal to the 
respective average for the remaining 9 years. 

(iv) Data for the ten-day period, April 21-30, 1958, is not available and has 
been taken as equal to the average for this period for the remaining years. 

(v) Data for the ten-day periods from May 1-10 to 21-31, 1958 and May 1-10 
1959 are not available, and the mean discharge for each ten-day period 
has been taken as equal to the respective average for the remaining years. 

With the above assumptions, averages have been worked out for 10 
years, June 1951 to May 1961. 

(24) Malaprabha at Hiresangam (Mysore) ; 

A. Same as for (t7) above; the readings are likely to be subject to effect of 
back flow from the Krishna. 
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B. Data are available from June to November for the years 1952 to 1956, with 
the following exceptions : 

(i) The figure for the ten-day period August 1-10, 1952, is not available and 
has been taken as equal to the average of the figures for the preceding and 
the following ten-day periods. 

(ii) Data for the ten-day periods from November 1-10 to 21-30, 1952, ars not 
available and have been taken the same as the corresponding figures for 
the year 1967. 

(iii) The figure for the ten-day period June 1-10, 1953, is not available and has 
been taken as equal to the average for this period for the remaining four 
years. 

(iv) The figure for the ten-day period November 21-30, 1966, is not available 
and has been taken as 6,000 cusecs on an ad-hoc basis. 

With the assumptions described above, averages have been worked out for 
five years from 1952 to 1966. 

The mean discharges have been worked out from the morning (6 A. M.) 
observations only. 

(25) Bhima at Ohashaman (Maharashtra) : 

A. Same as for (1) above ; the river bed is stated to be not eroiible at this site. 

B. Data for annual yield are available from 1906 to 1925-26. The figures irom 
1906 to 1919 are for seven months only from June to December. The values 
for the months of January to May being negligible have been assumed as nil. 
With this assumption, averages have been worked out for 20 years. 


(26) Bhima at Dhond (Maharashtra) : 

A. Only hot weather discharges were observed as per (1) above ; the river bed is 
stated to be not erodible. 



B. Data are available onlj from December to May for the years 1956-66, 

1958-59,1959-60, and 1960-61, with the following exceptions :— 

(i) Data for the ten-day period December 1-10 of the years 1958 and 1959 are 
not available and have been taken as equal to the average for the remaining 
two years. 

(ii) Data for the ten-day periods December n-?0 and 21-31, 1959, are not 
available and the mean discharge for each ten-day perif>d has been taken 
as equal to the respective average for the remaining three years. 

(Hi) The figure for the ten-day period May 21-31, 1956, is not available and has 
been assumed on an ad-hoc basis. 

(iv) The figure for the ten-day period May 21-31, 1960, is not available and has 
been taken as nil. 

With the assumptions described above, averages have been worked out 
for four years. The mean discharges have been worked out from the morning 
(6 A. Mi) observations only. 

(27) Bhima at Yctdgir (Mysore) : 

A, The discharges were calculated by the slope-area method adopting a uniform 
surface slope of 3.0 feet per mile and values of iV tk) as follows : 

B.L. R.L. N (k) 

from 1148 to 1184 0.035 

from 1184 to 1194 0.030 

Cross-sectional areas and wetted perimeters for various gauge readings were 
taken from a table baaed on a cross-section obse rved initially, about 600 ft. 
below the bridge at the site. The reference gauge is on the upstream side of the 
bridge piers on the left side. The site is stated to be erodible in parts. 

B. Data are available only from July 1967 to March 1969. No averages have 
been worked out. 
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(28) Ehama (Bhima) at Wahi (MaharasMra) : 

A. Same as for (1) above ; the river bed at the site is stated to be erodible. 

B. Data are available for the period from June 1949 to July 1959. with the 
following exceptions 

(i) Data for the ten-day periods from December 1-10 to 21-31, 1953, are not 
available and have been assumed on the basis of data for earlier and later 
ten-day periods of the same year. 

(ii) Data for the ten-day periods from March l-lO to April 21-30, 1954, and 
from April 1-10 to May 21-31 of the years 1952 and 1967 are not available 
and have been taken as nil 

With the assumptions described above, averages have been worked out 
for nine years, from June 1949 to May 1959. 

The mean discharges have been worked out from the morning (6 A.M.) 
observations only. 

(29) Kudil (BMma) at Wadivah (Maharashtra) : 

A. Same as for (1) above ; the river bed is stated to be erodible at this site. 

B. Data are available for the period from June 1949 to October 1959, with 
the following exceptions 

(i) Data for the ten-day periods from July 1-10 to 21-31, 1958, and from 
September 1-10 to October 1-10, 1959, are not available and have been 
assumed on the basis of figures for earlier and later ter-day periods in the 
respective year. 

(ii) Data for ten-day periods from November 1-10 to 21-30 of the years 

1968 and 1959 ; December 21-31,1958 ; from December 1-10 to 21-31, 1959 ; 
January 1-10 and 11-20, |1960 ; from January 1-10 to 21-31 of the years 

1969 and 1960 ; from February 1-10 to March 21-31, 1960 ; from April 1-10 
to 21-30 of the years 1956 and 1960 and from May 1-10 to 21-31 of the years 
1956 and 1960 are not available and the mean discharge for each ten-day 
period has been taken as e(jual to the respective average for the remaining 
years. 
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With the assumptions described above, averages have been worked out 
for nine years, omitting 1955-56 and 1956-57 for which data are not available. 


The mean discharges have been worked out from the morning (6 A M.) 
observations only, 

(30) Vel (Bhima) at Shikrapur (Maharashtra): 

A- Same as for (1) above ; the river bed is stated to be erodible at this site. 

B- Data are available for the period June 1949 to May 1961, with the following 

exceptions : 

(i) Data for the ten-day periods from January 1-10 to March 21-31, 1953, 

and from January 1-10 to May 21-31, 1955, are not available and the mean 

disharge for each ten-day period has been taken as equal to the respective 
average for the remaining years. 

^ii) Data for the period from June 1955 to April 1956 are not available ; the 
year 1955-56 has, therefore, not been considered for calculating the 
averages. 

With the above assumptions, averages have been worked out for 11 

years. 

The ten-daily mean disharges have been worked out from the morning 
(6 A.M.) observations only. 


(31) Mula-Mutha {Bhima) at Pimpalgaon Rahu (Maharashtra) : 

A. Same as for (26) above, the river bed is stated to be ero dible at this site. 

B. Irregular data are available only for the months from January to May for 
the years 1950 to 1959. With the assumptions described below, averages have 
been worked out for five years : 
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(i) Data for the ten-day periods from April I-IO to May 21-31, 1952,are not 
available and have been assumed on the basis of figures for earlier 
periods in the same year. 

(ii) Data for the ten-day periods from May 1-10 to 21-31, 1954 are not available 
and have been assumed as nil on the basis of figures for earlier periods 
in the same year. 

The mean discharges have been worked out from the morning (6 A.M.) 
observations only. 

Mula (Bhima) at Mulshi Dam (Maharashtra) : 

A. The discharge at this site is calculated from the inflows into the reservoir 
and the draw-off's for power generation from the lake. The ‘content table’ gives 
inflow into the lake corresponding to the daily gauge readings. 

B. Monthly figures only are available from June 1930 to May 1961 and 31 
years’ averages have been worked out. 

Mntha (Bhima) at Kadakwasla (Maharashtra); 

A. From the daily water-levels observed in the lake, the contents of the lake 
are determined by referring to the ‘content table’. Discharges through various 
sluices in the dam, leakage and other losses etc., for every day, are recorded in 
a statement. From these, the discharges at this site are worked out. 

B. Data are available for the period from June 1946 to May 1961 except that 
some figures for the months of June, July, October, November, March, April 
and May are not available. These have been assumed as nil and averages have 
been worked out for 15 years, June 1946 to May 1961. 

Ohod {Bhima) at Nirgudaar (Maharashtra) : 

A- Same as for (1) above ; the river bed at the site is stated to be not erodible. 

B- Data are available only for the months .Tune to December from 1906 to 1927, 

except that data for the ten-day periods from June 1-10 to 21-30, 1908 are not 
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available. The mean discharge for these ten-day periods have been taken at 
equal to the respective average for the remaining 4 years ending with 1911. 
With this assumption, a-verages have been wotked out for 21 years. 

The mean discharges have been worked out from the morning (6 A.M.) 
observations only. 

(35) Mina (Bhima) at Wadgaon (Maharashtra): 

A. Same as for (1) above ; the river bed at the site is stated to be not erodible. 

B. Data are available only for the months from June to Dec* mber for the 
years 1904 to 1912 and from 1917 to 1924 and for all months from January 1947 
to May 1961, with the following exceptions :— 

(i) Data are not available for the ten-day periods from June 1-10 to 21-30, 
1905 ; June 1-10, 1906 ; J une 1-10 and 11-20, 1907; from June 1-10 to 21.30, 
1908; from November 1-10 to 21-30,1922; from June 1-10 to 21-30, 1923; from 
December 1-10 to 21-31,1923 and from February 1-10 to 21-28, 1967. The 
mean discharges for these periods have been assumed as nil. 

(ii) The figure for the. ten-day period October 1-10, 1923, is not available and 
has been taken as equal to the average of the figures for the preceding and 
the following ten-day periods. 

(iii) Data for the ten-day periods from January 1-10 to February 21-28, 
1951, are not available and the mean discharge for each ten-day period 
has been taken as equal to the respective average for the remaining 12 
years (1948 to 1961). 

With the above assumptions, averages have been worked out for 17 
years for the months from June to December only and for 12 years for the 
year as a whole. 

The ten-daily mean discharges have been worked out from the morning 
(6 A.M.) observations only. 

(36.) Kukdi (Qhod) at Edgaon (Maharashtra). 

A. Generally same as for (1) above, the condition of the river bed is not known. 

B. Data for annual yield only are available from 1906 to 1926-26. Averages 
have been worked out for 20 years. 
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(37) Hanga (Ghod) at Visapur (Maharashtra) ; 

A. Same as for (32) above. 

B. Data are available for the period December 1949 to May 1961, except that 
the data for the ten-day periods from January 11-20 to May 21-31, 1953, are 
not available. These have been taken as nil. With this assumption, and omitting 
the year 1963-64, for which also data are not available, averages Lave been 
worked out for 10 years. 

(38) Nira (Bhima) at Natambi (Maharashtra): 

A. Same as for (1) above ; the river bed at the site is stated to be not 
erodible. 




B. Data ar® available for the period from June 1942 to May 1961, except that 
the data for the ten-day periods from December 1-10 to 21-31, 1942, and from 
April 1-10 to 21-30, 1943, are not available. The mean discharges for these ten- 
day periods have been taken as equal to the respective averages for the remain¬ 
ing eight years ending with May 1961. With this assumption, averages have 
been worked out for 19 years, June 1942 to May 1961. 

(40) Nira (Bhima) at Sarati (Maharashtra): 

A. Same as for (i) above ; the river bed is, however, stated to be erodible. 

B. Irregular data for the months January to May are available for a few years 
in the period 1949-60. Averages have been worked fvr three years for which 
data are available for all the five months. 

The mean discharges have been worked out from the morning (6. A.M.) 
observation only. 

(41) Nira (Bhima) at Narasingpur (Maharashtra) : 

A. Same as for (26) above-; the river bed is stated to be stable and inerodible 

Irregular data for the months January to May are available for the 
years 1950 to 1959. Averages have been worked out for three years with the 
following assumptions:— 

(i) The figure for January 21-31, 1962 is not available and has been taken 
as equal to the average of the figures for the preceding and the following 
ten-day periods. 

(ii) The figure for January 1-10,1966, is not available and has been taken as 
equal to the average for the remaining twd years (1952 and 1963). 

The ten-daily mean discharges have been worked out from the meruing 
(6 A.M.) observations only. 

(42) Yelwandi (Nira-Bhima) at Bhatghar (Maharashtra) : 

A. Same as for‘(33) above. 
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B. Data are available for the period from June 1941 to May 1961 except that 
data for the ten-day periods from December 1-10 to May 21-Hl, 195S-59, are 
not available. The mean discharge for each of these ten-day periods has been 
taken as equal to the respective average for the remaining nine years ending 
May 1961. With this assumption averages have been worked out for 20 years, 
June 1941 to May 1961. 

(43) Ounjawani (Nira) at Mdhri (Maharashtra) ; 

A. Same as for (1) above, the river bed is stated to be not erodible at this site. 

B. Data for annual yield are available from 1906 to 1926-26. The figures from 
1906 to 1919 are for seven months from June to December. The values for the 
months from January to May have been assumed as nil. The figures for the 
years 1922-23 to 1926-26 are for twelve months from 1st May to 30th April 
The position regarding figures for 1920 and 1921 is not clear. With this 
assumption, averages have been worked out for 20 years, 

(44) Sina (Bhima) at Hatwalan (Maharashtra) : 

A. Same as for (1) above ; the river bed is stated to be not erodible at this site. 

B. Data are available for the period from June 1902 to May 1918 and from 

June 1948 to May 1960, with the following exceptions :_ 

(i) Data are not available frr the ten-day periods from January 1-10 to May 
21-31 of 1908 and 1912 to 1916, from September 1-10 to 21-30 1912 

from May 1-10 to 21-31 and July 21-31, 1949, from February 1-10 to May 
21-31, 1951, from March 1-10 to May 21-31, 1952, from January 1-10 
to May, 21-‘31, 1953, June 1-10, 1954, and from April 1-10 to May 21-31, 
1958, These have been taken as nil. 

(u) Data for the ten-day periods from January 1-10 to 21-31, 1950, from 
December 1-10 to 21-31, 1954, and from February 1-10 to 21-28, 1958, 
are not available and have been assumed on the basis of figures for earlier 
and later ten-day periods in the year to which they relate. 
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(iii) The years 1904-05, 1905-06, 1908-09, 1953-54 and 1958-59 bave not been 
considered fur calculating the averages as data for a number of months are 
not available in each of these years. 

With the above assumptions, averages have been worked out for 21 

years. 

The mean discharges have been worked out from the mcrnipg (6 it.M.) 
observations only. 

(45) Sina {Bhima) at Wadahbal (Maharashtra) : 

A. Same as for (26) above ; the river bed is, however, stated to be erodible. 

B. Data are available only for the months from January to May for the 
years 1952, 1963, 1968, 1959 and 1960, with the following exceptions ; 

(i) Data for the ten-day periods January 1-10, 1953, and January 1-10 and 
11-20, 1959, are not available and have been assumed on the basis of 
figures for later ten-day periods in the year concerned. 

(ii) Data for the ten-day periods from January 1-10 to 21-31, 1961, are not 
available and the mean discharge for each ten-day period has been taken 
as equal to the respective average for the remaining four years 

(iii) Data for the ten-day periods from May 1-10 to 21-31, 1954, arenotavai. 
able and have been assumed on the basis of figures for earlier and later 
ten-day periods in the same year. 

With the assumptions described above, averages have been worked out 
for five years. 

The mean discharges have been worked out from the morning (6 A M.) 
observations only. 

(46) Ekruk Nalla (Sina) at Ekruk (Maharashtra)': 

A. Same as for (33) above. 

B. Data are available for the period from May 1944 to May 1961. Averages 
have been worked out for 17 years, June 1944 to May 1961. 
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(47) Tungahhadra at Hallwr (Mysore) : 


A. Same as for (17) aboye. 

B. Data are available for the period from January, 1951 to May 1955, except 
that for the ten-day period. May 21-31, 1955, which has been assumed on the 
basis of figures for earlier ten-day periods in the same year. With this assump¬ 
tion, averages have been worked out for four jears from June 1951 to May 
1956. 

The mean discharges have been worked out from the morning (6 A.M.) 
observations only. 

(48) Tungahhadra at Harihar (Mysore) : 

A. Same as for (17) above. 

B. Data are available for the period from November, 1950 to October 1955. 
Averages have been worked out for four years from June 1951 to May 1955. 

The mean discharges have been worked out from the morning (6 A. M.) 
observations only. 

(49) Tungabhadra at Hamnur (Mysore) : 

A. Same as for (17) above. About half the river is stated to be credible and the 
rest rocky and not erodible. 

B. Data are available for the period from November, 1950, to October 1955. 
Averages have been worked out for four years from June 1961 to May 1956. 

The mean discharges have been worked out from the morning (6 A.M.) 
observations only. 

(50) Tungabhadra at Hesrur (Mysore) : 

A. Same as for (17) above. 

B. Data are available for the period from November 1950 to October 1954, ex¬ 
cept that for the ten-day periods July 1-10 and 11-20, 1952, and from October 
1-10 to 21-31, 1951. These have been assumed on the basis of 6gures for earlier 



and later ten-day periods. With this assumption, averages have been worked 
out for three years from June 1951 to May 1954. 

The mean discharges have been worked out from the morning (6 A.M.) 
observations only. 

(51) Tungabhadra at Tungabhdra Dam (Mysore) : 

A. Prior to the construction of the Tungabhadra Dam at Mallapuram arrosi 
Tungabhadra, the flow in Tungabhadra was determined at the Vallabhapur- 
Koregal site, about seven miles upstream of Mallapuram. At this site, there 
were two anicuts separated by an island ; the zigzag 1,690 feet long Koregal 
anicut on the left flank of the island and the 1,150 feet long straight Vallabha- 
pur anient on the right, both being oblique to the axis of the river. Due to 
the peculiar features of the anicut, the usual formulae for calculating overflow 
over the weir were not considered to be appropriate. To get at a correct and 
reliable assessment of the discharge at this site, the then Mysore, Madras and 
Hydorabad Governments, during the period 1936-36 and 1936-37, jointly 
conducted current meter observations* at Mutkur village, about 8 miles up¬ 
stream of the anion+s, and correlated the anicut gauges with the gauges at 
Mutkur. Two independent discharge tables were established one for the 
gauge at the Vallabhapur anicut and the other for the Koregal anicut gauge 
by reference to the gauge calibration curve at Mutkur. The average between 
these two gets of discharges at any given time was taken as representing the 
discharge over the two anicuts. The discharges past these anicuts for the 
years for which gauge readings were available were derived from the jointly 
accepted table of discharges. 

Since the construction of the Tungabhadra dam, the VaJlabhapur-Koregal 
anicuts have been submerged and the discharge at the dam site is calculated 
from the inflow into the reservoir, based on capacity table, and the outflow 
through various sluices in the dam, 

B. Monthly data only are available for the period from June 1931 to May 1941. 
Daily data are available for the period from February 1960 to Maj 1961, 

* The current meter observations were made from platforms constructed 
on coracles (8 feet to 11 feet diameter and suitably placed so as not to interfere 
with free flow of water). The current meters were cable-suspended, with fish- 
weights of 30 lbs. 



except for the data relating to the ten-day periods from April 1-10 to Jane 
21-30, 1963. For these periods, the mean discharge has been taken as equal 
to the respective average for the remaining ten years ending May 1961. With 
this assumption, averages have been worked out separately for 10 and 11 years. 

(52) Tungabhadra at Rajolibanda (Mysore) : 

A. The discharge at this site is the sum total of the quantity let down through 
various sluices and the flow over the anicut, calculated by the formula 

Q=3.5Lfl 


The section of the weir is 
shown in Figure 5 oppi site. 
The conditions of flows 
over the weir are always 
free-fall. 


B, Rata are available 
only from July 1960 to 
May I 96 I 4 No averages 
have been worked out. 

Figure 5 

(53) Tungabhadra at Sunkesala (Andhra Pradesh) : 

A. Daily discharge is the sum of the discharges over the anicut and through the 
uoder-f-luices and the headsluices corresponding to the gauge reading recorded. 

The discharge over the anicut is the sum of discharges passing over th# 
two sections of the anicut. The south anicut is zigzag while the north anicut is 
more or less straight and both the anicuts are oblique to the current. The 
total • blique lengths of the south and north anicuts are 3,986 feet (at a crest 
level of R.L. 944.81) and 319 feet (at a crest level of R.L, 947.81) respectively. 

Prior to April 1916, the discharge over the anicut was calculated by the 
formula 3-1 LH^I^ (A being the oblique length), neglecting the velocity 
of approach. 
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Frutn April 1916 to March 1920, the formula used was 
Q=Z.\L 

wherein ha was obtained from the equation 

3.1i[(^+V^^^ ~^a^^h=L[D+H) Va; 

the value of Z>, or mean depth of the river below the crest level of anicut 
was taken as 4.i feet and 4.2 feet for the south and north aniouts respectively. 
L was taken as the oblique length of the anicut. 

For the year 1920^21,the value of Din the above equation was taken as 
2.39 feet for both the anicuts, and from 1921 to March 1936, the value of Z) 
was taken as 2.4 feet. From 1920, the value of L was taken as 2,130 feet and 
900 feet for the south and north branches respectively, equal to their lengths 
perpendicular to the axis of the river. 

Since April 1936, the discharges over the anicut are computed from a table 
of discharges, prepared from calibration curves based on the 1936-37 current 
meter gaugings** conducted jointly by the then Madras, Mysore and Hyderabad 
Governments* 

The draw-offs through the sluices were.computed from the table of discharges 
based on the inter-state gaugings of 1936-36 ; current meter gaugings were again 
conducted in 1956-57 to 1968-59 and a fresh table of discharges has been 
prepared and is being used from 1968-59. 

** The current meter observations were made at Bavapuram, 9 miles below 
Sunkesula anicut, from platforms constructed on coracles. The gauge at 
Bavapuram was calibrated and correlated to the upstream gauge at Sunkesula 
anicut. 

* Three feet high automatic falling shutters are being fixed over the crest of the 
anicut. At places where the shutters cannot be fitted, three feet high masonry 
walls are built; the total length of such walls is about 200 feet, the length 
of the anicut perpendicular to the axis of the river being 3,030 feet. It is reported 
that the upstream gauge will be recalibrated taking note of the afflux due to the 
masonry portion added over the crest of the anicut. 



The reference gauge is in 
a well on the right upstream 
abutment of the anicut. The 
crosss-eetion of the anicut is 
shown in Figure 6. 

B. Data are available for 
the period from June 1904 to 
May 1961. Based cn the 
method of estimation, as sta¬ 
ted below, the data have been 
deivided into three parts; from 
June 1904 to May 1936 from 
June 1936, to May 1962 and 
from June 1963 to May 1961 
and averages have been 
worked out accordingly. 

(i) The discharges for the 

period upto Mar ch 1936 
have been calculated on Figure 6 

the basis of empirical formulae. 

(ii) The discharges for the period from April 1936 to May 1961 have been 
computed from gauge-discharge curves based on the joint gaugings of 
1936-37. 

(iii) Since 1963, with the coming into operation of the Tungabhadra Dam 
the flow at Sunkesula is regulated flow. 

(54) Tunga (Tungabhadra) at Tunga anicut ^Mysore): 

A. The discharges at Sacrebyle, a mile upstream of the present Tunga anicut, 

were based on current meter observations ; no other particulars are available. 
Since the construction of the Tunga anicut, which has submerged the Sacrebyle 
site,the discharge at Tunga anicut is taken as the sum of the-flow over the anicut 
and that passed through the sluices.The discharge over the anicut is calculated 
by taking the coefflcient C as 4.12 for the Ogee portion and 3.1 for the brtad- 

cest red portion in the formula Q==CLH^I^’ The sections of the anicut are 
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shown in Figure 7, The 
conditions of flow over the 
anciut are free-flow. 

B. Data are available for 
the period from January 
1946 to June 1955 and from 
July 1958 to May 1961, with 
the exception of figures for 
some ten-day periods which 
have been taken as equal 
to the respective average 
for those periods for the 
remaining years. With this 
assumption, averages have 
been worked out for ten 
years. 

(55) Bhadra (Tungabhadra) at Lak- 
kavalli (Mysore) : 

A. Daily discharges ware 
computed on the basis of 
a gauge-discharge table- 
calibrated for this site ; no 
particulas are available of 
the method of calibration. 
Since the construction of the 
Lakkavalli dam, the disch¬ 
arges are computed from 
the inflows 
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SECTION ACROSS TUN6A ANICUT 
(BROAD CRESTED PORTION) 

Figure 7 

into the reservoir, read from capacity table, corresponding 


to daily gauge readings. 


B. Data are available for the period June 1930 to May 1961, with the follow¬ 
ing exceptions : 

(i) Data for the ten-day periods from March 1-10, to June 21-30,1969, from 
February 21-29 to June 21-30,1960, and from January 1-10 to May 21-31, 
1961, are not available, the flow being below zero of the gauge. An ad-hoo 
figure has been assumed for each ten-day period. 



(ii) Data for the ten-day jeriods from April 1-10 to May 11-20, 1967, are 
not available and have been atsnmedon the basis of figures for earlier 
and later ten-day period's in the same year. 

With the assumptions described above, averages have been worked 
out for 31 years, June 1930 to May 1961. 

The river flow at Lakkavalli was regulated from the reseivoir for th« 
following periods : 

(i) 27th June 1958 to 28th February 1969. 

(ii) 30th June 1969 to 2Gth February 1960 

(iii) 6th July 1960 to 4th January 1961, 

(56) Bhadra {Tungabhadra) at Bhadra anicut (Mysore) : 

A. The recorded dkeharge 
is the sum of the flow over 
the anicut and the draw-oflfs 
through the sluices, 
discharge over the weir 
calculated by the 

e=3.1L 

assuming the velocity of app¬ 
roach as 3 feet per second. 

Generally freefall conditions 
occur at the weir. The cross- 
section of the anicut is shown 
in Figure 8. 

B. Irregular data are avail¬ 
able for the period from May 
1947 to September 1954. No 
averages have been worked 
out. 

(57) Varada (Tungabhadra) at Bana- 
vasi (Mysore). 

A- Same as for (17 above, 

figure H. 

B. Data for annual yield only are available from 1908 to 1926-26, Averages 
have been worked out for 18 years. 
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(58) Hagari (Tungabhdra) at Vani Vilas Sagar (Mysore) : 

A. Same as for (33) above, 

B. Data for only seasonal (Jaauary to June and July to December) yields are 

available from July 1913 to December 1960. Averages have been worked out 
for 47 years" 

(59) Hagari (Tungabhadra) at Naranapur Anicut (Mysore) : 

A. Daily discharges are computed from the weir discharges, calculated by the 

formula @=3.98 and the draws-olfs through the siuices. Generally, clear 

overfall conditions occur at the weir. The cross-section of the anicut is shown in 
Figure 9 below. 



Figure 9, 

B. Data are available only for the period February, 1960 to May 1961. No 
averages have been worked out. 

(60) Hagari at Bhairavanithippa (Andhra Pradesh) 

A. Same as for (33) above. 

B. -Data are available for the period from January 1967 to to May 1961, except 
for ten-day periods from November 1-10 to 21-30, 1951. The mean discharges 
for these ten-day periods have been taken as equal to the respective averages 
for the remaining three years. With this assumption, averages have been 
worked out for four years from June 1967 to May 1961. 

61. Dindi at Gundlapalli Dam (Andhra Pardesh) : 



A. Same as for (33) above. 

B. Data are available for the period from June 1958 to May 1961. 
have been worked out for three years, 

Palleru at Paleru (Andhra Pardesh) : 

A. Same as for (33) above. 

B. Data are available fpr the period frt n June 1958 to May 1961. 
hav e been worked out for three years. 


Averages 


Averages 



MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 1 

River KRISHNA Site DHOM Month JUNE 


Year 

1 Mean discharge (Cusecs) 

1 Vohirne of flow for 

1 



1 month 

(June to May) 

1-10 

11-20 

21-30 

w note 1 

month { M. A, E- \ 

T. M. C. 


1906-07 . , . 

07-08 . . . 

Nil 

200 

08-09 . , . 

Nil 

42 

09-10 . . . 

Nil 

150 

10*11 ■ , . 

Nil 

Nil 

1911-12 . . . 

30 

1,663 

12-13 . . . 

2 

1 

13-14 . . . 

1,120 

4,410 

14-15 . . . 

4 

4 

16-16 . . . 

Nil 

Nil 

1916-17 . . . 

Nil 

300 

17-18 . . . 

6 

326 

18-19 . . . 

93 

26 

19- 20 . , . 

20- 21 . , 

12 Years’ Average 

105 

593 

1921-22 . . . 

22-23 . . . 

Nil 

Nil 

23-24 . . : 

Nil 

1 

24-26 . . . 

3 

13 

26-26 . . . 

106 

36 

1926-27 . . . 

1 

1 

5 Years' Average 

22 

10 

17 Years’ Average 

80 

422 


438 

213 

0.013 

0.6 

62 

35 

0.002 

01 

1,066 

402 

0.024 

1.0 

1,870 

623 

0.037 

16 

608 

767 

0.046 

20 

311 

105 

0.006 

03 

6,276 

3,602 

0214 

93 

412 

140 

0008 

0.4 

4,302 

1,434 

0.085 

3.7 

1,676 

625 

0.037 

16 

1,629 

654 

0.039 

1.7 

98 

072 

0.004 

0.2 

1,470 

723 

0.043 

1.9 

1,467 

486 

0.029 

13 

3 

1 

Nil 

Nil 

68 

25 

0.001 

0.1 

983 

375 

0.022 

1.0 

1 

1 

Nil 

Nil 

500 

178 

0.011 

0.5 

1,185 

562 

0.033 

1.5 
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MEAN discharge BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 1 

River KRISHNA Site DHOM JULY 




Mean discharge (Cusecs) 


Volume of flow for 
the month 

Year 




Whole 

month 

{June to May) 

hlO 

11-20 

21-31 

M. A. F. 

T M .C. 

1906-07 ... 

07-08 . . . 

206 

105 

6,698 

2,477 

0.152 

66 

08-C9 . 

3,685 

7,375 

6,124 

5,741 

0.353 

15.4 

09-10 . . . 

2,796 

7,456 

6,241 

5,621 

0.339 

14.8 

10-11 . . . 

7,673 

1,547 

662 

3,177 

0.195 

85 

1911-12 . . . 

1,003 

4,237 

894 

2,045 

0.126 

5.5 

12-13 . . 

1,098 

3,684 

16,660 

7,100 

0.437 

19.0 

13-14 . . . 

1,928 

4,496 

5,713 

4,100 

0 252 

110 

14-16 . , . 

2,932 

9,366 

10,974 

7,861 

0.483 

21.1 

15-16 . . . 

4,014 

594 

6,106 

3,653 

0.225 

9.8 

1916-17 . . . 

504, 

634 

1,608 

938 

0.058 

25 

17-18 . . . 

1,396 

834 

2,399 

1,571 

0.097 

4.2 

18-19 . . . 

671 

120 

274 

352 

0.022 

09 

1 ci.sn 

20-21 . . . 







12 Years' Average 

2,317 

3,371 

5,279 

3,711 

0.228 

9.9 

1921-22 . . . 

22-23 . . . 

2,853 

1,401 

5,434 

3,301 

0 203 

8.8 

23-24 . . . 

258 

3,985 

5,053 

3,161 

0.194 

8.5 

24-25 . . . 

177 

1,789 

2,836 

1,640 

0.101 

4.4 

25-26 . . . 

786 

4.007 

2,201 

2,327 

0143 

6.2 

1926-27 . . . 

2,818 

597 

2,361 

1,939 

0.119 

5.2 

5 Years' Average 1,378 

2,356 

3,577 

2,474 

0.152 

6.6 

17 Years' Average 2,041 

3,072 

4,779 

3,347 

0.206 

9.0 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 


8EEJAL No. 1 


River KRISHNA 


Site 

DHOM 


Month 

AUGUST 


Mean discharge (Cusecs) 

Volume of flow for 
the month 

Year 




Whole 

month 

{June lo May) 

1-10 

11-20 

21-31 

M. A. F. 

1 T. M. 0. 

1906-07 . . . 







07-08 . . . 

6,236 

7,666 

3,687 

5,790 

0.356 

15.5 

08-09 . . . 

8,464 

4,228 

4,622 

5,699 

0.350 

15.3 

09-10 . , . 

3,010 

621 

305 

1,247 

0.077 

3.3 

10-11 . . . 

9,744 

6,464 

4,682 

6,564 

0.404 

17,6 

1911-12 . . , 

4,403 

2,277 

2,324 

2,706 

0.166 

7.2 

12-13 . . . 

7,469 

3,778 

1,476 

4,148 

0.255 

11.1 

13-14 . . . 

4,287 

870 

7,268 

2,113 

0.130 

5.7 

14-15 . . . 

10,791 

2,092 

3,668 

5,457 

0.336 

14.6 

15-16 . . . 

6,848 

1,393 

1,639 

3,204 

0.197 

8.6 

1916-17 . . . 

3,868 

4,666 

1,430 

3,228 

0.198 

8.6 

17-18 . . . 

1,747 

1,240 

2,217 

1,750 

0.108 

4.7 

18-19 , . . 

1,627 

1,301 

1,626 

1,521 

0.094 

4.1 

19-20 . . . 







20-21 . . - 







12 Years’ Average 

5,707 

2,948 

2,395 

3,619 

0.223 

9.7. 

1921-22 . . . 

22-23 . . . 

1,697 

1,447 

1,224 

1,416 

0.087 

3.8 

23-24 . . . 

3,688 

3,214 

1,346 

2,704 

0.166 

7.2 

24-26' . , . 

2,716 

841 

4,630 

2,790 

0.172 

7.5 

25-26 . . . 

679 

683 

968 

783 

0.048 

2.1 

1926-27 . . . 

3,764 

4,029 

1,261 

2,961 

0.182 

0.8 

5 Years’ Average 

2,489 

2,043 

1,886 

2,131 

0.131 

5.7 

17 Years* Average 4,760 

2,682 

2,245 

3,181 

0.196 

8.1 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 1 

River KRISHNA Site DHOM ^ordh SEPTEMBER 


1 

Tear i 

Mean discharge (Gusecs) 

Volume o/ jlow for 
the month 

1 



Whole 
month 1 

{June to May) 

1-10 i 

11-20 

21-30 

M.A.F. jT. J/.U. 


1906-07 


07-08 . . . 

2,661 

1,977 

08-09 . . . 

1,769 

1,446 

09-10 . . . 

720 

396 

10-11 . . . 

3,142 

2,383 

1911-12 ... 

2,202 

1,164 

12-13 . , . 

1,655 

452 

13-14 . , . 

2,392 

472 

14-16 . . . 

792 

3,435 

15-16 . . . 

2,145 

1,303 

1916-17 . . . 

718 

1,630 

17-18 . 

2,393 

719 

18-19 . . . 

872 

303 

19-20 ... 



20-21 . . . 



12 Years’ Average 

1,788 

1,298 

1921-22 . . . 



22-23 . . . 

829 

796 

23.24 . . . 

267 

194 

24-26 . . . 

1,481 

476 

2.':-26 . . . 

4.34 

237 

1926-27 , . . 

952 

1,625 

5 Years’ Average 

793 

666 

17 Years’ Average 

1,496 

1,112 


1,445 

2,027 

0.121 

5.3 

2,483 

1,899 

0.113 

4.9 

294 

470 

0.028 

1.2 

2,628 

2,718 

0.162 

7.0 

300 

1,219 

0.073 

3.2 

177 

761 

0.045 

2.0 

434 

1,099 

0.065 

2.8 

1,501 

1,910 

0.114 

5.0 

2,144 

1,864 

0.111 

4.8 

899 

1,049 

0.062 

2.7 

697 

1,236 

0.074 

3.2 

142 

439 

0.026 

1.1 


1,087 

1391 

0.083 

3.6 

466 

697 

0.041 

1.8 

1,149 

537 

0.032 

1.4 

289 

749 

0.045 

1.9 

2.34 

302 

0.018 

0.8 

371 

982 

0.058 

2.5 

502 

653 

0.039 

1.7 

915 

1,174 

0 070 

3.0 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 1 


River KRISHNA 


Site 

DHOM 


Month 

OCTOBER 


Mean discharge (Cusecs) 

Volume of Jlow jor 

Year 





the month 

(June io May) 

1-10 

11-20 

21-31 

Whole 

month 

M.A.F. 

1 T. M. 0. 

1906-07 . . . 







07-08 . . . 

1,728 

1,135 

(600) 

1,101 

0.068 

2.9 

08-09 . . . 

856 

553 

.343 

576 

0.035 

1.5 

09-10 . . . 

223 

139 

82 

146 

4oo9 

0.4 

10-11 . , . 

4,760 

1,512 

752 

2,290 

0.141 

6.1 

1911-12 . . . 

29 

19 

15 

21 

0.001 

0.1 

12-13 . . . 

642 

507 

476 

540 

0.033 

14 

13-14 . . . 

193 

250 

111 

183 

0.011 

0.5 

14-15 . . . 

580 

292 

149 

334 

0.021 

0.9 

15-16 . . . 

1,216 

494 

261 

644 

0.040 

1.7 

1916-17 . . . 

371 

244 

342 

320 

0.020 

0.9 

17-18 . . . 

838 

353 

320 

498 

O.031 

1.3 

18-19 . . . 

43 

32 

11 

31 

0.002 

0.1 

19-20 . . . 







20-21 . , , 







12 Years' Average 

957 

461 

280 

557 

0,034 

1.5 

1921-22 . . . 







22-23 . . . 

126 

98 

65 

92 

0.006 

0.2 

23-24 . . . 

99 

48 

29 

58 

0.004 

0.2 

24-25 . . . 

249 

167 

90 

166 

0.010 

04 

25-26 . . . 

143 

81 

21 

80 

0.005 

0.2 

1926-27 . . . 

116 

78 

53 

81 

0.005 

0.2 

5 Years’ Average 

147 

94 

50 

95 

0.006 

0.3 

17 Years’ Average 

718 

353 

212 

421 

0.026 

1.1 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SEBIAL 'No. 1 


River KRISHNA 


Site 

DHOM 


Month NOVEMBER 

1 Mean discharge. (Vusecs) _ 

Volume of flow for 
the month ' 

Year j 

{June to May) | 

1.10 

11.20 

21-30 

Whole 

month 

M.A.F. j 

T. M. 0. 

1906-07 . . . 







07-08 . . . 

(100) 

(40) 

10 

{50) 

(0.003) 

(0.1) 

08-09 . , . 

262 

76 

17 

118 

O.qO? 

0.3 

09-10 . . . 

60 

S3 

20 

31 

0.002 

0.1 

10-11 . . . 

423 

101 

3S 

188 

0.011 

0.5 

1911-12 . . . 

8 

14 

17 

13 

0.001 

Nil 

12-13 . . . 

156 

116 

547 

273 

0.016 

0.7 

13-14 . . . 

86 

60 

44 

63 

0.004 

0.2 

14-13 . . . 

111 

105 

62 

93 

O.OOG 

0-2 

15-16 , , . 

118 

25 

127 

90 

0.005 

0.2 

1916-17 . . . , 

466 

216 

141 

271 

0.016 

0.7 

17-18 . . . 

134 

60 

63 

92 

0.005 

0.2 

18-19 . . . 

12 

18 

8 

13 

0.001 

Nil 

19-20 . . . 







20-21 . . . 







12 Years’ Average 

162 

72 

91 

108 

0.006 

0.3 

1921-22 . . . 







22-23 . . . 

306 

495 

64 

288 

0.017 

0.7 

23-24 . . . 

17 

9 

6 

11 

0.001 

Nil 

24-26 . . . 

64 

38 

16 

36 

0.002 

0.1 

26-26 . . . 

13 

16 

9 

13 

0.001 

Nil 

1926-27 . . . 

37 

32 

19 

29 

0.002 

0.1 

5 Years’ Average 

85 

118 23 

75 

0.004 

0.2 

17 Year*’ Average 140 

86 71 

99 0.006 

0.2 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 


SERIAL No. 1 


River KRISHNA 


Site 

DHOM 


Month DECEMBER 

Year 

Mean discharge (Cusecs) 

Volume of flow for 
the month 




Whole 

month 

{June to May) 

1-10 

11-20 

21-31 

Mi A. F. 

T. M. C. 

1906-07 . . . 







07-08 . . . 

11 

>0 

10 

10 

0.001 

Nil 

08-09 . . . 

17 

16 

16 

16 

0.001 

Nil 

09-10 . . . 

20 

20 

19 

20 

0.001 

O.l 

10-11 ... 

32 

33 

33 

33 

0.002 

0.1 

1911-12 . . . 

17 

11 

7 

12 

0.001 

Nil 

12-13 . . . 

128 

74 

36 

78 

0.005 

0.2 

13-14 . . . 

30 

24 

19 

24 

0.001 

0.1 

14-15 . . . 

45 

36 

30 

35 

0.002 

0.1 

16-16 . . . 

23 

17 

14 

18 

0.001 

NU 

1910-17 . . . 

26 

22 

19 

■ 22 

0.001 

0.1 

17-18 . . . 

39 

30 

24 

31 

0.002 

0.1 

18-19 . . . 

10 

7 

4 

7 

Nil 

Nil 

19-20 . . . 







20-21 . . . 







12 Yearsi'Average 

33 

25 

19 

25 

0.002 

0-1 

1921-22 . . . 







22-23 . . . 

59 

32 

21 

37 

0.002 

0.1 

23-24 , . . 

7 

7 

6 

7 

NU 

Nil 

24-26 . . . 

14 

12 

11 

12 

0.001 

Nil 

25-26 . . . 

6 

4 

3 

4 

Nil 

Nil 

1926-27 . . . 

13 

10 

9 

11 

0.001 

NU 

5 Years' Average 

20 

13 

10 

14 

0.001 

Nil 

17 Years’ Average 

29 

21 

17 

22 

0.001 

0.1 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 1 


River KRISHNA 


Site 

DHOM 


Month 

JANUARY 



Mean discharge iCusecs) 


Volume of flow for 

Year 


{ 



the month 

(June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

j T. M. G. 

1906-07 . . . 







07-08 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

08-09 . . . 

ss 

J 5 

9 9 

9 

9 9 


09-10 . . . 

»» 

>> 

9 9 

9 9 

99 

» 

10-11 . . . 

35 

37 

34 

35 

0.002 

01 

1911-12 . . . 

6 

6 

6 

6 

Nil 

Nil 

12-13 . . . 

27 

24 

11 

20 

0.001 

0.1 

13-14 . . . 

5 

5 

4 

5 

Nil 

Nil 

14-16 . . . 

Nil 

Nil 

Nil 

Nil 

99 

99 

16-16 . . . 

9» 

99 

9 9 

99 

99 

9 

1916-17 ... 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

17-18 . . . 

9 

99 

9 9 

99 

9 9 

9 9 

18-19 . , . 

(7) 

(7) 

(5) 

(6) 

(») 

(„) 

19-20 . . . 







20-21 . . . 







12 Years’ Average 

7 

7 

5 

6 

Nil 

Nil 

1921-22* . . 

12 

9 

9 

10 

0.001 

Nil 

22-23 . 

Nil 

Nil 

Nil 

Nil 

Nil 


23-24 

6 

6 

5 

6 

99 

9 9 

24-25 . . 

10 

8 

7 

8 



26-26 . . 

2 

2 

2 

2 

99 

9 9 

1926-27 , 

8 

7 

6 

7 

Nil 

Nil 

5 Years’ Average 

5 

6 

4 

5 

Nil 

Nil 

17 Years' Average 

6 

6 

5 

6 

Nil 

Nil 


* Not considered for calculating the average. 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 1 

River KRISHNA Site DHOM Month FtBRUARY 


Year 


Mean discharge (Cuseca) 

• 

V(^lume of flow for 




Whole 

month 

the month 

(June to May) 

1.10 

11-20 

21-28129 

M. A. F. 

T. M. C. 

11)06-07 . . . 







07-08 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

08-09 ; . . 

' »» 

>> 

»> 

ft 

tt 

if 

09-10 . . . 


ft 

ft 

ft 

»» 

tt 

10-11 . . . 

33 

33 

.33 

33 

0.002 

0.1 

1911-12 , . . 

4 

4 

3 

4 

Nil 

Nil 

12-13 . . . 

6 

7 

7 

7 

9t 

99 

13-14 . . . 

4 

4 

4 

4 

99 

9t 

14-15 . . . 

Nil 

Nil 

Nil 

Nil 

99 

9* 

15-16 . . . 

»» 

t> 

» 

ft 

ft 

tt 

1916-17 . , , 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

17-18 . . . 


ft 

»> 


tt 

»» 

18- 19 . . . 

19- 20 . . . 

20- 21 . . . 

(4) 

(4) 

(4) 

(4) 

U 

(,.) 

12 Years’ Average 

i 

4 

4 

4 

Nil 

Nil 

1921-22* . . . 

9 

8 

8 

8 

Nil 

Nil 

22-23 . . . 

Nil 

Nil 

Nil 

Nil 

> J 

»» 

23-24 . . . 

6 

5 

5 

5 

*9 

tt 

24-26 ... 

7 

6 

6 

6 

ft 

it 

25-26 . . . 

2 

2 

2 

2 

tt 

tt 

1926-27 . . . 

6 

6 

6 

6 

Nil 

Nil 

5 Years' Average 

4 

4 

4 

4 

Nil 

Nil 

17 Years’ Average 

4 

4 

4 

4 

Nil 

Nil 


♦Not congidered for calculating the average. 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 1 


River KRISHNA Site DHOM ^oriih MARCH 


Year 


Mean discharge {Cusecs) 


Volume of flow for 
the month 


f 



{June to May) 

lAO 

1L20 

21-31 

W hole 
month 

M. A. F. 

T. M. C 

1906-07 . . . 







07-08 . . , 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

08-09 . . . 


99 

99 

99 

9 9 

99 

o 

1 

o 


99 

> 9 

99 

*9 

9 9 

10 -n . . . 

33 

33 

33 

33 

0.002 

0.1 

1911-12 , . . 

2 

2 

2 

2 

Nil 

Nil 

12-13 . . . 

6 

5 

5 

■5 

99 


13-14 . . . 

3 

3 

Nil 

2 

} 9 

99 

14-15 , . . 

Nil 

Nil 

99 

Nil 

99 

99 

16-16 ... 

99 

»> 

9 9 

9 9 

9> 

99 

1916-17 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

17-18 . . . 

99 

99 

99 

99 

99 

99 

18- 19 . . . 

19- 20 . . . 

20- 21 . . . 

(4) 

(4) 

(4) 

(4) 

u 

(..) 

12 Years’ Average 

4 

4 

4 

4 

Nil 

Nil 

1921-22* . , . 

7 

8 

7 

7 

Nil 

Nil 

22-23 . . . 

Nil 

Nil 

Nil 

Nil 

99 

» 9 

23-24 . . . 

4 

4 

4 

4 

99 

99 

24-25 . . . 

6 

5 

5 

5 

99 

99 

25-26 . . . 

2 

2 

2 

2 

9 9 

99 

1926-27 . . , 

5 

4 

4 

4 

99 

99 

5 Years’ Average 

3 

3 

3 

3 

Nil 

Nil 

17 Years* Average 

4 

4 

3 

4 

Nil 

Nil 


* Not considered for calculating the average. 





MEAN DISCHAKGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 


SERIAL No. J 


River KRISHNA Site DHOM 


Month APRIL 


Year 

(June to May) 


Mean discharge (Cusecs) 


Volume of jiow jor 

110 

j 11-20 

21-30 

Whole 

month 

M. A. F. 

T.M. 0. 

1906-07 . . . 






Nil 

07-08 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

08-09 . . . 

99 

99 

99 

99 

9* 

9» 

09-10 . . . 

» f 

9 9 

99 

99 

99 

99 

10-11 . . . 

33 

33 

33 

33 

0.002 

0.1 

1911-12 . . . 

2 

3 

2 

2 

Nil 

Nil 

12-13 . . . 

4 

4 

3 

4 

99 

99 

13-U . . . 

1 

2 

2 

2 

9» 

99 

14-15 . . . 

Nil 

Nil 

Nil 

Nil 

t 9 

99 

15-16 , . . 

99 

99 

9» 

99 

99 

99 

1916-17 , . . 

Nil 

Nil 

Nil 

Nil 

Nil 

NU 

17-18 . . . 

9* 

99 

99 

99 

99 

99 

18- 19 . . . 

19- 20 . . . 

20- 21 . . . 

(4) 

(4) 

(4) 

(4) 

(„) 

(..) 

12 Years' Average 

4 

4 

4 

4 

Nil 

Nil 

1921-22* . . . 

7 

7 

6 

6 

NU 

NU 

22-23 . . 

Nil 

Nil 

Nil 

Nil 

99 

9 » 

23-24 . . . 

5 

4 

3 

4 

99 

99 

24-25 . . . 

Nil 

1 

4 

2 

99 

99 

25-26 ... 

2 

1 

1 

1 

9 

99 

1926-27 . . . 

4 

3 

3 

3 

Na 

Nil 

5 Years’ Average 

2 

2 

2 

2 

Nil 

Nil 

17 Years’Average 

3 

3 

3 

3 

Nil 

Nil 


* Not considered for calcnlating the average. 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

SERIAL No. 1 

River KRISHNA Site DHOM 



Mean discharge 

{C usees) 


Volume of flow for 

Year 

{June to May) 

1-10 

11-20 1 

21-31 

Whole 

month 

the montn 

AI. A. F. 1 1 

M. C. 

1906-07 . . . 







07-08 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

08-09 . - . 


9 9 

99 

99 

5 5 

> ) 

09-10 . . . 

>? 

99 

99 

99 

99 

99 

10-11 . . . 

33 

34 

34 

34 

0.002 

0.1 

1911-12 . . . 

2 

2 

2 

2 

Nil 

Nil 

12-13 . . . 

3 

2 

2 

3 

99 

) » 

13-14 . . , 

2 

2 

2 

2 

i 9 

9 9 

14-15 . . . 

Nil 

Nil 

Nil 

Nil 

99 

99 

15-16 . . . 

>> 

99 

9 9 

99 

9 9 

9 9 

1916-17 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

00 

9 9 


9» 

>» 

99 

t 9 

18- 19 . . . 

19- 20 . . . 

20- 21 . , . 

(4) 

(4) 

(4) 

(4) 

(.,) 

u 

12 Tears' Average 

4 

4 

4 

4 

Nil 

Nil 

1921-22* . . . 

6 

8 

17 

11 

0001 

Nil 

22-23 . . . 

5 

5 

5 

5 

Nil 

99 

23-24 . . . 

3 

3 

3 

3 



24-25 . . . 

4 

3 

3 

3 



25-26 . . . 

1 

1 

1 

1 

99 

99 

1926-27 . . . 

(3) 

(3) 

(3) 

(<?) 

Nil 

Nil 

5 Years' Average 

3 

3 

3 

3 

Nil 

Nil 

17 Years’ Average 

4 

3 

3 

4 

Nil 

Nil 


* Net considered for calculating the average. 
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MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 2 

River KRISHNA StU KHODSHI Month JUNE 


Year 

(June to May) 

Mean discharge (Gusecs) 

Volume of flow for 
the month _ 

M. A. F. j T. M. G. 

1-10 

11-20 

21-30 

Whole 

month 

1948-49 . . . 

112 

469 

65 

212 

0.013 

0.5 

49-50 . . . 

258 

154 

616 

309 

0.018 

0.8 

50-51* . . . 

949 

Nil 

9 

320 

0.019 

0.8 

1951-52 . . . 

106, 

140 

3,337 

1,194 

0.071 

3.1 

52-53 . , . 

3,183 

1,286 

10,049 

4,839 

0.288 

12.5 

63-54 . . . 

24 

670 

8,388 

2,994 

0.178 

7.8 

54-55 . . . 

881 

127 

634 

514 

0.031 

1.3 

55-56 . . . 

1,612 

194 

4,430 

2,078 

0.124 

5.4 

1956-57 . . . 

222 

208 

1,843 

758 

0.045 

2.0 

57-58 ... 

248 

162 

3,941 

1,450 

0.086 

3.8 

68-69 . . . 

67 

549 

1,583 

733 

0.044 

1.9 

59-60 . . . 

141 

740 

3,395 

1,425 

0.085 

3.7 

60-61 . . . 

485 

200 

4,495 

1,727 

0.103 

4.5 

12 Years’ Average 

612 

399 

3,548 

1,519 

0.090 

3.9 


* Not considered for calculating the average. 


(2.1) 





50-51* . . , 

243 

19,496 

1951-.52 . . . 

273 

206 

62-53 . . . 

960 

4,774 

63-54 . . . 

18,066 

6,691 

64-65 . . . 

7,366 

24,317 

65-56 . . . 

9,596 

3,682 

19.66-57 . . . 

19,932 

16,130 

57-.58 . . , 

5,166 

18,899 

58-69 . . . 

6,669 

33,036 

69-60 . . . 

27,570 

14,777 

60-61 . . . 

20,968 

2,941 

12 Years’ Average 

9,782 

11,813 


7,266 

8,M6 

o.sso 

24.0 

8,249 

3,082 

0.190 

8 3 

24,916 

10,688 

0.657 

28.6 

2,118 

8,737 

0.537 

23.4 

2,653 

11,123 

0.684 

28.8 

4,396 

5,810 

0.357 

15.6 


9,610 

15,008 

0.923 

40-2 

7,190 

10,314 

0.634 

27.6 

10,290 

16,134 

0.992 

43.2 

26,618 

23,105 

1.421 

61.9 

11,952 

11,953 

0 735 

32.0 

10,130 

10,675 

0.656 

28.6 


* Not coDBidered for calculating the average. 


( 2 . 2 ) 


MEAN DISCHAEGE BY 10-DAY PEBIODS AND MONTHS 

and the volume op plow by months 

8EEIAL No. 2 


Biver KRISHNA 


Site 

KHODSm 


Month 

AUGUST 

Year 

um to May) 


Mean discharge (Cusesc) 


1 V olume of flow for 

I the month __ 

1 M. A. F. 1 T, M. C. 

1-10 

11-20 

21-31 

Whole 

month 

1948-49 . ^ 

2,879 

15,224 

4,919 

7,586 

0.466 

203 

49-50 . . 

13,982 

6,826 

9,394 

10,045 

0.618 

26.9 

60-51* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

1951-52 . . . 

11,085 

6,574 

2,337 

6,203 

0.381 

16.6 

62-63 . . . 

18^688 

6,598 

4,964 

9,882 

0.608 

26.5 

53-64 . . . 

16,766 

17,994 

6,120 

13,381 

0 823 

35.8 

64-55 . . , 

14,785 

8,892 

945 

7,957 

0489 

21.3 

55-56 . . . 

6,600 

8,110 

8,970 

7,573 

0.466 

20.3 

1966-67 , . . 

28,620 

12,568 

7,766 

15,361 

0.945 

41.1 

67-58 . . ■ 

7,646 

7,285 

9,924 

8,338 

0.513 

22.3 

68-69 . . . 

2,867 

6,308 

10,054 

6,527 

0.401 

17.S 

69-60 . . . 

14,944 

4,894 

9,081 

9,622 

0.592 

25.8 

60-61 , . . 

21,464 

13,805 

6,996 

13,504 

0.830 

36.2 

12 Years’ Average 

13,080 

9,506 

6,704 

9,665 

0.594 

25.9 


* Not considered for calculating the aTerage. 


( 2 . 3 ) 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE TOLUME OE PLOW BY MONTHS 

SEEIAL No. 2 


Eiver KRISHNA Site KHODSHI Month SEPTEMBER 


Year 

(June to May) 

Mean discharge (Cusecs) 
1-10 11-20 1 21-30 

W hole 
month 

Volume of flow for 
the month 

M. A, F. 1 T. M. G, 

1948-49 . . , 

2,079 

222 

2,838 

1,713 

0.102 

4.4 

49-50 . . . 

3,470 

1,.335 

7,499 

4,101 

0.244 

10.6 

50-51* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N A. 

1951-52 . . . 

310 

679 

2,026 

1,006 

0.050 

2.6 

52-53 . . . 

848 

229 

287 

464 

0.027 

1.2 

63-54 . . . 

1,321 

2,810 

868 

1,666 

0.099 

43 

54-55 , . . 

6,696 

3,711 

1,128 

3,811 

0 227 

9.9 

65-56 . . . 

14,238 

2,784 

10,971 

9,331 

0.555 

242 

1956-57 . . , 

3,160 

2,516 

2,512 

2,726 

0.162 

7.1 

67-58 . . 

1,986 

5,643 

994 

2,875 

0.171 

7.5 

58-59 . . 

10,996 

4,951 

419 

5,456 

0.325 

14.1 

59-60 . . 

16,950 

4,370 

6,794 

9,038 

0.538 

23.4 

60-61 . . 

6,145 

5,488 

9,957 

7,197 

0.428 

18-7 

12 Years’ Average 5,675 

2,895 

3,774 

4,114 

0 245 

10.7 


* Not considered for calculating the average. 

( 2 . 4 ) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 2 

River KRISHNA Site KHODSHI ^onth OCTOBER 


Year 


Mean discharge (Cusecs) 


Volume of flow for 
the month 


j 


i Whole 
month 

{June to May) 

1~10 

11-20 

21-31 ^ 

M. A, F. 

T. M. C. 

1948-49 . . . 

646 

1,329 

1,219 

1,070 

0 066 

29 

49-50 . . . 

1,229 

675 

631 

802 

0.049 

2.1 

50-51’^= . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

1961-52 . , . 

3,018' 

417 

418 

1,257 

0.077 

3.4 

52-53 . . . 

1,976 

2,125 

920 

1,649 

0.101 

4.4 

5.3-54 . . . 

1,429 

1.172 

1,160 

1,247 

0.077 

3.3 

54-55 . . . 

918 

1.062 

489 

812 

o.oso 

2.2 

66-50 ... 

17,168 

4,671 

7,374 

9,65S 

0.594 

25.9 

1956-57 . . .. 

10,711 

4,741 

1,108 

5,378 

0.331 

14.4 

57-58 . . . 

646 

199 

8,473 

3,279 

0.202 

8.8 

58-59 . . . 

1,644 

795 

154 

809 

0.050 

2.2 

69-60 . . . 

1,895 

1,497 

1,004 

1,451 

0089 

39 

60-61 . . . 

3,018 

1,324 

704 

1,650 

0.101 

44 

12 Years’ Average 3,682 

1,667 

1,962 

2.422 

0149 

6.5 


* Not considered for calculating the average. 

( 2 . 5 ) 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOI 4 UME OF FLOW BY MONTHS 

SEBIAL No. 2 


River KRISHNA Site KHODSHI NOVEMBER 


Year I 

[June to May) 

Mean discharge (Cusecs) 

1 Volume of flow for 

1 the month 

1-10 

11-20 

21-30 

1 

1 

Whole 

month 

1 M. A. F. 

i T. M. C. 

1947-48* . . . 

N.A. 

194 


215 

208 

0.012 

0.5 

48-49 . , . 

3,289 

1,702 


5,744 

3,578 

0.213 

9.3 

49-50 . . . 

265 

226 


287 

259 

0015 

o.v 

50-61* . . . 

N.A. 

N.A. 


N.A. 

N.A. 

N.A. 

N.A. 

1951-52 . . . 

113 

78 


237 

142 

0 008 

0.4 

52-53 . . . 

260 

229 


185 

221 

0.013 

0.6 

63-54 ■ . . . 

310 

421 


‘dll 

370 

0.022 

1.0 

64-55 , . . 

291 

226 


131 

216 

0.013 

0.6 

65-56 . . . 

2,626 

174 


157 

986 

0.059 

2.6 

1956-57 . . . 

1,814 

693 


1,348 

1,285 

0076 

3.3 

67-58 . . . 

1,151 

23,985 


954 

8,697 

0.518 

22 5 

68-59 . . . 

111 

112 


611 

245 

0.015 

0.6 

59-60 . . . 

806 

4,493 


1,322 

2,207 

0.131 

5.7 

60-61 . . . 

624 

1,053 

613 

763 

0.045 

2.0 

12 Years’ Average 971 

2,782 

989 

1,581 

0.094 

4.1 


■•= Not considered for calculating the average. 


( 2 . 6 ) 


MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 2 

River KRISHNA Site KHODSHI Month DECEMBER 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

j 11-20 

21-31 

Whole 

month 

M. A. F, 

T. M. C. 

1947-48* . . 

261 

158 

181 

196 

0.012 

05 

48-49 . . . 

1,087 

264 

386 

673 

0.035 

1.5 

49-50 . . . 

137 

105 

79 

106 


03 

1 

o 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

19.51-02 . . . 

120 

122 

91 

no 

0.007 

0.3 

52-53 ... 

83 

114 

76 

91 

0.006 

0.2 

5,1-54 . . . 

288 

399 

26 

230 

0.014 

0.6 

54-55 . . . 

193 

376 

219 

261 

0.016 

0.7 

55-56 . . . 

no 

166 

165 

147 

0.009 

0.4 

1956-57 . . . 

393 

123 

168 

222 

0.014 

0.6 

67-58 . . . 

681 

336 

132 

375 

0023 

1.0 

58-59 . . . 

180 

103 

252 

181 

0.011 

0-5 

69-60 . , . 

533 

602 

547 

560 

0034 

1.5 

60-61 . . . 

986 

749 

420 

709 

0.044 

19 

12 Years’ Average 

399 

288 

213 

297 

0.018 

0.8 


* Not considered for calculating the average. 

( 2 . 7 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 2 


River KRISHNA 


Site. KHODSHI 


Month 

JANUARY 



Mean discharge (Cusecs) 

1 

Votume oj Jiow for 

Year 

{June to May) 

1-10 

11-20 

21-31 j 

Whole 1' 
month 1 

the month 

M'.A.F. \T.M..C. 

1947-48* . . , 

189 

119 

119 

141 

0.009 

0 4 

48-49 . . . 

278 

140 

140 

185 

0.011 

0.5 

49-50 . . . 

89 

82 

90 

87 

0.005 

0.2 

50-51* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

1961-52 . . , 

64 

47 

43 

49 

0.003 

0.1 

52-63 . . . 

64 

.300 

77 

145 

0.009 

0.4 

53-54 . . . 

Nil 

757 

434 

572 

0 035 

15 

54-55 . . . 

211 

224 

107 

178 

0011 

0.5 

65-56 . . . 

165 

239 

140 

180 

0.011 

0.5 

1966-57 . 

124 

259 

182 

188 

0.012 

0.5 

57-58 . , . 

140 

190 

140 

156 

0010 

0.4 

68-59 ... 

106 

109 

114 

no 

0.007 

0.3 

59-60 . . . 

215 

243 

200 

219 

0.013 

0.6 

60-61 . . . 

226 

436 

132 

260 

0016 

0.7 

12 Years’ Average 

140 

252 

150 

194 

0.012 

0.5 


* Not considered for calculating the average, 

( 2 . 8 ) 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE volume OP FLOW BY MONTHS 

SERIAL No. 2 

Hiver KRISHNA Site KHODSHI Month FEBRUARY 


Year 

{June to May) 

Mean discharge (Guseca) 

Volume of flow lor 
the month 

UlO 

11-20 

21-28129 

Whole 

month 

M. A . E. 

t.m. c. 

1947-48* . . 

106 

108 

185 

134 

0.008 

0.3 

48-49 . . . 

Nil 

TO* 

140 

78 

0.004 

0.2 

49-60 . . . 

436 

50 

1,291 

553 

0.031 

1.3 

60-51* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

1951-52 . . . 

36 

30 

27 

31 

0.002 

0.1 

52-53 . . . 

42 

35 

34 

37 

0.002 

0.1 

53-64 . . . 

Nil 

63 

578 

184 

0.010 

0.4 

64-55 . . . 

123 

121 

264 

166 

0009 

0.4 

65-56 . . - 

167 

165 

194 

175 

0.010 

0.4 

1956-57 . . . 

140 

214 

233 

193 

0011 

0.5 

57-5S . . . 

127 

187 

220 

178 

0.010 

0.4 

5''-59 . . . 

107 

101 

97 

102 

0006 

0.2 

69-60 . . . 

194 

215 

413 

269 

0.015 

0.7 

60-61 . . . 

122 

163 

246 

172 

0.010 

0.4 

12 Years’ Average 

124 

125 

312 

178 

0.010 

0.4 


* No* considered for calculating the average, 

(2.9) 




mean discharge by 10-DAY PERIODS AND MONTHS 
AND THE VOLliME OF PLOW BY MONTHS 

SERIAL No. 2 

River KRISHNA Site KHODSHI MARCH 


Year 

{June to May) 

1 

Mean discharge (Cusces) 


i Volume of fit 

the, month 

■ M. A. E. j .7 

vu for 

\ M. C 

1-10 

11-20 

1 

21-31 j 

1 

Whole 

month 

1947-48* . . . 

90 

70 

73 

77 

0 005 

0.2 

48-49 . . . 

60 

50 

155 

01 

0 006 

0.2 

49-50 . . . 

816 

1,340 

518 

879 

0 054 

2.4 

50-51* . . . 

48 

48 

45 

47 

0.003 

0.1 

1951-52 . . . 

31 

39 

40 

37 

0.002 

0.1 

52-53 . . . 

29 

26 

26 

27 

0.002 

0.1 

63-64 . . . 

64 

235 

337 

216 

0.013 

0 6 

54-55 , . . 

133 

50 

46 


0005 

02 

66-66 . . . 

194 

194 

194 

194 

0.012 

0.5 

1950-67 . , 

264 

111 

96 

155 

0.010 

0.4 

67-58 . . . 

132 

175 

193 

168 

0.010 

04 

68-59 . . . 

96 

114 

169 

128 

0.008 

0.3 

59-60 . . . 

414 

160 

133 

223 

0014 

0.6 

60-61 . . . 

160 

118 

169 

146 

0 009 

0.4 

12 Years' Average 

199 

217 

172 

195 

0.012 

0.5 


• Not oomidered for oMooUting the syerege. 


( 2 . 10 ) 


River KRISHNA 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 2 

Site KHODSHI 


Month APRIL 


Year 


Mean discharge (Gusees) 


Volume of Jlow for 
the month 


{June to May) j 

1-10 

11-20 

21-30 

¥¥ fluid 

month ! 

M. A. F. 

T. M. C 

1947-48* . . . 

130 

87 

181 

133 

0.008 

0.3 

48-49 . . . 

253 

43 

103 

133 

0.008 

0.3 

49-i)() . ... 

961 

994 

27 

661 

0.039 

17 

60-61* . . . 

46 

59 

62 

61 

0 003 

0.1 

1961-62 . . . 

19 

18 

43 

pw 

0.002 

0.1 

62-63 . . . 

32 

802 

375 

403 

0.024 

1.0 

.63-54 . . . 

173 

117 

144 

145 

0.009 

0.4 

64-66 . . . 

44 

36 

449 

176 

0.010 

05 

66-66 . , . 

2,336 

194 

104 

m 

0.054 

2.4 

19.66-.67 . . . 

86 

104 

458 

216 

0.013 

0.6 

67-.68 . . . 

186 

194 

196 

192 

0011 

0.5 

68-59 . . . 

101 

97 

158 

118 

0.007 

0.3 

.69 60 . . . 

130 

202 

636 

323 

0.019 

0.8 

60-61 . . . 

99 

168 

160 

139 

0.008 

0.4 


12 Years’ Average 


368 


247 


245 


287 


0.017 


0.8 


Not considered for calculating the average. 

( 2 . 11 ) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 2 

River KRmNA Site KHODSHI Month MAY 


Year 

{June to May) 

1 Mean discharge (Cusces) ] 

Volume of jlowjior 
the month 

M. A. F. T. M. C. 

1 — 

pio 1 

1 

11-20 

21-31 

Whole 

month 

1947-48* . . . 

99 

66 


60 


71 

0.004 

0.2 

48-49 . . . 

81 

334 


794 


389 

0.024 

1.0 

49-60 , . . 

63 

38 


1,402 


527 

0.032 

1.4 

50-61* . . 

60 

46 


66 


54 

0.003 

0.1 

1951-52 . . , 

63 

21 


98 


59 

0.004 

0.2 

62-53 . . . 

1.32 

57 


38 


74 

0.005 

0.2 

63-54 . . . 

950 

436 


181 


511 

0.031 

1.4 

54-65 . . . 

100 

69 


322 


169 

0.010 

0.5 

55-56 . . , 

194 

139 

1,038 


476 

0.029 

1.3 

1966-57 . . , 

311 

70 

1,108 

516 

0.032 

1.4 

57-68 . , . 

1,631 

309 

916 

951 

0.058 

2.5 

68-69 . . . 

699 

422 

1,794 

966 

0.059 

26 

69-60 . . . 

.566 

1,097 

530 

724 

0.045 

1.9 

60-61 . . . 

222 

534 

9,862 

3,743 

0.230 

10.0 

13 Years' Average 408 

294 

1,507 

759 0.047 

20 


* Not considered for calculating the average, 

( 2 . 12 ) 


MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 3 


River KRISHNA 


Site 

KARAD 


Month JUNE 

Year 

{June to May) 

1 Mean discharge (Cusecs) 

1 Volume of flow for 

1-10 

1 11-20 j 


Whole 

month 

\ the month 

1 21-30 

M.A.F. 

T. M. ( 

1951-62 . . . 

20J 

2,162 

24,112 

8.825 

0 .525 

22.9 

52-53 . . . 

2,323 

775 

9,666 

4,254 

0.253 

11.0 

53-54 . . . 

1 

1,459 

33,467 

11,639 

0.693 

30.2 

54-55 . . . 

2,657 

1,952 

3,486 

2,698 

0.161 

7.0 

55-56 - . . 

229 

84 

17,410 

5,908 

0.352 

15.3 

1956-67 . . . 

2,380 

15,807 

179,283 

65,823 

3.917 

170.6 

^ Years' Average 

1,298 

3,706 

44,569 

16,524 

0.983 

42.8 


Month JULY 


Year 

{June to May) 

1-10 

Mean discharge (Cusecs) 

1 1 1 

Whole 

month 

, Volume of flow for 

11-20 

21-31 

! 

M. A. F. 

T. M. C. 

1951-62 . . • 

1,580 

7,308 

48,091 

21,867 

1.345 

58.6 

62-53 . . . 

8,260 

27,748 

102,023 

47,817 

2.940 

128.1 

53-54 . . - 

77,726 

53,079 

32,076 

53,577 

3.294 

143.5 

54-55 , . . 

43,829 

52,844 

28,581 

40,532 

2.492 

108.6 

55-66 . . - 

38,172 

24,757 

24,832 

29,111 

1.790 

78.0 

1956-57 . . . 

72,261 

58,928 

43,583 

57,245 

3.520 

153.3 

6 Years’ Average 

41,305 

37,444 

46,531 

41,692 

2.564 

111.7 


( 3 . 1 ) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SERIAL No., 3 

River KRISHNA Site KARAD Month AUGUST 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

M. A, F. 1 T. M. C. 

1~10 

11-20 j 

21-31 

Whole 

month 

1960-61* . . , 

31,229 

22,946 

8,156 

20,370 

1 253 

54.6 

1961-62 , , . 

31,318 

21,169 

12,750 

21,465 

1.320 

57.5 

52-53 . . . 

70,365 

31,465 

23,478 

41,179 

2.532 

110.3 

63-64 . . . 

71,672 

67,480 

13,986 

49,818 

3.063 

133.4 

54-66 . . . 

82,079 

34,975 

16,398 

43,223 

2.658 

115.8 

55-66 . . . 

27,714 

40,918 

44,455 

37,913 

2.331 

101.5 

1966-67 . . . 

71,076 

44,167 

16,300 

38,790 

2.385 

103.9 

6 Years’ Average 

59,020 

40,027 

21,061 

38,731 

2382 

103.7 

Month 1 

SEPTEMBER 


1 Mean discharge (Cusecs) 

Volume of flow for 

Year 


' 


M/7,,Jo 

the month 

(June to May) 

1-10 

11-20 

21-30 

month 

M.A.F. 

T. M. C. 

1950-51* . . . 

20,301 

14,286 

11,645 

15,411 

0917 

39.9 

1961-62 . . . 

6,435 

5,179 

2,781 

4,465 

0.266 

11.6 

62-53 . . . 

7,134 

2,751 

2,428 

4,104 

0.244 

10.6 

63-64 . . . 

7,993 

12,670 

4 560 

8,371 

0.498 

21.7 

64-55 . . . 

31,053 

21,987 

15,143 

22,728 

1.352 

58 9 

.65-56 . . . 

57,810 

12,679 

16,397 

28,962 

1.723 

75.1 

1956-57 . . , 

13,028 

8,467 

9,825 

10,440 

0 621 

27.1 

6 Years’ Average 

20,409 

10,606 

8,521 

13,178 

0.784 

34.2 


* Not considered for calculating the average. 


(3.2) 




MEAN DISCHARGE BY 10-DAY PERIODS AND -MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
8EBIAL No 3 


KRISHNA 


Site 

KARAD 


Month OCTOBER 



Mean discharge {Cusecs) 


Volume of flow for 

Year 





the month 

{June to May) 

IrlO 

11-20 

21-31 

1 Whole 
month 

M. A. F. 

T. M. C. 

1950-51* . . . 

10,193 

12,110 

4,228 

8,694 

0.535 

23.3 

1951-52 . . . 

3,822 

3,766 

2,228 

3,238 

0.199 

8.7 

52-53 . . . 

4,538 

1,341 

306 

2,005 

0.123 

54 

63-54 , . . 

7,880 

5,693 

4,437 

5,921 

0364 

15.9 

^4-55 , . . 

16,477 

6,377 

3,765 

8,382 

0.515 

22.5 

55-56 . . . 

27,691 

8,671 

10,738 

15,135 

0.931 

40.5 

1956-57 . . . 

19,016 

8,641 

3,670 

10,156 

0.624 

27.2 

6 Years’ Average 

13,070 

5,715 

4,172 

7,473 

0.459 

20.0 

Month 

NOVEMBER 


Mean discharge (Cusecs) | 

Volume of flow for 

Year 




1 

the month 

{June to May) 

I-10 

11-20 1 

21-30 

month 

M. A. F. 

T. M. G. 

1950-61* . . . 

2,219 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

1951-52 . . . 

522 

373 

422 

439 

0.026 

1.1 

52-53 . . . 

22 

68 

61 

51 

0.003 

0.1 

63-64 . . . 

1,646 

66 

40 

584 

0.035 

IS 

64-55 . . . 

1,184 

272 

218 

558 

0033 

1.4 

55-56 . . . 

6,644 

1,773 

922 

3,080 

0.183 

8.0 

1956-57 . . . 

4,668 

2,331 

2,213 

3,037 

0 181 

7.9 

6 Years’ Average 

2,414 

814 

646 

1,292 

0077 

3.3 


* Not considered for caleulntino the averag#. 


(3.3) 




MIAN DISCHAEGE BY 10-DAY PEEIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 3 


River KRISHNA 


Site 

KARAD 


Month DECEMBER 

1 

1 Mean discharge ((Jusecs) 

1 

I Volume qfjtourjor 

Year 1 

1 \ 



Whole 

month 

the moTJJi 


(June to May) 

1 1 

11.20 

21-31 

M. A. F. T. 

M'. C. 

1060-61* . , . 

407 

272 

184 

284 

0.017 

0.8 

1951-52 . . , 

239 

129 

93 

152 

0.009 

04 

62-63 . , . 

50 

49 

47 

48 

0003 

0.1 

63-64 . . . 

142 

244 

121 

167 

0.010 

04 

64-66 . . . 

216 

67 

43 

106 

0007 

0.3 

55-56 . . . 

3,933 

1,819 

1,581 

2,417 

0.149 

6.5 

1956-67 . . . 

754 

361 

M'S 

00 

422 

0.026 

1.1 

6 Years' Average 

889 

443 

345 

552 

0.034 

1.5 



Month 

JANUARY 




Year 



Mean discharge (Cusecs) 


1 Volume of flow for 




1 

Whole 

month 

j me niO'7im_ 


(June to May) 

1-10 

11-20 

21-31 

1 if. P.' j '4 

^ M. C 

1960-61* . . . 

139 

116 

90 

114 

0 007 

0.3 

1951-52 . . . 

59 

45 

34 

46 

0 003 

0.1 

52-53 . . . 

29 

24 

18 

23 

0.001 

0.1 

63-54 . . . 

128 

139 

132 

133 

0 008 

0.4 

64-65 . . . 

27 

34 

69 

44 

0.003 

0.1 

58-56 . . . 

3,174 

3,429 

1,317 

2,597 

6.160 

7.0 

1956-67 . . . 

(683) 

(734) 

(314) 

(569) 

(0.035) 

(1.5) 

6 Years’ Average 

683 

734 

314 

569 

0.035 

1.5 


* Not considered for calculating the average. 


(3.4) 




MEalS DISCHARGE' BA 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL Ao. 3 


Krishna siu karad Month February 


Year 
to May) 

1 Mean di'scharge (Guides) | 

Volume of flow for 

1 the month 

i M. A. F. ' T. M. a. 

1-10 

1 

11-20 

21-28129 

i 

Whole 

month 

10«O-51* . . . 

N.A. 

N'.A. 

N.A. 

NA. 

N A. 

N A 

195d-52 

19 

11 

8 

13 

o.eoi 

Nil 

•52-fi3 . ^ , 

12 

9 

6 

9 

Nil 


53-^4 , ,, , 

121 

115 

112 

lid 

0.006 

0.3 

54-55 

66 

28 

45 

id 

0.003 

0.1 

55-56 . . . 

1,305 

1,039 

1,305 

1,213 

0.070 

3.0 

1-056-57 . . . 

859 

944 

864 

888 

0.049 

21 

6 ¥e«r»’ Average 

^97 

958 

388 

381 

>8,021 

0.9 


ifowiA MARCH 


Year 

{Shm'glto M'liy) 


Mean disoharge (Cusexs) 

1 

Vohme of fioro for 
the, month 

M.A.F, 1 t.m:c 

1-10 

11-20 I 

■t 

1 

21-31 

Whole 

month 

19.50-51* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

1951-52 . . . 

7 

4 

2 

4 

Nil 

Nil 

52-53 . . . 

3 

3 

3 

3 

5 J 


53-54 . . . 

95 

86 

126 

103 

0 006 

0 3 

34-55 . . . 

60 

42 

42 

48 

0.003 

0 1 

51S-56 , . . 

1,132 

947 

787 

950 

0 058 

2.5 

1956-67 . . . 

711 

1,019 

991 

910 

0.056 

24 

6 If-eara’ Average 

335 

350 

325 

336 

0.021 

0.9 


* Not considered for calculatinc! tlie averagfe. 





M3 AN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SERIAL No. 3 


River KRISHNA 


Site 

KARAD 


Month 

APRIL 


Mean discharge (Cusecs) 


Volume of flow for 
the month 

Year 




Whole 

monih 

(June to May) 

1~10 

11-20 

21-30 

M. A. F. 

i t 

T. M. G. 

1960-61* . . . 

13 

11 

13 

13 

0.001 

Nil 

1961-62 . . . 

1 

1 

1 

1 

Nil 

Nil 

62-53 . . , 

13 

48 

30 

30 

0.002 

0.1 

53-54 . , . 

120 

74 

30 

75 

0.004 

0.2 

64-66 . . . 

28 

17 

194 

79 

0.005 

0.2 

65-66 . . . 

465 

6,376 

1,398 

2,746 

0.163 

7.1 

1966-67 . . . 

(126) 

(1,303) 

(331) 

(586) 

(0.035) 

(1.5) 

6 Years’ Average 

125 

1,303 

331 

586 

0035 

15 

Month may 

Year 

(June to May) 

Mean discharge (Cusecs) 


Volume of flow for 

1-10 

11-20 


Whole 

month 

31. A. F. 

T. M. 0. 

1950-51* . . . 

a 

4 

23 

12 

0.001 

Nil 

1961-62 . . , 

1 

1 

12 

5 

Nil 

Nil 

52-63 . . . 

11 

2 

1 

0 


>» 

63-54 . . . 

63 

S7 

36 

01 

0.002 

0.2 

54-65 - . . 

102 

42 

268 

141 

0.009 

0.4 

.56-66 . . . 

658 

317 

7,112 

2,838 

0.175 

7.6 

1966-57 . . . 

(167) 

(90) 

(1,486) 

(610) 

f0.038) 

(1.6) 

6 Years' Average 

167 

90 

1,486 

610 

0.038 

1.6 


* Not considered for calculating the average. 


(3.6) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 4 


River KRISHNA 


Site 

CHITAPUR 


Year 

1958-59 


1 Mean discharge (Cusecs) 

Volume of flow for 

Months 





the month 


LIO 

11-20 

21-End 

Whole 

month 

M. A. F. 

T. M. C. 

June . . . 

24,026 

26,702 

34,932 

28,220 

1.679 

73.1 

July . . . 120,767 276,964 234,606 

211,225 

12.988 

565.7 

Aug. . . . 

73,737 

7b,376 104,489 

86,146 

5.297 

230.7 

Sept. ... 

116,244 

59,064 

45,269 

73,189 

4.355 

189.7 

Oct. . . . 

48,306 

38,172 

10,767 

31,713 

1.950 

84.9 

Not. . . . 

6,418 

6,418 

0,418 

6,418 

0,382 

16.6 

Dec. , . . 

6,418 

6,418 

6,418 

6,418 

0.395 

17.2 

Jan. . , , 

6,293 

5,082 

3,234 

4,494 

0.276 

12.0 

Feb. . . . 

1,621 

1,142 

675 

1,180 

0.066 

2.9 

Mar, . . . 

696 

636 

466 

530 

0.033 

1.4 

Apr. . , . 

268 

831 

2,431 

1,177 

0.070 

3.1 

May . , . 

1,649 

635 

3,406 

1,945 

0.120 

5.2 

Volume 





26.651 

1,160.7 

(June to Not.) 







Volume 





0.960 

41.8 

(Dec. to May) 







Animal Volume 





27.611 

1,202.5 


(4.1) 





MEAN DISCHARGE BY H-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. o 


River KRISHNA 


Site 

DEOSUGUR 


Year 

1958-59 

Months 

Mean, discharge (Cusecs) 

Volume of flow for 




Whole 
. rnorUh 

the month 


NIO 

11-20 

2LBnd 

M. A. F. 

T M. G, 

June . . - 







July , . . 157,688 416,450 

396,827 

325,693 

20.026 

872.3 

Aug. . . . 142,608 

145,268 

232,065 

173,176 

10.771 

469.2 

Sept. . . . 231,473 133,412 

89,145 

151,343 

9.006 

3923 

Oct, . . . 

75,288 

82,113 

66,676 

74,043 

4.553 

198.3 

Nov. . . . 

64,166 

40,838 

36,266 

43,758 

2.604 

113.4 

Deo. , . . 

36,241 

34,453 

32,739 

34,421 

2.116 

922 

Jan. . . . 

32,517 

32,141 

31,329 

31,974 

1.966 

85.6 

Feb. . . . 

30,409 

29,891 

29,266 

29,894 

1.660 

72.3 

Mar. . . . 

23,073 

23,697 

26,835 

24,254 

1.491 

65.0 

Apr. . . . 

25,305 

24,436 

28,200 

25,980 

1.546 

67.3 

May . . . 

29,075 

25,242 

29,234 

27,893 

1.715 

74.7 

June, 1959 

43,609 






Volume 
(July to Nov.) 





46.960 

2,045.5 

Volume 
(Dee. to May) 





10.494 

457.1 

Volume 
(July 1968 to 

May 1959) 





57.454 

2,502.6 


(5.1) 





MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 6 

River KRISHNA Site SIDDESWARAM Month JUNE 


Year 

1 Mean discharge {Cusecs) \ 

Volume of flow for 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 1 

21-30 

M. A. F. 

T. M. C. 


1948-49 . . . 

(22,026) 

16,400 

30,150 

22,859 

1.360 

59.3 

49-50 . . . 

8,255 

10,910 

31,700 

16,955 

1.009 

43.9 

50..51 . . , 

29,970 

18,870 

12,690 

20,510 

1.220 

53.2 

1951 52 , . , 

19,610 

26,404 

96,066 

57,560 

3425 

149 2 

52-5:! . . , 

30,24( 

43,005 

20,600 

31,248 

1859 

81.0 

53-64* . . , 

175 

3,373 

69,758 

24,435 

1.454 

63.3 

5 Years’ Average 

22,026 

23,118 

38,221 

29,826 

1.775 

77.3 

Month JULY 

Year 


Mean discharge (Cusecs) 

1 

Volume of flow for 

' 



Whole 
month j 

the month 

(June to May) 

' 1-10 

11-20 

1 

21-31 

M. A. F. 

T. M. G. 

1948-49 . . . 

44,000 

62,260 

193 727 

103,016 

6.334 

275.9 

49-60 . . . 

17,000 

123,300 

143,327 

105,794 

6.505 

283.4 

50-51 . . . 

9,610 

27,540 

(74,870) 

38,518 

2.368 

103.2 

1951-52 . . . 

92,931 

66,560 

262,060 

140,755 

8.655 

377.0 

52-53 . . . 

71,570 

5 7,155 

270,427 

137,482 

8.453 

368.2 

53-64* . . . 

301,260 

.301,440 

144,382 

245,648 

15.104 

657.9 

5 Years’ Average 

53,002 

67,159 

186,880 

105,113 

6.463 

281.5 


*Not considered for calculating the average. 


( 6 . 1 ) 



MEAN DISCHARGE BY 10-DAY PERIODS-AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 6 

River KRISHNA Site SIDDESWARAM Month AUGUST 


Year 


f Mean discharge (Cusecs) 

Volume of flow for 





Whole 

month 

the month 

{June to May) 

I-IO 

11-20 

21-31 

M, A. F. 

\ 

1 T.M. C. 

1948-49 . . . 

150,500 

258,889 

271,833 

250,706 

15 415 

671.5 

49-50 . . . 

205,800 

148,200 

86,727 

144,613 

8.892 

387.3 

50-51 . . . 

122,200 

212,790 

93,600 

173,456 

10.665 

464.6 

1951-62 . . . 

192,142 

234,8.37 

115,494 

174,801 

10.748 

468.2 

52-63 . . . 

364,990 

223,130 

202,045 

261,410 

16.073 

700.2 

53-54* . . . 

231,750 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

S Years’ Average 

207,126 

215,569 

153,740 

200,997 

12359 

5384 

Month SEPTEMBER 

Year 

( Mean discharge {Cusecs) 


Volume of flow for 





the month 

{June to May) 

1-10 '■ 

i 

11-20 

21-30 

month 

M. A. E. I 

T. M. 0. 

1948-49 . . . 

84,417 

61,760 

169,400 

108,385 

6.449 

2S0.9 

49-50 . . . 

103,340 

82,000 

(75,000) 

86,780 

5.164 

224.9 

60-51 . . . 

117,730 

282,750 

139,760 

190,158 

11.315 

492.9 

1951-52 . . . 

107 418 

{84,105 

60,793 

84,105 

5.005 

2180 

52-63 . . . 

93,290 

43,440 

40,070 

58,935 

3.507 

152.8 

5 Years’ Average 

101,239 

110,809 

97,003 

105,672 

6.288 

2739 


*Not considered for calculating the average. 

( 6 . 2 ) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 6 

Mver KRISHNA Siie SIDDESWARAM Month OCTOBER 


Year 

{June to May) 

1 Mean discharge (Cnaecs) 

Volume of flow for 

I the month 

[ M. A. F. 1 r. M. C. 

1.10 

11-20 

21-31 ! 

Whole 

month 

1948-49 . . . 

106,100 

86,300 

43,636 

77,548 

4.768 

207.7 

49-50 . . . 

(70,000) 

64,400 

106,546 

81,161 

4 990 

2174 

50-51 . . . 

i:]7,750 

219,620 

90,055 

147,235 

9.053 

394.4 

1951-62 

(60,371) 

69,950 

44,358 

54,353 

3.354 

146.1 

62-53 . . . 

87,290 

121,730 

60,182 

88,781 

5459 

237.8 

S Years’ Aver**"-' 

92,302 

110,400 

68,955 

89,856 

5.525 

240.7 



Month 

NOVEMBER 





Mean discharge (Cusecs) \ 

Volume of flow for 

Year 





the month 

{June, to May) 

1-10 

11-20 ! 

21-30 j 

Whole- 

month 

1 

M. A F. 

I T. M. C. 

1948-49 . . . 

35,240 

52,030 

111,300 

66,190 

3939 

171.6 

49-50 . . . 

27,500 

15,600 

8,460 

17,187 

1.023 

44.5 

50-61 . , . 

42,026 

28,050 

16,170 

28,740 

1.711 

74.5 

1961-52 . . . 

23,517 

26,686 

9.091 

10,765 

1.176 

51.2 

52-53 . . . 

18,800 

10,770 

6,350 

11,973 

0,712 

31.0 

5 Years’ Average 

29,417 

26,627 

30,274 

28,773 

1 712 

74.6 


( 63 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 6 


Riven KBlSmA 


Site SIDDESWARAM 

Month DECEMBER 

Year 

1 Mean discharge (Cusecs) 

Volume of fl,ow for 




Whole 

month 

the month 

{June tolMay) 


11-20 

1 

21-31 

M. A. F. T. M. G. 


1948-49 . . . 

42,970 

23,630 

14,664 

26,687 

1.641 

71 5 

49-60 . . . 

6,200 

3,500 

3,636 

4,419 

0.272 

11.8 

50-51 . . . 

19,360 

7,150 

4,818 

10,261 

0.631 

27.5 

1951-52 . . . 

12,851 

6,138 

2,647 

7,065 

0.344 

18.9 

52-63 . . . 

5,025 

6,135 

4,177 

5,082 

0.312 

13.6 

5 Years' Average 

17,281 

9,311 

5.988 

10,703 

0.658 

28.7 



Month 

JANUARY 




Tear 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 

\ 

1-10 1 

11-20 \ 

\ 

21-31 1 

Whole 

month 

the month 

M. A. F. I T. M. C. 

1948-49 . . . 

9,no 

8.059 

6,678 

8,024 

0.493 

21 5 

49-50 . . . 

3,000 

3,030 

2,636 

2,881 

0.177 

7.7 

50-51 . . . 

3,080 

2,850 

2,650 

2,912 

0179 

7.8 

1951-52 . . . 

2,169 

1,553 

1,400 

1,697 

0.104 

45 

52-63 . . , 

1,431 

702 

1,169 

1.103 

0 068 

3 0 

5 Years' Average 

3,830 

3,239 

2,907 

3,323 

0 204 

8.9 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SERIAL No. 6 

River KRISHNA Site SIDDESWARAM Month l^RUARY 


Year 

{June to May) 

i 

Mean discharge {Gmees) 

Volume of flow for 


1 


Whole 

month 

the month 

LIO 

11-20 

21-28129 

M. A. F. 

\ T.M.G 

1948-49 . . . 

4,939 

4,605 

4,366 

4,617 

0.256 

11.2 

49-50 . . , 

2,390 

1,960 

1,660 

2.025 

0112 

49 

50-61 . 

1,400 

1,130 

942 

1.097 

0.061 

2.7 

1951-52 . . . 

1,178. 

9,260 

838 

991 

0.057 

2.5 

62-53 , . . 

932 

575 

381 

647 

0.036 

1.6 

5 Years’ Average 

2468 

3,486 

1.633 

1,875 

0.104 

4.6 



Month 

MARCH 




1 

Pear ! 

Mean discharge {Guseca) [ 

Volume of Jtow for 


! 

1- 

Whole 

month 

the month 

{June to May) 

1-10 

1 11-20 

21-31 1 

M.A.F. 

T. M. C. 

1948-49 . . . 

3,308 

2,217 

1,630 

2,360 

0.145 

63 

49-60 . . . 

(1.154) 

(1,164) 

(1,164) 

{1,154) 

(0.071) 

(3.1) 

50-61 . . . 

710 

446 

250 

523 

0.032 

1.4 

1951-52 . . . 

673 

395 

248 

o7o 

0.023 

1.0 

62-63 . , . 

270 

158 

180 

184 

0.011 

0.5 

5 Years’ Average 

1,223 

874 

6§2 

919 

0056 

2.5 


(6,5) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

8EEIAL No. 0 


Miver KRISHNA 


Site SIDDESWARAM 

M ont h 

APRIL 



Mean discharge iCusecs) 

1 

Volume of flow for 

Year 




! 

the month 

(June to May) 

1-10 

11-20 

21-30 

Whole 

month 

y 

M. A. F. 1 

T. M. 0. 

1948-49 . . . 

1,742 

1,622 

1,056 

1,473 

0088 

3.8 

49-50 . . . 

550 

425 

179 

341 

0.020 

0.9 

50-51 . . . 

2,946 

306 

956 

1,403 

0 083 

3.6 

1951-52 . . . 

ISO 

283 

139 

200 

0.012 

0.5 

62-53 . . . 

106 

95 

445 

219 

0013 

0 6 

S Years’ Average 

1,105 

546 

555 

727 

0.043 

1.9 


Month MAY 


Tear 

(June to May) 

Mean discharge (Ousecs) 

Volume of flow for 
the month 

1-10 I 

'11-20 

1 

21-31 1 

Whole 

month 

M. A. F. 

1 T. M. C. 

1948-49 . . . 

668 

519 

7,644 

3,095 

0.190 

8.3 

49-50 , . . 

140 

77 ■ 

264 

164 

0.010 

0.4 

60-51 . . . 

4.50 

330 

816 

522 

0.032 

14 

1951-52 , . . 

50 

4,.591 

11.6,982 

42,652 

2.623 

114 2 

52-63 , . . 

1,962 

1,441 

722 

1,351 

0.083 

3.6 

5 Years' Average 

654 

1,392 

25,086 

9557 

0.588 

25.6 




MEAN DISCHAEGE BY 10-DA1£ EEKIOES AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


River KRISHNA 


SERIAL No. 7 

Site BELOW NAGARJUNA SAGAR DAM 


Month JUNE 
Volume of flow for 


Mean discharge (Ouseca) 


Year 




Whole 

month 

11 the month 

(J une to May) 

1-10 

11-20 

21-30 

M. A. F. 

M. G. 

1957-68* . , , 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

68-59 . . , 

38,825 

20,310 

17,350 

25,495 

1.517 

66.1 

69-60 . . . 

124,980 

263,400 

823,440 

237,273 

14.119 

6150 

60-61 . . . 

63,300 

54,980 

52,320 

53,533 

3.185 

138.8 

3 Years' Average 

72,368 

112,897 

131,037 

105,434 

6.274 

273.3 

Month JULY 

i 

Year 


Mean discharge (Cusecs) 


Volume of flow for 

1 

[ 


Whole 

month 

the month 

{June to May) 

1-10 1 

11-20 

21-31 

M. A. F. 1 

T. M. C. 

1957-68“^ . . . 

140,467 

265,080 

275,809 

241,759 

14.865 

647.5 

58-59 . . . 

190,260 

484,460 

550,682 

413,019 

25.396 

1,106.2 

59-60 . . . 

437,400 

467,640 

509,427 

469,487 

28.868 

1,257.5 

60-61 . . . 

252,315 

193,950 

107,827 

182,218 

11.204 

488.1 

3 Years' Average 

293,325 

378,683 

389,279 

354,908 

21.823 

950.6 



Month 

AUGUST 





1 Mean discharge (Cusecs) 

Volume of flow for 

Year 




Whole 

m,onth 

■ 

the mon’h 

{June to May) 

1-10 

11-20 

21-31 

1 M.A.F. 

T. M. a. 

1956-57* . . . 

N.A. 

243,900 

220,118 

229,367 

14.103 

614.3 

57-68* . ; . 

190,890 

274,200 

318,791 

263,148 

16 180 

704.8 

58-5 i) . . ■ 

191,350 

164,860 

289,755 

217,723 

13 387 

5831 

59-60 . , . 

550,620 

159,570 

129,536 

210,542 

12.946 

563.9 

60-61 

367,450 

237,250 

179,746 

258,845 

15 916 

693.3 

3 Years’ Average 

303,140 

187,227 

199,679 

229,037 

14.083 

613.4 


*Not considered for calculating the average. 


(7,1) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 7 

River KRISHNA Site BELOW NAGARJUNA SAGAR DAM Month SEPTEMBER 


Year 

I Mean discharge (Ousecs) 

Volume of flow for 



/ 

Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-30 

M. A. F. 

T. M. C. 

1956-57 . . . 

195,990 

101,580 

147,400 

148,323 

8.826 

384.5 

57-68 . . . 

137,160 

178,130 

89,530 

134,940 

8.029 

349.8 

68-59 . . . 

317,230 

151,180 

146,640 

205,017 

12.199 

531.4 

69-60 . . . 

369,000 

189,070 

127,120 

228,397 

13.591 

592.0 

60-61 . . . 

119,050 

167,360 

425,080 

237,163 

14.112 

614.7 

3 Years’ Average 

268,427 

169,203 

232,947 

223,526 

13.301 

579.4 



Month 

OCTOBER 




Year i 


Mean discharge (Cuseca) 


Volume of flow for 




1 Whole 

1 month 

the month 

{June to May) 

1-10 

11-20 1 

21-31 

1 

M. A. F. 

T. M. G. 

1956-57* , . . 

256,480 

262,010 

155,473 

222,423 

13.676 

595.7 

67-68* . . . 

82,632 

61,705 

160,509 

100,289 

6.167 

268.6 

68-59 . . . 

90,740 

106,890 

34,518 

76,000 

4.673 

203.6 

59-60 . . . 

195,360 

65,780 

42,164 

99,200 

6.100 

265.7 

60-61 . . . 

226,830 

101,610 

78,364 

133,755 

8 224 

358.2 

3 Years’ Average 

170,977 

91,427 

51,682 

102,985 

6.332 

2758 

Month NOVEMBER 

1 . 

Year I 

{June to May) 

Mean diacfiarqe {CuMcs) | 

Volume of flow for 

1 

1-10 

11-20 


Whole 

mon-h 

the month 

21-30 

M.A.F - 

T. M. C 

1966-67 . . . 

172,090 

149,360 

12,mo 

131,267 

7.811 

340.2 

57-58 . . . 

96,540 

64,076 

64,125 

71,580 

4.259 

185.5 

68-59 , . , 

18,650 

16,150 

16,670 

17,157 

1.021 

44.5 

59-60 . . . 

31,455 

30,600 

34,020 

32,025 

1.906 

830 

60-61 . . . 

68,170 

73,120 

62,320 

67,870 

4.039 

175.9 

3 Years’ Average 

39,425 

39,957 

37,670 

39 017 

2 322 

101.1 


* Not considered for calculating the average. 


(7.2) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 


SIEMIAL No. 7 

River KRlSmA Site BELOW NAGARJUNA SAGAR DAM DECEMBER 


Year 

{June to May) 

Mean discharge {Cusecs) 

Volume ofjlow for 

1-10 

11-20 

21-31 

Whole 

month 

the moi 

M. A. F. 

itiif 

T. M. G. 

1956.67* . . . 

57,965 

33,260 

25,918 


2.386 

103.9 

57-58* . . . 



16,318 

19,148 

1.177 

51.3 

58-59 . . . 




13,455 

0.827 

36.0 

69-60 . . . 

25,655 



22,653 

1.393 


60-61 . . . 


42,805 


44,250 

2.721 

118.5 

3 Years’ Average 

30,092 

26,105 


26,786 

1.647 

71.7 



Month 

JANUARY 






Mean discharge {Gnsecs) 


Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11-20 

21-31 

Whole 

month 

A. F. 

T. M. 0. 

1966-57* . . . 

23,470 



21,500 

1.322 

57.6 

67-58* . . . 

14,875 

13,465 


13,457 

0.827 

36.0 

58-59 , , . 

12,006 



11,063 

0.680 

29.6 

69-60 . . . 


22,620 


30,923 

1.901 

82.8 

60-61 ... 

39,700 

36,920 

30,282 

35,461 

2.180 

95.0 

3 Years’ Average 

33,509 

23,470 

20,955 

25,8k 

1.587 

69.1 


Month FEBRUARY 


1 

Year ' 

{June to Mau) 

1 Mean discharge (Cusecs) 

Volume of flow for 
the month 

1 

1-10 11-20 

j i 

f 21-28129 j 

1 Whole 
■ month 

M. A. F. 

T. M. G. 

1956-57* , . : 

10,5.50 

15,975 

12,878 

15,295 

0.849 

37.0 

57-.58* . . . 

12,5,54 

14,480 

14,,525 

13,805 

0.767 

33.4 

58-59 . . . 

10,000 

9,940 

9,.700 

9,893 

0.549 

23.9 

59-60 . . . 

15,725 

14,090 

1.3,750 

14,548 

0.837 

36.5 

60-61 . . . 

8,724 

6,942 

6,1.52 

7,353 

0.408 

17 8 

3 Years’ Average 

11.483 

10,324 

9,867 

10,598 

0.598 

26.1 


* Not eonsiriered fur <;al<;-ulating llie average, 











MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLDME OF FLOW BY MONTHS 

SERIAL'No. 7 

Riijer KRISHNA Site BELOW NAGARJUNA SAGAR DAM ifowiA MARCH 


Year 

1 Mean discKarge (Cusecs) 

Volume of flow for 

\ 



Whole 

1 month 

the month 

{June to May) 

1-10 


21-31 j 

\ M.A.F. j 

\ T.M. 0 


1966-57* . . . 

11,768 

19,686 

35,317 

18,234 

1.121 

48-8 

67-68* . . . 

13,146 

13,623 

14,123 

13,614 

0.837 

36.5 

58-69 . . . 




9,332 

0.574 

25.0 

69-60 . . . 



12,191 

12,578 

0.773 

33.7 

60-61 , . . 

6,326 


4,236 

5,174 

0.318 

13 9 

3 Years' Average 

9,620 

8,985 

8,527 

9,027 

0.555 

24.2 

Month APRIL 


Mean discharge {Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

(June to May) 

_ 

1-10 

11-20 

21-30 

M. A. F. 

T. M. G. 

1956-57* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

67-68* . . . 

15,710 

13,870 

12,914 

14,165 

0.843 

36.7 

58-69 . . . 

9,340 

9,100 

9,100 

9,180 

0.546 

23.8 

59-60 . . . 

11,660 

11,230 

11,200 

11,363 

0.676 

29.5 

60-61 . . . 

5,476 

6,846 

3,949 

5,420 

0.323 

14.0 

3 Years’ Average 

8,825 

9,059 

8,083 

8,654 

0.515 

224 

Month MAY 


Mean discharge \ Vusecs) 

Volume of flow for 
the month 

Year 




Whole 

month 

{June to May) 

1-10 

11-20 

21-31 

M. A. F. 

! T. M. C. 

1956-57* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

67-58* . • . 

12,066 

22,835 

26,260 

20,570 

1 265 

551 

58-59 . . . 

9,250 

9.400 

9,782 

9,487 

0.583 

25.4 

59-60 . . . 

11,110 

10,900 

47,541 

23,969 

1 474 

64.2 

60-61 . . . 

6,123 

6,224 

29,770 

14,224 

0.875 

38.1 

3 Years’ Average 

8.494 

8,841 

29,031 

15.893 

0.977 

42 6 

* Not considered for calculating the average. 


7.4) 

















MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 
SEBIALNo. 8 


River KRISHNA Site VIJAYAWADA onth JUNE 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 

1-10 

11-20 

21-30 

Whole 

month. 

the mo 

M. A. F. 

nt/i 

.T, M, 0. 

1901-02 . . . 

17,750 

21,188 

82,124 

40,354 

2.401 

104.6 

02-03 . , . 

2,418 

10,460 

38,550 

17,143 

1-020 

444 

03-04 . . . 

2,525 

26,436 

34,668 

21,210 

1.262 

55.0 

04-0S . . . 

4,497 

10,860 

101,602 

38,986 

2. 320 

101.1 

05-06 . . . 

3,693 

16,918 

15,963 

11,858 

0.706 

30.7 

1906-07 ... 

Nil 

46,245 

66,708 

36,984 

2,201 

95.9 

07-08 . . . 

629 

21,631 

19,516 

13,925 

0 829 

364 

08-09 . . . 

351 

810 

3,169 

1,444 

0.086 

3.7 

09-10 . . . 

30,936 

73,849 

32,298 

45,694 

2.719 

118.4 

10-11 , . . 

Nil 

126 

7,679 

2.602 

a.l55 

6.7 

10 Years' Average 

6,280 

22,652 

40,128 

23,020 

1,370 

69.7 

1911-12 . . . 

677 

14,040 

90,750 

35,122 

2.090 

91.0 

12-13 ... 

165 

6,350 

3,163 

3,226 

0192 

8.4 

13-14 . . . 

30,058 

79,326 

75,148 

61,511 

3.660 

159.4 

14-15 . . . 

484 

3,176 

29,954 

11,205 

0667 

29.0 

15-16 . . . 

2 622 

8,650 

20,794 

10,655 

0.634 

27.6 

1916-17 . . . 

37,665 

37,944 

76,425 

50,645 

3014 

131.3 

17-18 . . . 

20,826 

68,921 

88,374 

56,040 

3.335 

145.3 

18-19- . . . 

35,292 

14,269 

10,024 

19,858 

1.182 

51.5 

19-20 . . . 

40,740 

70,149 

47:522 

52,804 

3.142 

136:9 

20-21 . , . 

433 

1,670 

49,919 

17,341 

1.032 

44.9 

10 Years' Average 

16,866 

29,449 

49,207 

31,841 

1.895 

82.5 

1921-22 . . . 

2,108 

8,773 

33,873 

14,918 

0888 

38.7 

22-23 . . . 

11,576 

12,848 

16,918 

13,781 

0.820 

35.7 

23-24 . . . 

517 

2,:992 

2,168 

1,689 

0.101 

4.4 

24-26 . . . 

231 

8,478 

21,034 

9,914 

0.590 

257 

25-26 . . . 

8,369 

5,993 

16,235 

!0,199 

0.607 

26.4 

1926-27 . 

767 

2,280 

7,673 

3,573 

0.213 

9.3 

27-28 . . 

15 

9 329 

58,393 

22,579 

1.344 

58.5 

28-29 . . . 

598 

44,497 

39,680 

28,259 

1.682 

73.2 

29-30 . . . 

1,551 

20.7'85 

40,225 

20,854 

1.241 

54.1 

30-31 . . . 

807 

8,041 

20,380 

9,743 

0.580 

25.3 

10 Years' Average 

2,654 

12,342 

25,657 

13,551 

0.806 

35.1 


( 82 ) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 8 


River KRISHNA Site VIJAYAWADA Month JUNE 





Mean discharge (Cusecs) 


Volume of flow for 

Year 


1 



the month 

{June to May) 

1-10 

11-20 

21-30 

W flOlB 

month 

M. A. F. 

T. M.C. 

1931-32 


8,637 

10,892 

39,855 

19,795 

1.178 

51.3 

32-33 


8,465 

6,244 

15,668 

10,126 

0.603 

26.2 

33-34 


18,874 

58,634 

69,451 

48,986 

2.915 

127.0 

34-35 


143 

2,155 

10,371 

4,423 

0.263 

11.5 

35-36 


Nil 

16,125 

39,307 

18,478 

1.100 

47.9 

1936-37 


11,211 

4,738 

14,383 

10,110 

0.602 

262 

37-38 


972 

1,062 

18,267 

6,767 

0.403 

17.5 

38-39 


16,698 

32,377 

132,660 

60,578 

3.605 

157.0 

39-40 


Nil 

Nil 

29,822 

9,940 

0.591 

25.8 

40-41 


7,228 

7,410 

34,238 

16,295 

0.970 

42.2 

10 Years' 

Average 

7,223 

14,021 

40,402 

20,550 

1.223 

53.3 

1941-42 


1,219 

27,316 

20,397 

16,310 

0.971 

42.3 

42-43 


747 

43,379 

70,910 

38,345 

2.282 

99.4 

43-44 


22,214 

9,494 

49,380 

27,029 

1.608 

70.1 

44-45 


4,122 

6,388 

7,1,im 

16,092 

0958 

41.7 

45-46 


1,116 

4,655 

12,038 

6,936 

0.353 

15.4 

1946-47 


15,685 

48,508 

22,361 

28,851 

1.717 

74.8 

47-48 


2,894 

16,597 

30,898 

16,463 

0.980 

42.7 

48-49 


2,039 

i,m 

16,775 

8,394 

0.499 

21.8 

49-50 


10,328 

8,822 

26,903 

15,351 

0.913 

39.8 

50-61 


16,639 

23,159 

12,964 

17,587 

1.046 

45.6 

10 Years' 

Average 

7,700 

19,468 

29,939 

19,036 

1.133 

49.3 

1951-52 


27,131 

18,252 

61,075 

32,153 

1.913 

83.3 

52-53 


17,378 

34,283 

11,636 

21,065 

1.253 

54.6 

53-54 


199 

1,321 

49,662 

14,057 

0.836 

36.4 

54-55 


6,091 

9,082 

11,600 

8,891 

0 529 

23.0 

56-56 


15,468 

17,777 

14,651 

15,965 

0.950 

41.4 

1956-57 


15,897 

7,268 

13,098 

12,088 

0.719 

31.3 

57-58 


19,335 

20,800 

40,309 

26,814 

1.596 

69.5 

58-59 


18,252 

6,001 

2,322 

8,858 

0.527 

23.0 

59-60 


13,068 

24,045 

46,582 

27,898 

1660 

72.3 

60-61 


18,645 

17,825 

18,671 

18,380 

1.094 

47.6 

10 Years' 

Average 

15,146 

15,665 

25,040 

18,616 

1.108 

48.3 

60 Years’ 

Average 

9,312 

18,933 

3^,062 

21,102 

1.256 

54.7 


( 8 . 3 ) 











MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 8 

River KRISHNA Site VIJAYAWADA Month JULY 


Year 

{June to May) 

1-10 

Mean disch 

11-20 

arge (Cusecs) 

21-31 1 “ 

1 month 

Volume of flow for 
the month 

M. A. F. 

T. M. 0. 

1901-02 . . . 

53,920 

337,754 

222,510 

205,302 

12.624 

549.9 

02-03 . . . 

38,292 

105,584 

363,129 

175,264 

10.777 

469.4 

03-04 . . , 

68,398 

124,086 

499,980 

239,504 

14.727 

641.5 

04-05 . . . 

264,893 

304,623 

134,206 

231,304 

14.222 

619.5 

05-06 . . . 

18,972 

109,202 

2] 9,938 

119,389 

7.341 

319.8 

1906-07 . . , 

66,764 

113,816 

276,275 

155,959 

9.590 

417.7 

07-08 . . . 

77,161 

98,399 

208,163 

130,496 

8.024 

349 5 

08-09 . . . 

64,488 

309,580 

351,761 

245,482 

15.094 

657.5 

09-10 . . . 

133,246 

294,676 

340,893 

259,001 

15.925 

693.7 

10-11 . , . 

198,898 

200,101 

66,243 

148,666 

9.141 

398 2 

10 Years’ Average 

98,m 

199,772 

267,309 

191,037 

11,746 

511.7 

1911-12 . . . 

68,342 

120,651 

206,008 

134,065 

8 243 

359.1 

12-13 . . . 

40,567 

97,865 

300,862 

151,413 

9.310 

405 5 

13-14 . . . 

210,572 

138,219 

289,808 

215,348 

13.241 

576.8 

14-15 . . . 

68,695 

219,299 

504,403 

271,883 

16.717 

728 2 

16-16 . . . 

289,751 

89,960 

146,420 

174,443 

10.726 

467 2 

1916-17 . . . 

184,343 

132,000 

218,032 

179,412 

11.032 

480.5 

17-18 ■. . . 

149,800 

87,7.67 

140,086 

126,339 

7.768 

338.4 

18-19 . . . 

13,836 

81,546 

17,405 

36,944 

2.272 

99.0 

19-20 . . . 

98,843 

178,634 

68,453 

113,766 

6.995 

304,7 

20-21 . . . 

86,528 

286,803 

266,199 

214,210 

13.171 

573.7 

10 Years’ Average 

121,128 

143,263 

215,668 

161,779 

9.947 


1921-22 . . . 

25,195 

65,467 

198,384 

99,640 

6.127 

266 9 

22-23 . . . 

146,862 

209,400 

294,876 

219,234 

13.480 

587.2 

23-24 . . . 

13,446 

260,817 

480,483 

255,740 

15.725 

6850 

24-25 . . . 

18,435 

181,386 

389,841 

202,789 

12469 

543.2 

26-26 . . . 

181,114 

191,731 

403,022 

263,280 

16.188 

705.2 

1926-27 . . . 

29,790 

210,^11 

103,779 

133,653 

8.218 

358.0 

27-28 . . . 

86,622 

245,972 

342,031 

228,622 

14.057 

6123 

28-29 . . . 

54,942 

82,622 

175,388 

106,610 

6.555 

285 5 

29-30 . .. . 

99,460 

273,414 

227,783 

201 108 

12.366 

538.6 

30-31 . , . 

198,413 

163,405 

254,568 

207,046 

12.731 

554.6 

10 Years’ Average 

85,318 

193,459 

287 016 

191,772 

11.792 

513.6 


( 8 . 4 ) 











MfiAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SEBIAL No. S 

mmr KRISHNA Site VIJAYAWADA Month JULY 



i Mean discharge (fiusecs) 

1 Volume of flow for 

Year 

1 



1 Whole 
month 

1 the month 

(Jvne to Ma ) 

hio 

1 

11-20 \ 

i 

1 

21-31 

M. A. F. 

* T. M. C 


1931-32 . . . 

32- 33 . . 

33- 34 . . . 

34- 35 . , . 

35- 36 . . , 

1936-37 . . . 

37-38 . . . 
.■■:8-34 , , 

39- 40 . . . 

40- 41 . . .. 

10 Years' Average 

1941-42 . . . 

42- 43 . . . 

43- 44 , . , 

44- 45 .. . , 

45- 46 . , . 

1946-47 . . . 

47- 48 . . . 

48- 49 . , , 

49- 50 . . . 

50- 51 . . . 

10 Years' Average 

1051-52 . . . 

52-53 . . . 

6 -54 . . . 

54- 55 . . . 

55- 56 . . . 

1956-57 . . . 

57- 58 . . . 

58- 59 . . . 

5 -60 . . , 

60-61 . . 

10 Years’ Average 

60 Years’ Average 


74,061 

234,408 

37,747 

135.641 

146,320 

129,421 

185,728 

247 904 

25,495 

162,238 

225,151 

124,026 

134 334 

177,212 

218,522 

214,930 

87,014 

272,552 

15.',947 

176,748 

128,732 

187,498 
— * 

169,336 

368,940 

160,225 

269,922 

131,758 

265 307 

69,613 

221,660 

77,662 

315,432 

135,432 

178,819 

54,294 

71,885 

63,352 

101.523 

55,342 

107,716 

11,571 

86,446 

91,838 

196,764 

99,497 

98,444 

52,518 

60,122 

247,227 

311,014 

34,193 

267,126 

132,996 

133,289 

243,798 

465,756 

107,619 

271,.5’.;5 

197,097 

491,.539 

241,1«2 

490,637 

215,164 

185,983 

137,128 

276,544 

113,761 

199,550 


261,819 

192,410 

329,279 

172,741 

172, 83 

150 081 

161,546 

193,656 

157,746 

116,533 

191,665 

180,648 

353,005 

225i759 

261,868 

232,744 

265,834 

210,317 

280.039 

205,722 

242,308 

188,061 

111,668 

210,000 

230,117 

217,186 

242,433 

214,110 

297.221 

196,196 

226,678 

206,881 

197.883 

171,588 

282,056 

140,787 

230 268 

134,893 

211,237 

127,555 

447,579 

190,437 

247,604 

180,963 

222,794 

142,908 

229,594 

114,579 

149,012 

232,953 

317,961 

210,024 

124,846 

130,199 

531,SI 6 

419,747 

306,588 

231,097 

693,785 

432,839 

627,.346 

423,193 

69,980 

150,682 

306,978 

■248,82M 

261,180 

193,740 


11.831 

515.4 

10-621 

462.7 

9.228 

402.0 

11907 

618.7 

7.165 

312.1 

11.108 

483.8 

13.881 

604.7 

14.311 

623.4 

12 932 

563 3 

12.649 

551.0 

11.563 

503.7 

12.912 

562.5 

13354 

581.7 

13.165 

573.5 

12.064 

525.5 

12.721 

554.1 

10.551 

459.6 

8657 

377.1 

8294 

361.3 

7.843 

341.6 

11.710 

510.1 

11.127 

484.7 

8.787 

382.8 

7.045 

306.9 

14324 

623.9 

12.914 

562.5 

8006 

348,7 

25.809 

1,124.3 

14.210 

6190 

26.614 

1,1593 

26021 

1,133.5 

9.265 

403.6 

15.291) 

666.4 

11.912 

518 9 







MEAN discharge BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No 8. 

Mver KRISHNA Site VIJAYAWADA Month AUGUST 


Year 

{June to May) 

Mean discharge [Cusees) 

Volume of flow for 
the month 

UlO 

j 11-20 

i 

21-31 

Whole 

month 

M. A. F. 

1 T. M. C. 

1901-02 . . . 

290,002 

421,848 

222,565 

308,604 

18.975 

826.6 

02-03 . . . 

162,164 

67,763 

52,084 

92,645 

5 697 

248.1 

03-04 . . . 

538,116 

198,086 

252,647 

327,133 

20.115 

876.2 

04-05 . . . 

106,366 

213,406 

85,137 

133,362 

8-200 

357.2 

06-06 . - . 

216,246 

119,902 

140,045 

158,128 

9.723 

423.5 

1906-07 . . . 

221,981 

81,318 

273,674 

194,948 

11.987 

522.1 

07-08 . . . 

451,817 

430,081 

331,512 

402,116 

24.725 

1,0770 

08-09 . . . 

406,601 

266,062 

184,610 

282,495 

17.370 

756.6 

09-10 . , , 

326,926 

139,734 

131,822 

197,310 

12.132 

528.5 

10-11 ... 

132,714 

298,808 

202,072 

210,839 

12.964 

564,7 

10 Years’ Average 

285,292 

223,680 

187,617 

230,758 

14.189 

618.1 

1911-12 . . . 

99,072 

176,148 

187,606 

155,351 

9.552 

416.1 

12-13 . . . 

465,066 

296,608 

179,913 

309,539 

19.033 

829.1 

13-14 . . . 

332,144 

171,716 

147,662 

179,444 

11.034 

480.6 

14-16 . . . 

572,820 

572,004 

197,761 

439,471 

27.022 

1,177.1 

16-16 , . , 

440,016 

195,163 

101,060 

240,757 

14.804 

644.8 

1916-17 . . . 

387,960 

317,.520 

267,988 

322,667 

19 840 

864.2 

17-18 . . . 

222,225 

134,705 

188,146 

181,900 

11.185 

487.2 

18-19 ... 

19,018 

106,660 

184,426 

105,627 

6.495 

282.9 

19-20 . . , 

274,846 

233,002 

130,430 

210,103 

12.919 

562.7 

20-21 . . . 

247,353 

132,212 

88,177 

153,729 

9452 

411.7 

10 Years' Average 

306,051 

233,464 

167,316 

229,859 

14.133 

615.7 

1921-22 . . . 

419,956 

262,938 

220,353 

298,478 

18.353 

799.4 

22-23 . , . 

308,163 

126,307 

182,741 

204,669 

12.585 

548.2 

23-24 . . . 

397,062 

371,852 

200,924 

319,332 

19635 

855.3 

24-26 . . . 

294,566 

181,357 

123,352 

197,290 

12.131 

528.4 

25-26 . . . 

221,432 

166,311 

175,769 

187,448 

11.526 

502.1 

1926-27 . . . 

318,66.6 

46.5,396 

234,676 

336,160 

20.670 

900.4 

27-28 . . 

338,884 

170,4.53 

161,042 

219,834 

13.517 

588.8 

28-29 . . . 

304,666 

161,798 

132,619 

197,531 

12.146 

529.1 

29-30 . . . 

149,567 

122,600 

143,221 

138,616 

8.523 

371.3 

30-31 . . . 

211,9.50 

247,153 


183,389 

11.276 

4912 

10 Years' Average 

296,489 

228,117 

166,406 

228,275 

14.036 

611.4 









MEAN DISCHABGE BY 10-DAY PEEIOI>S AND MONTHS 
AND THE '' OLUME OP PLOW BY MONTHS 

serial. No. « 


River KRISHNA Site VIJAYAWADA Morah AUGUST 


Year 

{June to May) 

Mean discharge (Cuseca) 

Voluim of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. C. 

1931-32 . . . 

183,210 

385,170 

361,163 

311,499 

19.153 

834.3 

32-33 . . . 

418,629 

267,006 

1.53,593 

275,674 

16.951 

738.4 

33-34 . , . 

498,291 

351,754 

168,209 

333,895 

20.530 

894.3 

34-3.1 . . . 

235,641 

290,901 

262,368 

262,951 

16.168 

704.3 

35-36 . . . 

209,015 

118,083 

177,042 

168,337 

10.351 

450.9 

1936-37 . . . 

176,561 

225,432 

150,105 

182,938 

11.248 

490.0 

37-38 . . , 

278,530 

163,719 

84,433 

169,395 

10.416 

453 7 

38-39 . . . 

172,781 

112,461 

180,152 

155,935 

9588 

4177 

39-40 . . . 

98,275 

95,131 

203,791 

134,702 

8.283 

360.8 

40-41 . . . 

246,504 

213,300 

266,632 

242,580 

14.916 

649.7 

10 Yea's’ Average 

251,7 U 

221,295 

200,648 

223,791 

13.760 

599.4 

1941-42 . . . 

36,834 

142,023 

144,497 

108,969 

6.700 

291.9 

42-43 . . . 

321,301 

186,034 

142,881 

214,356 

13.180 

S74.1 

43-44 . . . 

222,831 

139,666 

64,496 

139,817 

8.597 

374.5 

44-46 . . . 

291,746 

109,849 

172,696 

190,825 

11.733 

Sill 

46-46 . . . 

141',721 

132,778 

248,722 

176,804 

10.871 

473.6 

1946-47 . . . 

389,077 

343,163 

335,596 

355,289 

21.846 

951.6 

47-48 . . . 

163,265 

126,468 

335,699 

209,317 

12.870 

560.6 

48-49 . . . 

189,412 

260,433 

272,634 

241,817 

14.869 

647T 

49-50 . . . 

236,223 

209,496 

130,739 

190,171 

11.693 

509.4 

60-51 . . . 

326,960 

223,639 

114,602. 

218,242 

13419 

584.5 

10 Years’ Average 

230,936 

187,343 

196,236 

204,561 

12.578 

547.9 

1961-52 . . . 

264,315 

230,397 

111,948 

196,082 

12057 

525.2 

52-53 . . . 

329,768 

211,482 

190,856 

242,320 

14900 

649.0 

63-54 . . . 

224,023 

338,735 

306,372 

290,247 

17847 


54-56 . . . 

276,994 

352,687 

141,536 

253,313 

15 576 

678.5 

65-56 . . . 

169,249 

287,359 

349,828 

271,425 

16.689 

727.0 

1956-57 . . . 

628,638 

374,072 

220,071 

401,545 

24 690 

1,075.5 

57-58 . . . 

200,670 

295,094 

383,342 

295,916 

18.195 

792.6 

58-69 . . . 

177,111 

159,343 

296,326 

213,681 

13.139 

5723 

69-60 . . . 

315,722 

186,460 

233,017 

244,677 

15.045 

655.3 

60-61 . . . 

335,130 

237,683 

297.493 

290,340 

17.852 

777.6 

10 Years’ Average 

291,132 

267,321 

253,078 

269,954 

16.599 

723.0 

60 Years’ Average 276,944 

226,870 

195,217 

231,200 

14.216 

619.2 












MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SEEIAL No. 8 

River KRISHNA Site VIJAYAWADA Month SEPTEMBER 


, 

Tear 

(June to May) 

Mean discharge (Gusecs) 

Volume of flow for 

1.10 

IBB 

21-30 

Whole 

month 

the mo 

M. A. F. 

nth 

T. M. G 

1901-02 . . . 

113,646 

44,993 

101,822 

86,787 

5.164 

225 0 

02-03 . . . 

229,417 

314,103 

146,699 

230,073 

13.690 

596 3 

03-04 . . . 

204,589 

173,824 

238,886 

205,766 

12-244 

533 3 

04-06 . . . 

39,472 

135,768 

114,349 

96,530 

5.744 

250.2 

06-06 . . . 

96,807 

63,737 

43,985 

64,510 

3.839 

167.2 

1906-07 . . . 

288,985 

109,333 

131,198 

176,505 

10503 

4575 

07-08 . . . 

137,667 

70,913 

78,347 

95,642 

5.691 

247.9 

08-09 . . , 

149,476 

141,710 

366,873 

219,353 

13.052 

568 6 

09-10 . . . 

266,568 

100,786 

41,765 

136,370 

8.11S 

353.5 

10-11 . . . 

207,666 

114,890 

258,373 

193,609 

11.521 

501.8 

10 Years’ Average 

173,308 

126,006 

152,230 

150,514 

8.956 

390.1 

1911-12 ... 

121,235 

78,606 

73,689 

91,176 

5.425 

23S.3 

12-13 . . . 

87,664 

68,979 

123,476 

93,373 

5.556 

242.0 

13-14 . . . 

82,098 

62,602 

52,191 

65,597 

3.903 

170.0 

14-16 . . . 

127,266 

168,160 

328,721 

208,049 

12.380 

539.3 

16-16 . . . 

83,368 

143,830 

181,066 

136,085 

8.098 

352.7 

1916-17 . , . 

114,806 

384,410 

228,696 

242,637 

14.438 

628.9 

17-18 . . . 

379,373 

284,726 

205,719 

289,939 

17.253 

751.5 

18-19 . . . 

88,117 

51,960 

133,201 

91,093 

5-420 

236.1 

19-20 . . . 

218,295 

122,583 

172,917 

171,232 

10.189 

443.8 

20-21 . . . 

68,964 

61,254 

112,107 

74,109 

4410 

192.1 

10 Tears’ Average 

136,119 

141,701 

161,177 

146,329 

8.707 

379.3 

1921-22 . . . 

69,612 

136,703 

128,111 

111,442 

6.631 

288.9 

22-23 . . . 

90,311 

97,868 

70,243 

86,141 

5.126 

223.3 

23-24 . . . 

118,549 

114,308 

161,466 

128,108 

7.623 

332.1 

24-26 . . . 

339,143 

94,956 

191,807 

208,635 

12.415 

540.8 

26-26 . . . 

138,242 

62,818 

84,945 

95,335 

5.673 

247.1 

1920-27 . . . 

187,409 

225,548 

118,212 

177,056 

10.536 

458.9 

27-28 . . . 

163,377 

100,968 

218,943 

157,763 

9.388 

408 9 

28-29 . . . 

312,024 

147,247 

183,163 

214,144 

12.742 

555.1 

29-30 , . . 

113,165 

52,231 

162,408 

109,268 

6.502 

283.2 

30-31 . . . 

108,715 

223,015 

166,833 166,188 

9889 

4308 

10 Tears’ Average 

163,045 

125,566 

147,613 145,408 

8.652 

376.9 










MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE'VOLUME OF FLOW BY MONTHS 

SERIAL No. 8 


River KRISHNA Site VIJAYAWADA Month SEPTEMBER 


1 Mean discharge {Cusecs) 

Volume of flow for 

Year ^ 

1-10 

11-20 

21-30 

TJ7 

the month 

{June to May) 

month 

M. A. F. 

T. M. C, 

1931-32 . . . 

212,188 

194,981 

199,483 

202,270 

12.036 

524.3 

32-33 . . . 

209,694 

274,752 

89,876 

191,441 

11.392 

496.2 

33-34 . . . 

257,281 

244,136 

223,305 

241,574 

14.375 

626.2 

34-36 . . . 

119,823 

83,956 

48,312 

84,030 

5.000 

217.8 

35-36 . . . 

263,607 

175,716 

144,894 

191,405 

11.389 

496.1 

1936-37 . . . 

74,772 

125,562 

112,338 

104,220 

6.202 

270.1 

37-38 . . . 

36,339 

86,159 

144,030 

88,843 

5.287 

230.3 

38-39 . . . 

187,662 

104,959 

207,988 

166,810 

9.926 

432.4 

39-40 . . . 

297,467 

117,338 

126,968 

180,591 

10.746 

468.1 

40-41 . . . 

133,690 

57,Qm 

97,038 

96,242 

5.727 

249.5 

10 Years’ Average 

178,202 

146,555 

139,423 

154,743 

9.208 

401.1 

1941-42 . . . 

86,986 

119,809 

84,626 

97,107 

5.778 

251.7 

42-43 . . . 

162,936 

101,803 

40,879 

98,372 

5.854 

2550 

43-44 . . . 

136,640 

156,416 

101,171 

131,042 

7.798 

339 7 

44-45 . . . 

116,944 

98,166 

82,282 

99,131 

5.899 

256.9 

46-46 . . . 

162,130 

96.687 

57,671 

105,463 

6 275 

273.4 

1946-47 . . . 

172,818 

184,601 

67,463 

141,590 

8.425 

367.0 

47-48 , . . 

321,339 

189,025 

291,164 

267,176 

15.898 

692.5 

48-49 . . . 

118,189 

68,986 

193,716 

126,963 

7.555 

329.1 

49-60 . . . 

136,643 

86,656 

580,446 

267,882 

15.940 

694.4 

50-61 . . . 

106,026 

359,401 

142,968 

202,798 

12.067 

525.7 

10 Years’ Average 

151,045 

145,995 

164,218 

153,752 

9.149 

398.5 

1951-52 . . . 

120,290 

60,764 

46,866 

72,306 

4.303 

187.4 

62-63 . . . 

68,662 

26,622 

29,013 

41,398 

2.463 

107.3 

53-64 . . . 

166,849 

148,212 

131,562 

145,207 

8.640 

376,4 

54-56 , . . 

14.1,043 

150,565 

164,864 

152,157 

9.054 

394.4 

55-66 . . . 

262,786 

211,350 

223,552 

232,562 

13.838 

602.8 

1956-57 . . . 

193,876 

93,149 

136,732 

141,252 

8.405 

366.1 

57-58 . . . 

135,352 

186,223 

68,588 

129,721 

7.719 

336.2 

58-69 . . . 

327,946 

136,465 

145,213 

202,875 

12072 

525.9 

59-60 . . . 

364,652 

211,519 

151,362 

242,508 

14.430 

628.6 

60-61 . . . 

234,306 

301,380 

440,432 

325,373 

19.361 

8434 

10 Years’ Average 

200,466 

151,425 

153,717 

168,536 

10.029 

436.8 

60 Ye«ir»’ Average 

167,039 

139,541 

153,063 

153,214 

9,117 

397.1 


( 8 . 9 ) 








MEAN DISCHAEGE BY 10-DAY PEEIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 8 


River KRISHNA Site VIJAYAWADA Month OCTOBER 




Mean discharge (Cusecs) 


Volume of flow for 
the month 

Year 




Whole 

month 

{June to May) 

1-10 

11-20 

21-31 

M. A. F, 

T. M. C. 

1901-02 ... 

68,814 

45,170 

24,195 

45,354 

2.789 

1215 

02-03 . . . 

44,345 

68,169 

46,651 

52,494 

3 228 

140.6 

03-04 . . . 

621,516 

98,622 

89,246 

231,680 

14245 

620.5 

04-05 . . . 

37,265 

66,799 

72,844 

56,188 

3.455 

150.5 

06-06 . . , 

26,768 

13,812 

63,8.53 

32,196 

1.980 

86.2 

1906-07 . . . 

55,609 

55,622 

28,104 

45,821 

2.817 

122 7 

07-08 ... 

160,034 

35,366 

16,881 

68,668 

4 222 

183.9 

08-09 . . . 

118,376 

27,082 

16,424 

52,750 

3243 

141.3 

09-10 . . . 

71,386 

65,461 

17,945 

.47,286 

2.S08 

1267 

10-11 . . . 

244,507 

124,911 

113,329 

159,381 

9.800 

426.S 

10 Years' Average 

134,860 

58,081 

47,747 

79,182 

4.869 

212.1 

1911-12 . . . 

29,862 

29,355 

27,157 

28,735 

1.767 

77.0 

12-13 . . . 

74,683 

82,100 

67,235 

70,884 

4.358 

1899 

13-14 . . . 

48,856 

78,109 

48,598 

58,201 

3579 

155.9 

14-16 . . . 

136,656 

45,269 

21,480 

66,307 

4.077 

177.6 

15-16 . . . 

344,841 

154,068 

69,733 

185,683 

11.417 

497.3 

1916-17 . . . 

91,458 

38,845 

204,523 

114,606 

7.047 

307.0 

17-18 . . . 

207,036 

136,540 

285,140 

211,687 

13.01S 

567.0 

18-19 . . . 

30,399 

13,716 

6,612 

16,577 

1.019 

44.4 

19-20 . . . 

262,012 

91,985 

46,172 

127,351 

7.831 

341.1 

20-21 . . . 

70,667 

62,604 

14,C08 

47,961 

2.949 

128.5 

10 Years’ Average 

128,646 

73,159 

78,066 

92,799 

5.706 

248.6 

1921-22 . . . 

69,209 

196,274 

29,011 

95,934 

5.899 

257.0 

22-23 . . . 

50,140 

50,636 

30,019 

43,160 

2.654 

115.6 

23-24 . . . 

84,141 

23,863 

19,448 

41,741 

2.567 

111.8 

24-25 . . . 

147,315 

40,725 

34,335 

72,841 

4.479 

195.1 

26-26 . . . 

103,115 

205,672 

30,393 

110,393 

6.788 

295.7 

1926-27 . . . 

95,087 

50,972 

20,522 

54,398 

3.345 

145.7 

27-28 . . , 

168,243 

67,825 

21,984 

83,952 

5.162 

224.9 

28-29 . . . 

251,870 

91,376 

83,038 

140,189 

8.620 

375.5 

29-30 . . . 

276,266 

110,907 

31,786 

136,174 

S.373 

364.7 

30-31 ... 

118,562 

118,072 

40,298 

96,633 

E 573 

Zil.H 

10 Years’ Average 

136,395 

95,632 

34,083 

86,942 

5.346 



(S.IO) 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No: 8 


River KRISHNA 


Site VIJAYAWADA Month OCTOBER 


Tear 

{June to May) 


Mean discharge (GuSecs) 


Volume of flow for 

1-10 

^ 11-20 

21-31 

Whole 

month 

the month 

M. A. F. T. M. 0 

■ 

1931-32 . . . 

207,321 

160,976 

84,468 

148,778 

9.148 

398.5 

32-33 . . . 

80,452 

63,319 

166,461 

105,090 

6 462 

281.5 

33-34 . . , 

112,294 

191,430 

133,605 

145,348 

8.937 

389.3 

34-35 . . . 

76,271 

45,758 

35,751 

52,050 

3.200 

139.4 

35-36 , . . 

68,349 

51,862 

84,911 

68,907 

4.237 

184.6 

1936-37 . . . 

165,759 

49,748 

61,346 

87,738 

5.395 

235.0 

37-38 . . . 

210,977 

138,834 

28,873 

123,088 

7.568 

329.7 

38-39 . . . 

301 614 

195,428 

42,311 

175,350 

10.782 

469.7 

39-40 . . , 

39,798 

20,363' 

120,059 

62,008 

3.815 

166.2 

40-41 , , . 

67,413 

121,752 

62,648 

79,702 

4.901 

213.5 

10 Years’ Average 

133,025 

103,947 

79,933 

104,806 

6.444 

280.7 

1941-42 . . . 

87,014 

69,382 

16,366 

56,257 

3.459 

150.7 

42-43 . . . 

22,426 

24,358 

20,290 

22,292 

1.371 

59.7 

43-44 . . . 

176,624 

173,513 

137,692 

161,774 

9.947 

433.3 

44-46 . . . 

40,712 

70,813 

81,946 

65,053 

4.000 

174.2 

45-46 , . . 

67,715 

39,350 

49,881 

49,011 

3.014 

131.3 

1946-47 . . . 

141,342 

53,829 

16,909 

68,958 

4.240 

184.7 

47-48 . , . 

167,179 

107,367 

64,359 

111,397 

6.850 

298.4 

48-49 . . . 

167,470 

112,730 

49,346 

104,671 

6.436 

280.4 

49-60 . . , 

158,984 

61,438 

176,785 

133,834 

8,229 

358.5 

60-51 . . . 

119,176 

211,727 

65,789 

130,088 

7.999 

348.4 

10 Years’ Average 

112,854 

92,450 

67,936 

90,334 

5.554 

242.0 

1961-62 . . . 

138,808 

117,903 

34,224 

94,954 

5.838 

254.3 

52-53 . . . 

66,689 

119,401 

62,198 

78,551 

4.830 

210.4 

53-64 . . . 

160,689 

191,186 

174,483 

172,163 

10.586 

461.1 

64-65 . . . 

146,997 

51,043 

61,612 

85,711 

5.270 

229.6 

55-56 . . . 

297,078 

196,611 

170,681 

219,783 

13.514 

588.7 

1956-67 . . . 

270,840 

282,972 

130,293 

224,882 

13.827 

602.3 

67-68 . . . 

51,340 

27,288 

153,179 

79,720 

4.902 

213.5 

58-59 . . , 

92,307 

111,916 

60,039 

83,634 

5.142 

224.0 

69-60 . . . 

241,291 

85,976 

33,306 

117,388 

7.218 

314.4 

60-61 . . . 

248,750 

57,145 

39,214 

112,591 

6.923 

301.6 

10 Years’ Average 

170,470 

124,144 

89,902 

126,938 

7.805 

340.0 

60 Years’ Average 

136,042 

91,236 

66,278 

96,833 

5 954 

259.4 


( 8 . 11 ) 










MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

8EB1AL No. 8 

River KRISHNA Site VIJAYAWADA Month NOVEMBEB 



\ Mean discharge (Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

(June-to May) 

1~10 

11-20 

21-30 

M A. F. 

T. M. C 


1901-02 . . . 

23,611 

9,768 

02-03 . . . 

53,429 

40,326 

03-04 . . . 

66,756 

48,673 

04-06 . . . 

23,368 

9,506 

05-06 . . . 

14,246 

5,853 

1900-07 . . . 

11,919 

10,154 

07-08 . . . 

9,493 

6.444 

08-09 . . . 

11,942 

9,104 

09-10 , 

10,186 

9,327 

10-11 . .• . 

84,809 

51,771 

10 Years’ Average 

29,966 

20,002 

1911-12 . . . 

10,3.59 

6,366 

12-13 , , . 

31,310 

11,653 

13-14 . . . 

11,689 

7,100 

14-16 . . . 

12,073 

16,904 

16-16 . . . 

60,042 

62,446 

1916-17 . . . 

643,137 

270,436 

17-18 . . . 

78,969 

90,618 

18-19 . . . 

5,470 

7,511 

19-20 . . . 

19,133 

83,331 

20-21 . . . 

7,116 

5,913 

10 Years’ Average 

86,932 

55,227 

1921-22 . . . 

81,723 

36,882 

22-23 . . . 

9,973 

105,247 

23-24 . . . 

15,466 

6,550 

24-26 . . . 

16,764 

11,309 

26-26 , . . 

11,090 

8,631 

1926-27 . . . 

9,776 

7,036 

27-28 . . . 

42,461 

62,020 

28-29 . . . 

47,534 

16,524 

29-30 . . . 

12,766 

10,636 

30-31 ... 

84,177 

62,676 

10 Years' Average 

33,172 

37,531 


7,462 

13,577 

0.808 

35.2 

13,926 

35,894 

2.136 

93.0 

23,668 

42,999 

2.559 

111.5 

5,445 

12,773 

0.760 

33.1 

3,413 

7,837 

0.466 

20.3 

7,086 

9,730 

0.579 

25.2 

6,714 

7,550 

0.449 

19.6 

5,276 

8,774 

0.522 

22.7 

6,410 

8,308 

0.494 

21.5 

25,875 

54,152 

3.222 

140.4 

10,418 

20,159 

1.200 

52.3 

6,382 

7,366 

0-438 

19.8 

11,398 

18,120 

1.078 

47.0 

4,869 

7,886 

0.469 

20.4 

8,796 

12,591 

0.749 

32.6 

20,666 

41,051 

2.443 

106.4 

88,,585 

334,052 

19.877 

865.9 

106,686 

92,091 

5 480 

238.7 

8,728 

7,236 

0.431 

18.8 

32,796 

45,093 

2.683 

116.9 

3,421 

5,483 

0.326 

14.2 

29,133 

57,097 

3.398 

148.0 

8,708 

42,438 

2.525 

1100 

35,367 

70,196 

4.177 

181.9 

4,403 

8,473 

0.504 

22 0 

8,950 

12,841 

0734 

32.0 

12,383 

10,668 

0.635 

27.7 

6,639 

7,484 

0.445 

19.4 

26,817 

43,762 

2.604 

113.4 

8,838 

23,966 

1.426 

62.1 

9,167 

10,856 

0.646 

28.1 

15,964 

50,906 

3.029 

131.9 

13,624 

28,109 

1.673 

72.9 


( 8 . 12 ) 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


SERIAL No. 8 

Biwr KRISHNA Site VIJAYAWADA Month NOVEMBER 


Year 

{June to May) 

. 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

T. M. G. 

1931-32 . . . 

72,029 

71,879 

33,875 

59,261 

3.526 

153.6 

32-33 . . . 

162,277 

105,966 

44,076 

100,773 

5.096 

261.2 

33-34 . , . 

52,887 

37,656 

49,493 

45,012 

2.678 

116.7 

34-35 . . . 

83,660 

40,969 

15,912 

46,810 

2.785 

121.3 

36-36 . . . 

64,399 

23,260 

10,746 

32,802 

1.952 

85.0 

1936-37 . . . 

277,64 

43,221 

48,102 

39,692 

2.362 

102.9 

37-38 . . . 

31,604 

14,286 

7,469 

17,786 

1.058 

46.1 

38-39 . . . 

19,102 

13,394 

10,327 

14,274 

0.849 

370 

39-40 . . . 

78,027 

22,524 

18,296 

39,616 

2.357 

102.7 

40-41 . . . 

28,566 

14,024 

11,062 

17,884 

1.064 

46.4 

10 Years' Average 

61,021 

38,717 

24,436 

41,391 

2.463 

107.3 

1941-42 . . . 

7,607 

6,082 

4,499 

5,729 

0.341 

14.8 

42-43 . . . 

8,106 

6,819 

4,660 

6,195 

0.369 

16.1 

43-44 . . . 

41,254 

25,123 

18,323 

28,238 

1.680 

73.2 

44-45 . . . 

131,868 

36,365 

16,236 

61,489 

3.659 

159.4 

46-46 . . . 

11,621 

11,524 

6,526 

9,890 

0.588 

25.6 

1946-47 . . . 

18,091 

67,346 

61,649 

49,029 

2.917 

127.1 

47-48 . . . 

19,386 

12,876 

12,346 

14,2m 

0.885 

38.5 

48-49 . . . 

38,126 

69,626 

108,536 

68,729 

4.090 

178.1 

49-60 . . . 

60,239 

19,587 

12,076 

27,301 

1.625 

70.8 

60-61 . . . 

31,147 

22,562 

10,249 

21,319 

1.269 

55.3 

10 Years’ Average 

S5,7U 

26,581 

25,510 

29,278 

1.742 

75.9 

1951-52 . . . 

18,257 

9,489 

6,363 

11,369 

0.677 

29.5 

62-53 . . . 

13,541 

6,637 

3,781 

7,993 

0.476 

20.7 

63-64 . . . 

125,683 

33,407 

14,258 

57,783 

3.438 

149.8 

54-65 . . . 

30,755 

12,189 

9,202 

17,382 

1.034 

45.1 

65-56 . . . 

110,052 

37,107 

19,978 

55,712 

3.315 

144.4 

1956-57 . . . 

172,266 

166,169 

63,911 

133,779 

7.960 

346.8 

57-68 . . . 

79,964 

37,364 

35,976 

51,101 

3.041 

132.5 

58-69 . . . 

12,213 

9,436 

14,178 

11,942 

0.711 

31.0 

69-60 . . . 

19,169 

17,909 

25,069 

20,716 

1.233 

53.7 

60-61 . . . 

21,641 

22,202 

16,176 

19,973 

1188 

51.8 

10 Years’ Average 

60,344 

35,092 

20,889 

38,775 

2.307 

100.5 

60 Years’ Average 

51,196 

35 540 

20,668 

35,802 

2.130 

92.8 


(8.13) 









MEAN DISCHARGE BY lO-DAY PEBIODS AND MONTHS 
AND THE VOEUME OE FLOW BY MONTHS 

SERIAL No. 8 


Siver KfillSINA Site VIJAYAWADA Month DECEMBER 


Year 

(June to May) 

Mean discharge (Cusecs) 

V olume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

Jf; A. F. 

T. M. 0. 

1901-02 . . . 

4,468 

2,783 

2,299 

3,152 

0.194 

8.4 

02-03 , . . 

9,734 

71,962 

29,442 

36,800 

2.263 

98.6 

03-04 . . . 

30,302 

17,480 

7,723 

18,154 

1.116 

48.6 

04-06 . . . 

3,588 

2,881 

2,679 

3,037 

0.187 

8.1 

06-06 . . . 

2,603 

2,206 

1,968 

2,246 

0.138 

60 

1906-07 . . . 

4,198 

3,298 

6,378 

4,681 

0 288 

12.5 

07-08 . . . 

5,168 

5,683 

3,679 

4,806 

0.296 

12.9 

08-09 , . . 

3,324 

3,063 

2,713 

3,019 

,0.183 

8.1 

09-10 . . . 

4,218 

3,777 

2,881 

3,601 

0.221 

9.6 

10-11 ... 

12,698 

9,996 

7,125 

9,849 

0.606 

264 

10 Years' Average 

29 

12,312 

6,688 

8,934 

0.549 

23.9 

1911-12 . . . 

4,892 

6,869 

4,517 

5,397 

0.332 

145 

12-13 . . . 

12,500 

8,930 

6,784 

8,965 

0 551 

24.0 

13-14 . . . 

3,524 

2,643 

2,693 

2 945 

0.181 

7.9 

14.15 ... 

6,684 

A,059 

6,776 

6,186 

0.380 

16.6 

16-16 , V . 

10,895 

9,166 

6,994 

8,598 

0.529 

23.0 

1916-17 . . . 

5,2439 

33,560 

28,421 

37,826 

2 326 

101.3 

17-18 . . . 

39,725 

23,751 

14,660 

25,645 

1.577 

687 

18-19 . . . 

18,770 

12,191 

4,41b 

11,554 

0.710 

30.9 

19-20 . . . 

11,378 

8,131 

7,835 

9.073 

0.558 

24.3 

20-21 . . . 

2,281 

1,949 

1,424 

1,870 

0.115 

5.0 

10 Years' Average 

16,307 

11,226 

8,242 

11,806 

0.726 

31.6 

1921-22 . . . 

6,880 

4,171 

2,761 

4,222 

0.260 

11.3 

22-23 . . . 

39,769 

13,562 

4,197 

18,693 

1.149 

50.1 

23-24 . . . 

3,066 

1,996 

1,838 

2,282 

0.140 

6.1 

24-25 . . . 

5,519 

3,757 

3,140 

4,107 

0.253 

11.0 

26-26 . . . 

6,038 

3,900 

4,638 

4,852 

0.298 

13.0 

1926-27 . . ■ 

4,148 

2,596 

1,644 

2,759 

0.170 

74 

27-28 . . . 

9,363 

5,008 

4,031 

6,063 

0.373 

162 

28-29 . . . 

6,780 

6,004 

3,934 

5,520 

0.339 

14.8 

29-30 . . . 

5,174 

3,644 

3,046 

3,925 

0.241 

10.5 

30-31 . . . 

8,831 

5(015 

3,177 

5,594 

0.344 

15.0 

10 Years' Average 

9,435 

4,965 

3,241 

5,802 

0.357 

15.5 


(8.14) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 8 

River KRISHNA Site VIJAYAWADA Month DECEMBEI 


Year 

(J urn to May) 


Mean discharge (Gusecs) 



volume of flow for 
the month _ 

M. A. F. T. M. ( 


1931-32 

32- 33 

33- 34 

34- 35 

35- 36 


16,045 

10,330 

10,106 

11,m 

0.724 

31.5 

22,837 

14,721 

8,000 

14,956 

0.920 

40.1 

17,032 

11,046 

17,223 

15,168 

0.933 

406 

9,227 

6,033 

5,661 

6,935 

0:426 

18.6 

6,772 

5,182 

4,398 

5,417 

0.333 

14.5 


1936-37 . . . 

13,682 

5,257 

4,246 

7,616 

0.468 

20.4 

37-38 . . . 

4,609 

3,208 

2,783 

3,509 

0.216 

9.4 

38-39 . . . 

6,213 

4,448 

3,561 

4,699 

0.289 

12.6 

39-40 . , . 

8,354 

4,912 

3,474 

5,512 

0.339 

14.8 

40-41 . . . 

9,296 

9,120 

6,999 

8.424 

0.518 

22.6 

10 Tears’ Average 

11,307 

7,426 

6,645 

8,401 

0.517 

22.5 

1941-42 . . . 

3,747 

3,172 

1,751 

2,853 

0.175 

7.6 

42-43 . , . 

3,439 

3,645 

3,089 

3,381 

0.208 

9.1 

43-44 . , . 

11,462 

7,496 

6,908 

8,211 

0.505 

220 

44-46 . . . 

9,204 

6,063 

3,973 

6,012 

0.370 

16.1 

45-46 . , . 

4,780 

2,&36 

2,441 

3,355 

0.206 

9.0 

1946-47 . . . 

26,308 

11,098 

6,786 

14,151 

0.870 

37.9 

47-48 . . . 

6,468 

6,376 

5,949 

6,254 

0.385 

16.8 

48-49 . . . 

69,363 

18,219 

11,149 

28,983 

1.782 

776 

49-50 . . . 

8,416 

6,630 

4,155 

6,005 

0.369 

16.1 

60-61 . . . 

6,326 

4,432 

4,163 

4,947 

0.304 

133 

10 Years’ Average 

13,851 

6,807 

4,936 

8,415 

0.517 

22.5 

1951-52 . . . 

6,659 

5,066 

2,896 

4,807 

0 296 

12.9 

52-63 . . . 

2,571 

4,162 

5,834 

4,239 

0.261 

11.4 

63-54 . . . 

11,164 

8,638 

6,704 

8,412 

0517 

22.5 

54-56 . . . 

8,751 

6,826 

4,824 

6,737 

0.414 

18.0 

55-56 . . . 

13,687 

9.844 

7,638 

10,301 

0.633 

21.% 

1956-57 . . . 

54,882 

23,991 

17,322 

31,590 

1.942 

84.6 

67-68 . . . 

16,406 

11,166 

8,613 

11,950 

0.735 

320 

58-59 . . . 

9,342 

8,463 

5,106 

7,556 

0.465 

20.2 

69-60 . . . 

10,883 

8,637 

6,633 

8,615 

0.530 

23.1 

60-61 . . . 

9,829 

8,847 

10,084 

9,603 

0.590 

25.7 

10 Years’ Average 

14,417 

9,562 

7,455 

10,381 

0.638 

27.8 

60 Years’ Average 

12,228 

8,716 

6,201 

8,956 

0.551 

24.0 


(». 15 ) 












MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SEBIAL No. 8 

River KRISHNA Site VIJAYAWADA Month JANUARY 


Year 

{June to May) 

Mean discharge (Cusees) 

Volume of flow for 

1-10 

11-20 

21-31 

Whole 

month 

me mor 

M. A. F. 

dfi 

T. M. 0. 

1901-02 . . . 

1,900 

1,621 

1,400 

1,632 

0.100 

4.4 

02-03 . . . 

10,318 

7,231 

6,052 

7,450 

0.458 

20.0 

03-04 . . . 

6,081 

3,657 

2,302 

3,603 

0.222 

9.7 

04-06 . . . 

2,077 

1,794 

1,703 

1,853 

0.114 

SO 

06-06 . , . 

i.m 

1,397 

1,535 

1,550 

0.095 

4.2 

1906-07 . . . 

16,247 

5,080 

2,872 

7,899 

0.486 

21.2 

07-08 . . . 

3,419 

3,466 

2,376 

3,064 

0.188 

8.2 

08-09 . . . 

2,692 

2,322 

2,023 

2,303 

0.142 

6.2 

09-10 . , . 

2,617 

1,644 

1,090 

1,729 

0.106 

4.6 

10-11 . . . 

5,686 

4,676 

4,031 

4,740 

0.291 

12-7 

JO Years’ Average 

5,166 

3,269 

2,438 

3,582 

0.220 

9.6 

1911-12 . . . 

1,349 

762 

209 

755 

0.047 

2.0 

12-13 . . . 

4,636 

2,846 

823 

2,673 

0.164 

7.2 

13-14 . . . 

669 

Nil 

Nil 

216 

0.013 

0.6 

14-16 . . . 

10,018 

6,162 

8,849 

8,360 

0.514 

22.4 

16-16 . . . 

6,616 

6,054 

4,061 

5,205 

0.320 

13.9 

1916-17 . . . 

23.681 

18,654 

12,913 

18,238 

1.121 

48.8 

17-18 . . . 

9,865 

8,548 

8,339 

8.899 

0.547 

23.8 

18-19 . . . 

2,430 

1,337 

1,382 

1,706 

0.104 

4.6 

19-20 . , . 

4,312 

3,468 

3,113 

3,611 

0.222 

9.7 

20-21 . . . 

1,124 

910 

1,031 

1,022 

0.063 

2.7 

10 Years’ Average 

6,360 

4,873 

4,072 

5,068 

0.312 

13.6 

1921-22 . . . 

3,030 

4,360 

3,127 

3,493 

0.215 

9.4 

22-23 . . . 

3,323 

2,205 

1,687 

2,346 

0.144 

6.3 

23-24 . . . 

1,241 

1,138 

855 

1,071 

0.066 

2.9 

24-25 . . . 

2,399 

1,476 

1,176 

1,667 

0.102 

4.5 

25-26 . . . 

2,905 

1,667 

1,3^ 

1,956 

0.120 

5.2 

1926-27 . . . 

1,299 

1,086 

856 

1,073 

0.066 

2.9 

27-28 . . . 

3,514 

2,066 

1,450 

2,314 

0.142 

6.2 

28-29 . . . 

3,854 

2,811 

2,156 

2,915 

0.179 

7.8 

29-30 . . . 

1,704 

1,175 

763 

1,199 

0.074 

3.2 

30-31 . . . 

2,793 

2,336 

1,423 

2,160 

0.133 

5.8 

10 Years’ Average 

2,606 

2,032 

1,475 

2,019 

0.124 

5.4 
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MEAN DISCHARGE BY lO-DA Y PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 8 

ver KRISHNA Site VIJAYAWADA Month JANUARY 


Year 

(June to May) 

Mean discharge (Gusecs) 

Volume oj flow for 
the month 

M A. E. 1 T. M. 0 

1-10 

11-20 

21-31 

Whole 

month 

1931-32 . . . 

7,266 

3,898 

3,432 

4,819 

0296 

12.9 

32-33 . . . 

6,774 

6,026 

4,119 

5,268 

0.324 

14.1 

33-34 . . . 

16,369 

6,872 

4,963 

8,936 

0.549 

23.9 

34-35 . . . 

4,407 

3,744 

3,074 

3,720 

0.229 

100 

35-36 . . . 

(3,136) 

(3.136) 

(3,138) 

3,135 

0193 

8.4 

1936-37 . . . 

3,197 

2,678 

1,799 

2,534 

0.156 

6.8 

37-38 . . . 

2,639 

1,729 

1,365 

1,858 

0.114 

SO 

38-39 . . . 

3,936 

3,322 

2,382 

3,187 

0.196 

8.5 

39-40 . . . 

2,506 

2,169 

1,714 

2,114 

0.130 

5.7 

40-41 . . , 

4,604 

5,434 

6,977 

5,714 

0.351 

15.3 

10 Years’ Average 

5,373 

3,800 

3,295 

4,128 

0.254 

11.1 

1941-42 . . . 

1,518 

2,099 

1,660 

1,756 

0.108 

4.7 

42-43 . . . 

9,454 

4,866 

3,682 

5,926 

0.364 

15.9 

43-44 . . . 

6,789 

4,934 

4,676 

5,083 

0.313 

13.6 

44-45 ... 

3,162 

2,462 

2,260 

2,612 

0.161 

7.0 

45-46 . . . 

1,958 

1,677 

1,616 

1,746 

0.107 

47 

1946-47 . . . 

4,141 

6,697 

3,669 

4,762 

0.293 

12.8 

47-48 . . . 

4,648 

3,133 

2,675 

3,459 

0.213 

9.3 

48-49 . . . 

6,922 

4,798 

4,468 

5,366 

0.330 

14.4 

49-50 . . . 

3,900 

3,676 

3,546 

3,701 

0.228 

9.9 

60-51 . . . 

3,281 

2,712 

2,022 

2,651 

0.163 

7.1 

10 Years’ Average 

4,476 

3,695 

3,016 

3,706 

0.228 

9.9 

1951-62 . . . 

1,808 

1,111 

1,211 

1,371 

0.084 

3.7 

62-63 . . . 

1,719 

1,138 

834 

1,217 

0.075 

3.3 

63-54 . . . 

6,646 

4,706 

4,369 

4,889 

0.301 

13.1 

54-55 . . . 

6,409 

6,198 

3,365 

4,938 

0.304 

13.2 

55-56 . . . 

6,481 

6,235 

6,334 

5,350 

0.329 

14.3 

1966-57 . . . 

11,980 

10,462 

9,002 

10,434 

0.642 

27.9 

57-68 . . . 

6,606 

6,328 

4.606 

5,416 

0.333 

14.5 

68-59 . . . 

5,ms 

3,589 

4,031 

4,319 

0.266 

11.6 

69-60 . . . 

6,406 

5,301 

7,344 

6,060 

0.373 

16.2 

60-61 . . . 

7,606 

4,447 

4,128 

5,320 

0.327 

14.2 

10 Years’ Average 5,782 

4,652 

4,412 

4,931 

0.303 

13.2 

60 Years’ Average 4,959 

3,720 

3,118 

3,906 

0.240 

10.5 


(8.17) 










MEAN DISCHAEQE'BY lO-BAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 8 


River KRISHNA Site VIJAYAWADA Month FEBRUARY 


Year 

(June to May) 


Mean discharge {Gusecs) 


Volume of flow for 
the month 

1-10 

^ 11.20 

J 

21-28129 

Whole - 
month i 

M. A . F. 

j r. M. c. 

1901-02 . . . 

1,186 

1,627 

922 

1,233 

0.068 

3.0 

02-03 . . . 

2,667 

2,166 

1,505 

2,156 

0.120 

5.2 

03-G4 ... 

2,032 

1,704 

1,5.56 

1,774 

0,102 

4.4 

04-05 . . . 

806 

216 

201 

423 

0.023 

1.0 

06-06 . . . 

1,904 

2,567 

1,468 

2,013 

0.112 

4.9 

1906-07 .. . . 

1,843 

1,610 

1,392 

1,631 

0.091 

3.9 

07-08 . . . 

1,730 

1,439 

1,245 

1,483 

0.085 

3.7 

08-09 . . . 

1,637 

1,507 

1,346 

1,508 

0 084 

36 

09-10 . . . 

186 

Nil 

Nil 

67 

0.004 

0.2 

10-11 . . . 

2,928 

2,471 

1,697 

2,385 

0.132 

5.8 

10 Years' Average 

1,692 

1,520 

1,123 

1,467 

0.081 

3.5 

1911-12 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

12-13 . . . 

637 

64 

Nil 

247 

0.014 

06 

18-14 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

14-16 . . . 

5,655 

2,672 

• 2,282 

3,590 

0.199 

8.7 

16-16 , . . 

2,770 

2,319 

2,657 

2,579 

0.148 

6.5 

1916-17 . . . 

12,397 

11,677 

7,820 

10,832 

0.602 

26.2 

17-18 . . . 

6,329 

4,734 

8,866 

5,056 

0.281 

12.2 

18-19 , . . 

1,025 

640 

386 

706 

0.039 

1.7 

19-20 . . . 

2,718 

2,039 

1,554 

2,123 

0.122 

5.3 

20-21 , . . 

695 

620 

635 

622 

0.035 

15 

10 Years’ Average 

3,213 

2,476 

1,910 

2,576 

0.143 

6.2 

1921-22 ... 

1,616 

1,313 

1,013 

1,299 

0.072 

3.1 

22-23 . . . 

1,299 

1,067 

903 

1,103 

0.061 

2.7 

23-24 . . . 

694 

399 

319 

441 

0.025 

1.1 

24-25 . . . 

889 

682 

49T 

702 

0.039 

1.7 

25-26 . . . 

1,772 

2,782 

1,.340 

2,009 

0.112 

4.9 

1926-27 . . . 

674 

676 

318 

501 

0.02 

1.28 

27-28 . , . 

1,284 

2,368 

1,633 

1,763 

0.101 

4.4 

28-29 . . . 

1,790 

1.811 

1,547 

1,728 

0.096 

42 

29-30 . . . 

367 

243 

116 

251 

0 014 

0.6 

30-31 . . . 

916 

531 

227 

582 

0032 

1.4 

10 Years’ Average 

1,100 

1,176 

791 

1,038 

0.058 

2.5 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No 8 


River KRISHNA Rite VIJAYAWADA Month FEBRUARY 



( Mean aischarge {Uusecs) 

Volume of flow for 
. the month 

Year 




Whole 1 

month 

(June to May) 

1-10 

11-20 

21-28129 

M. A. F. 

1 T. M. 0. 


1931-32 


2,393 

1,683 

2,838 

2,286 

0 131 

5.7 

32-33 “ 


3,464 

2,768 

2,349 

2,897 

0.161 

7.0 

33-34 


4,460 

3,306 

2,601 

3,516 

0.1S5 

$.5 

34-35 


3,863 

3,748 

2,141 

3,330 

0.185 

81 

35-36 


(3,708) 

(3,708) 

(3,708) 

3,708 

0.213 

9.3 


1936-37 . . . 

1,692 

2,186 

3,398 

2,320 

0.129 

5.6 

37-38 . . . 

1,060 

826 

528 

824 

0.046 

2.0 

38-39 . . . 

2,141 

1,361 

1,108 

1,564 

0.087 

3.8 

39-40 . . . 

1,283 

964 

785 

1,027 

0.059 

26 

40-41 . . . 

4,626 

3,131 

1,986 

3,338 

0,185 

8>1i 

10 Tears’ Average 

2,859 

2,367 

2,144 

2,481 

0 139 

6.1 

1941-42 . . . 

1,416 

1,146 

1,192 

1,255 

0.070 

3.0 

42-43 . . . 

3,126 

2,400 

1,983 

2.540 

0.141 

6.1 

43-44 . . . 

3,644 

2,664 

2,222 

2,865 

0.165 

7-2 

44-45 . . , 

1,796 

1,447 

1,028 

1,452 

0.081 

3.5 

46-46 . . . 

841 

818 

737 

803 

0.045 

1.9 

1946-47 • . . 

2,683 

2,166 

1,778 

2,204 

0.122 

5.3 

47-48 . . . 

2,143 

1,687 

1,.365 

1,706 

0.098 

4.3 

48-49 . . . 

3,674 

2,950 

2,251 

3,009 

0.167 

7.3 

49-50 . . . 

2,684 

2,107 

1,692 

2,195 

0.122 

5.3 

50-51 . . . 

1,662 

1,320 

1,057 

1,363 

0.076 

3.3 

10 Years’Average 

2,356 

1,861 

1,530 

1,939 

0.109 

4.7 


1,220 

794 

7l4 

916 

0.053 

2.3 


840 

457 

427 

585 

0.032 

1.4 


3,369 

3,136 

4,492 

3,603 

0 200 

8.7 

tlO V* . * • 

< 14-56 . . 

6,066 

4,598 

4,798 

4,822 

0-268 

11.7 

55-66 . . . 

6,266 

4,7S6 

4,161 

4,740 

0.273 

11.9 


1956-57 . . . 

7,659 

7,967 

67-58 . . . 

4,076 

6,432 

58-59 . . . 

5,626 

7,960 

69-60 . . . 

6,893 

7,295 

60-61 . . . 

7,091 

7,326 

10 Years’ Average 

4,708 

4,972 

60 Years’ Average 

2,655 

2,395 


6,242 

7,364 

0.409 

17.8 

6,638 

4,978 

0.276 

12.0 

6,698 

6,737 

0.374 

16.3 

7,173 

7,119 

0.409 

17.8 

5,249 

6,648 

0.369 

16.1 

4,538 

4,751 

0.266 

11.6 

2,006 

2,375 

0.133 

5.8 


( 8 . 19 ) 








mean discharge by 10-day periods and months 

AND THE VOLUME OP FLOW BY MONTHS 
SEBIAL No. 8 


Biver KRISHNA Site VIJAYAWADA Month MARCH 


Year 

{June to May) 

Mean discharge {Cusecs) 

Volume of flow for 

1-10 

, 

11-20 

21-31 

W hole 
month 

me mon 

M. A. F. 

tn 

T. M. 0. 

1901-02 . . . 

634 

602 

586 

606 

0.037 

1.6 

02-08 . . . 

1,189 

1,081 

891 

1,048 

0.064 

2.8 

08-04 ... 

1,160 

1,024 

649 

935 

0.057 

2.5 

04-06 . . . 

137 

146 

175 

153 

0.009 

0.4 

05-06 . . ., 

1,276 

968 

590 

933 

0.057 

2.5 

1906-07 . . . 

1,347 

880 

1,190 

1,141 

0.070 

3.1 

07-08 . . . 

1,204 

789 

654 

875 

0.054 

2.3 

08-09 . . . 

1,260 

1,092 

813 

1,047 

0.064 

2.8 

09-10 . . . 

Mil 

Nil 

Nil 

Nil 

Nil 

Nil 

10-11 . . . 

705 

73^ 

846 

764 

0.047 

2.0 

10 Years' Average 

891 

732 

639 

750 

0.046 

2.0 

1911-12 . . . 

Nil 

Nil 

9 

3 

Nil 

Nil”* 

12-18 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

13-14 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

14-15 . . . 

6,683 

4,934 

2,899 

4,465 

0.275 

12.0 

16-16 . . . 

3,461 

2,873 

301 

2,140 

0.132 

5.7 

1916-17 . . . 

5,269 

3,131 

2,983 

3,768 

0.232 

10.1 

17-18 . . . 

3,200 

1,456 

1,643 

2,083 

0.128 

5.6 

18-19 . . . 

267 

94 

243 

203 

0.012 

0.5 

19-20 . . . 

861 

403 

216 

484 

0.030 

1.3 

20-21 . . , 

639 

636 

677 

584 

0 036 

1.6 

10 Years’ Average 

1,938 

1,346 

887 

1,373 

0.084 

3.7 

1921-22 . . . 

676 

301 

69 

340 

0.021 

0.9 

22-23 . . . 

2,005 

1,484 

1,078 

1,508 

0093 

4.0 

23-24 . . . 

242 

160 

40 

144 

0009 

0.4 

24-26 . . . 

393 

340 

305 

345 

0.021 

0.9 

26-26 . . . 

1,635 

2,760 

341 

1,539 

0.095 

4.1 

1928-27 . . . 

222 

207 

213 

214 

0.013 

0.6 

27-28 . . . 

1,179 

716 

660 

846 

0.052 

2.3 

28-29 . . , 

1,235 

926 

916 

1,021 

0.063 

2.7 

29-30 . . . 

Nil 

Nil 

421 

149 

0.009 

0.4 

30-31 . . . 

114 

.572 

204 

294 

0.018 

0.8 

10 Years’ Average 

770 

746 

425 

640 

0.039 

1.7 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SEBIAL No. 8 

Uiver KRISHNA Site VIJAYAWADA Morah MARCH 


Tear 

(.June to May) 

Mean discharge (Cusces) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M.A. F. 

T. M. C 

1931-32 


1,324 

1,233 

998 

1,179 

0.072 

3.2 

32-33 

• • • 

2,293 

■1,898 

1,279 

1,806 

0.111 

4.8 

33-34 


2,211 

1,876 

1,626 

1,896 

0.117 

5.1 

34-35 

. - 

1,600 

1,310 

ISO 

1,166 

0.072 

3.1 

35-36 

, . . 

(1,736) 

,1,735) 

(1,735) 

1,735 

0.107 

4.6 

1936-37 


1,494 

819 

641 

974 

0.060 

2.6 

37-38 


362 

148 

139 

214 

0.013 

0.6 

38-39 


644 

437 

671 

587 

0.036 

1.6 

39-40 


619 

338 

619 

461 

0.028 

1.2 

40-41 

. , . 

1,676 

918 

426 

956 

0.059 

2.6 

10 Years’ 

Average 

1,366 

1,071 

876 

1,097 

0.068 

2.9 

1941-42 


1,203 

1,210 

323 

891 

0.055 

2.4 

42-43 


'576 

685 

748 

640 

0.039 

1.7 

43-44 


1,867 

1,644 

3,863 

2,500 

0.154 

6.7 

44-46 


804 

744 

722 

755 

0.046 

2.0 

46-46 


653 

767 

662 

651 

0.040 

1.7 

1946-47 


1,016 

961 

1,341 

1,110 

0.068 

3.0 

47-48 


1,147 

760 

'944 

950 

0.058 

2.5 

48-49 


1,667 

1,295 

965 

1,294 

0.080 

3.5 

49-60 


1,270 

1,089 

1,032 

1,127 

0.069 

30 

60-61 

% * * 

767 

603 

667 

679 

0042 

1.8 

10 Years’ 

Average 

1,097 

964 

1,114 

1,060 

0.065 

2.8 

1961-62 


668 

460 

446 

484 

0.030 

1.3 

52-63 


133 

138 

158 

143 

0.009 

0.4 

63-64 


4,044 

6,388 

7,700 

6,097 

0.375 

16.3 

64-65 


6,124 

6,011 

6,065 

6,067 

0.373 

16.2 

65-66 


3,932 

3,686 

3,347 

3,645 

0.224 

9.8 

1966-67 


7,394 

8,097 

6,807 

7,413 

0.456 

199 

67-68 


4,706 

4,088 

3,212 

3,976 

0.244 

10.6 

68-69 


4,681 

3,686 

3,423 

3,913 

0.241 

10.5 

69-60 


7,039 

6,971 

7,496 

7,179 

0.441 

19.2 

60-61 


6,026 

6,438 

4,444 

4,952 

0.304 

13.3 

10 Years’ 

Average 

4,364 

4,495 

4,310 

4,386 

0.270 

11.7 

60 Years* Average 

1,738 

1,559 

1.375 

1,551 

0.095 

4.2 


( 8 . 21 ) 








MEAN BIBCHAflGE BY 10-DAY PERIDDS AND MONTHS 
AND THE VOLDME OP PLOW BY MONTHS 


SmiAL No. i? 

mv0 MUSHNA VIJAYAWADA Motdh APRIL 


Tear 

{June to May) 

Mean discharge [Ouaecs) 

Volume of flow for 
the month 

M. A. F. T. M. C. 

1-10 

11-20 

21-30 

Whole 

month 

1901-02 . . . 

617 

190 

192 

299 

0.018 

0.8 

02-03 . . . 

680 

642 

609 

610 

0.036 

1.6 

03-04 . . . 

473 

388 

361 

407 

0.0^4 

1.1 

04J06 . . . 

67 

109 

121 

96 

0.006 

0.2 

06-06 . . . 

236 

136 

122 

164 

0.010 

04 

1906-07 . . . 

1,074 

683 

870 

841 

0.050 

22 

07-08 . . . 

906 

734 

560 

729 

0.043 

1.9 

08-09 . . . 

1,426 

823 

1,064 

1,104 

0.066 

2.9 

09-10 . . , 

626 

263 

119 

333 

0.020 

0.9 

10-11 . . . 

674 

477 

247 

466 

0.028 

1.2 

10 Yean* Average 

067 

m 

416 

505 

0.030 

1.3 

1911-12 . . . 

137 

Nil 

Nil 

46 

0.003 

0.1 

12-13 . . . 

288 

472 

112 

291 

0.017 

08 

13-14 . . . 

730 

2,313 

136 

1)059 

0.063 

2.7 

14-15 , . . 

1,231 

668 

389 

709 

0.042 

1.8 

16-16 . . . 

481 

245 

192 

306 

0.018 

0.8 

1916-17 . . . 

2,061 

2,563 

1,902 

2,172 

0.129 

5.6 

17-18 . . . 

1,168 

1,305 

901 

1,125 

0.067 

29 

18-W . . . 

947 

Nil 

380 

442 

0.026 

1.1 

19-20 . . . 

77 

766 

260 

368 

0.022 

1.0 

20-21 . . . 

Nil 

Nil 

113 

38 

0 002 

0 1 

10 Years’ Average 

711 

817 

438 

656 

0.039 

1.7 

1921-22 . . . 

97 

166 

68 

no 

0.007 

03 

22-23 . . . 

1,058 

2,228 

l,7ul 

1,662 

0.099 

4.3 

23-24 . , . 

62 

Nil 

Nil 

17 

0.001 

Nil 

24-25 , . . 

363 

366 

1,896 

871 

0.052 

2.3 

26-26 . . . 

1,226 

876 

169 

757 

0.045 

2.0 

1926-27 . . . 

186 

Nil 

Nil 

62 

0.004 

0.2 

27-28 . . . 

767 

716 

658 

680 

0.040 

1.8 

28-29 . . . 

701 

640 

608 

650 

0.039 

1.7 

29-30 . . . 

237 

266 

144 

212 

0.013 

06 

30-31 . . . 

314 

261 

150 

253 

0.015 

07 

10 Years' Average 

500 

550 

529 

527 

0.031 

1.4 


( 8 ; 22 ) 






MEAN DISCHAROE BY lO-DAY PERIOI® AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

8EBIAL No. 8 


River KEUSHNA Rite VIJAYAIKADA Month APJSIL 


Year 

{June to May) 


Volume of flow for 

1-10 

11-20 

21-30 

Whole 

month 

me mon 

M. A. F. 

tn 

T.M. C 

19:U-32 . . . 

930 

661 

726 

776 

0.046 

2.0 

32-33 . . . 

1,088 

1,218 

6,290 

2,865 

0.170 

7.4 

33-34 . . . 

1,137 

1,110 

1,695 

1,281 

0.076 

3.3 

34-35 . . . 

1,177 

2,699 

1,610 

1,829 

0.109. 

4.7 

35-36 . . . 

1,934 

2,904 

1,098 

1,979 

0.118 

5.1 

1936-87 , . . 

676 

3,145 

17,836 

7,186 

0.428 

18.6 

37-38 . . . 

786 

2,847 

1,317 

1,640 

0.098 

4.3 

38-39 . , . 

637 

302 

249 

362 

0022 

0.9 

39-40 . . . 

314 

261 

276 

284 

0.017 

0.7 

40-41 . . . 

160 

897 

292 

283 

0017 

0.7 

10 Years’ Average 

861 

1,554 

3,129 

1,849 

0.110 

4.8 

1941-42 . . . 

467 

224 

276 

322 

0.019 

0.8 

42-43 . . . 

138 

231 

88 

1§0 

0.009 

0.4 

43-44 . . . 

2,968 

1,339 

760 

1,686 

0.100 

4.4 

44-45 . . . 

282 

1,184 

1,287 

918 

0.055 

2.4 

45-46 . ... 

133 

371 

379 

294 

0.017 

0.8 

1946-47 . . . 

366 

112 

Nil 

159 

0.009 

0.4 

47-48 . . . 

911 

1,092 

1,791 

1,265 

0.075 

3.3 

48-49 , , 

886 

420 

Nil 

436 

0.026 

1.1 

49-50 ! . . 

971 

638 

Nil 

503 

0.030 

1.3 

60-61 . . . 

2,076 

1,033 

Nil 

1,036 

0.062 

2.7 

10 Years’ Average 

919 

654 

458 

677 

0.040 

1.8 

1951-52 . 

249 

282 

168 

233 

0.014 

0.6 

62-53 . , , 

145 

269 

1,234 

549 

0.033 

1.4 

63-54 . 

6,672 

1,593 

1,672 

3,245 

0.193 

8.4 

64-66 . 

6,174 

4,789 

2,350 

4,438 

0.264 

11.5 

65-56 . . . 

5.032 

6,466 

6,187 

5,228 

0.311 

13.6 

1956-57 

6,646 

6,201 

5,606 

6,117 

0.364 

15.9 

67-68 

4,718 

3,801 

3,824 

4,113 

0.245 

10.7 

68-59 

5j067 

i,022 

6,680 

5,589 

0.333 

14.5 

59-60 

5,918 

4,681 

4,297 

4,956 

0.295 

12.8 

60-61 . . , 

3,870 

6,468 

4,162 

4,500 

0.268 

11.7 

10 Years Average 

4,438 

3,854 

3,398 

3,897 

0.232 

10.1 

60 Years* Average 

1,349 

1,310 

1,395 

1,352 

0.080 

3.5 


( 8 . 23 ) 








MEAN PISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No. 8 


River KRISHNA_ Site VIJAYAWADA_ Month MAY 


Tear 

Mean discharge (Cusecs) 


Volume of flow for 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

M. A. F. 

. 

T. M. C 

1901r02 . . . 

143 

310 

763 

413 

0.025 

1.1 

02-03 . . . 

421 

641 

865 

650 

0.040 

l.V 

03-04 . . . 

311 

279 

989 

541 

0.033 

1.4 

04-05 . . . 

73 

421 

1,508 

694 

0 043 

1.9 

06-06 . . . 

108 

48 

Nil 

51 

0.003 

0.1 

1906-07 . . . 

14,388 

4,866 

1,747 

6,831 

0.423 

183 

07-08 . . . 

Nil 

62 

307 

123 

0.008 

03 

08-09 . , . 

686 

662 

3,291 

1,603 

0.099 

43 

09-10 . . . 

31 

Nil 

Nil 

10 

0.001 

Nil 

10-14 . , . 

149 

104 

169 

138 

0.008 

0.4 

10 Years’ Average 

1,631 

739 

962 

1,105 

0.068 

3.0 

1911-12 . . . 

Nil 

2,17.5 

847 

1,002 

0.062 

2.7 

12-13 . , . 

Nil 

Nil 

1,426 

506 

0.031 

1.4 

13-14 . . . 

167 

272 

40 

156 

0.010 

0.4 

14-16 . . . 

690 

942 

4,690 

2,155 

0.133 

5.8 

16-16 . . . 

113 

57 

74 

81 

0.005 

0.2 

1916-17 . . . 

1,504 

1,297 

956 

1,243 

0.076 

3.3 

17-18 . . . 

612 

1,166 

20,678 

7,875 

0.484 

211 

18-19 . . . 

1,820 

4,106 

841 

2,210 

0.136 

5.9 

19-20 ... 

9 

30 

849 

314 

0.019 

0.8 

20-21 . . . 

1.754 

640 

122 

816 

0.050 

2.2 

10 Years’ Average 

657 

1,067 

3,042 

1,636 

0.101 

4.4 

1921-22 . . . 

61 

38 

1,373 

519 

0.032 

14 

22-23 . . . 

727 

467 

.500 

559 

0.034 

15 

23-24 . . . 

Nil 

236 

105 

113 

0.007 

03 

24-25 . . . 

1,373 

39,608 

15,665 

18,743 

1152 

50.2 

25-26 . . , 

182 

377 

2,891 

1,206 

0.074 

32 

1926-27 . . . 

Nil 

Nil 

163 

58 

0.004 

0.2 

27-28 . . . 

436 

82 

958 

507 

0031 

1.4 

28-29 . . . 

1,790 

4,672 

2,650 

3,025 

0 186 

8.1 

29-30 . . . 

138 

Nil 

Nil 

44 

0.003 

01 

30-31 . . . 

Nil 

Nil 

9--'4 

328 

0.020 

09 

10 Tears’ Average 

471 

4,547 

2,513 

2,510 

0.154 

6.7 


( 8 . 24 ) 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 8 


Rivet KRISHNA Site VIJAYAWADA Month MAY 


Tear 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. C 

1931-32 . . . 

128 

253 

707 

374 

0 023 

10 

32-33 . . . 

3,945 

8,229 

21,829 

11,673 

0.718 

31 3 

33-34 . . . 

2,500 

606 

358 

1,129 

0.069 

3.0 

34-36 . . . 

807 

460 

20 

416 

0.026 

1.1 

35-36 . . . 

607 

Nil 

3,504 

1,439 

0.088 

3.9 

1936-37 . . . 

12,424 

3.009 

1,222 

5,412 

0.333 

14.5 

37-38 . . . 

724 

414 

151 

421 

0.026 

1.1 

38-39 . . . 

83 

Nil 

Nil 

27 

0.002 

0.1 

39-40 . , . 

42R 

2,236 

76,423 

27,654 

1.700 

74.1 

40-41 . . . 

22 

508 

1,856 

829 

0.051 

2.2 

10 Tear a’ Average 

2,167 

1,582 

10,507 

4,937 

0.304 

13.2 

1941-42 . . . 

569 

681 

619 

588 

0.036 

1.6 

42-43 . . . 

29 

70 

61,708 

21,928 

1.348 

58.7 

43-44 . . . 

642 

344 

220 

396 

0.024 

1.1 

44-45 . . , 

947 

602 

66 

523 

0.032 

1.4 

45-46 . . . 

422 

310 

377 

376 

0.023 

1.0 

1946-47 . . , 

Nil 

44 

27 

28 

0 001 

0.1 

47-48 . . . 

1,775 

8,256 

6,496 

5,540 

0341 

14.8 

48-49 . . . 

Nil 

Nil 

304 

108 

0.007 

0.3 

49-50 . . . 

Nil 

Nil 

514 

182 

0.011 

0.5 

50-51 . . . 

Nil 

Nil 

306 

108 

0007 

0.3 

10 Tears’ Average 

438 

1,030 

7,054 

2,977 

0.183 

8.0 

1961-62 . . . 

95 

Nil 

104,901 

37,253 

2.291 

998 

52-53 . . . 

Nil 

Nil 

211 

75 

0.005 

0.2 

63-54 . . , 

1,998 

1,416 

2,188 

1,878 

0.115 

5.0 

64-55 . . . 

4,644 

2,510 

14,097 

7,278 

0.448 

19.5 

66-56 . . . 

6,699 

6,185 

7,423 

6,790 

0.418 

18.2 

1966-57 . . . 

5,642 

3,191 

6,266 

5,069 

0.312 

13.6 

67-58 . , . 

6,637 

8,693 

9,842 

8,114 

0.499 

21.7 

68-69 . . . 

4,932 

7,805 

6,979 

6,585 

0405 

17.6 

59-60 . . . 

6,467 

6,568 

12,659 

8,048 

0.495 

21.6 

60-61 . . . 

3,866 

8,856 

10,859 

7,954 

0489 

21.3 

10 Tears’ Average 

3,886 

4,422 

17,542 

8,904 

0.548 

23.8 

60 Years’ Average 

1,542 

2,231 

6,937 

3,678 

0.226 

9.9 









mean discharge by 10-day periods and months 
AND the volume OF FLOW BY MONTHS 

SERIAL No. 9 


River KOYNA 


Site JALKEWADI 


Month JUNE 


{JuTie to May) 


1-10 11-20 21-30 


W hole - 

month M. 


1949-50 . . . 

690 

254 

1,196 

680 

0.040 

1.8 

60-61 . . . 

(Nil) 

no 

306 

138 

0.008 

0.4 

1951-52 . . . 

(Nil) 

)16 

12,094 

4,337 

0.258 

11.2 

52-63 . . . 

116 

424 

5,791 

2,110 

0.126 

5.5 

53-54 . . . 

(Nil) 

719 

18,035 

6,251 

0.372 

16.2 

64-65 . . . 

391 

1,137 

1,665 

1,065 

0.063 

28 

66-66 . . - 

317 

344 

9,723 

3,461 

0.206 

9.0 


1966-87 . . . 

625 

1,482 

9,064 

3,690 

0.220 

9.6 

67-58 . . . 

195 

400 

8,504 

3,033 

0.180 

7.9 

68-69 . . . 

(Nil) 

124 

6,320 

2,148 

0128 

5.6 

69-60 . . . 

482 

614 

6,557 

2,551 

0.1S2 

66 

60-61 . . . 

451 

1,394 

13,583 

5,143 

0.306 

13.3 

12 Years' Average 

256 

660 

7.736 

2,884 

0.172 

7.5 


( 9 . 1 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 9 

River KOYNA Site JALKEWADI Month JULY 


Tear 

{June to May) 


Mean discharge (Cusecs) 

1 

Volume of flow for 
the month 

M. A. F. 1 T. M. G. 

1-10 

11-20 

21-31 1 

j 

Whole |- 
month 1 

1949-50 . . . 

4,010 

28,588 

13.418 

15,276 

0.939 

40.9 

60-61 . . . 

1,967 

31,128 

36,655 

28,325 

1.434 

62.5 

1961-62 . . , 

3,439 

6,282 

26,649 

12,592 

0.774 

33.7 

62-63 . . . 

3,669 

14,603 

38,132 

19,360 

1.190 

51.9 

63-54 . . . 

33,276 

13,646 

4,924 

16,851 

1.036 

45.1 

64-55 . . . 

24,991 

38,967 

8,198 

23,541 

1.447 

63.1 

66-66 . . . 

16,842 

12,198 

9,666 

12,797 

0.787 

34.3 

1966-67 . . . 

34,836 

24,977 

20,139 

26,440 

1.626 

70.8 

67-68 . . . 

12,708 

33,368 

13,707 

19,727 

1.213 

52.8 

68-69 . . . 

21,231 

47,530 

15,423 

27,654 

1.700 

74.1 

69-60 . . . 

33,404 

67,933 

34,478 

44,923 

2.762 

120.3 

60-61 . . . 

34,561 

6,926 

20,738 

20,419 

1.256 

54.7 

12 Yeart' Average 

18,735 

27.072 

20,094 

21,909 

1347 

58.7 


( 9 . 2 ) 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 

and the. volume of plow by months 

SERIAL No. 9 


River KOYNA 


Bite JALKEWADI 


Month 

AUGUST 


1 Mean discharge (Cusecs) 

Volume of flow for 

Year 


j 


Whole 

month 

the month 

(June to May) j 

1 

1-10 

11-20 

[ 

21-31 

M. A. F. 

1 T, M. C. 

1949-50 . . . 

24,752 

10,177 

3,794 

12,614 

0.776 

33.8 

50-51 . . . 

15,484 

6,658 

1,615 

7,684 

0.472 

20.6 

1961-52 . . . 

25,160 

11,616 

7,402 

14,490 

0.891 

38.8 

62-63 . . . 

23,698 

12,440 

8,649 

14,727 

0.906 

39.4 

53-54 . . . 

26,350 

80,266 

8,924 

21,426 

1.317 

57.4 

54-66 . . . 

84,540 

12,966 

3,854 

16,692 

1.026 

44.7 

65-66 . . . 

14,194 

17.424 

19,228 

17,022 

1.047 

45.6 

1966-57 . . . 

40,118 

20,377 

6,168 

21,703 

1.334 

58.1 

67-58 . . . 

17,483 

14,507 

17,798 

16,635 

1.023 

44.6 

58-59 - i . 

8,534 

12,646 

18,694 

13,433 

0.826 

36.0 

59-60 . . . 

17,335 

6,927 

19,540 

14,760 

0.908 

39.5 

60-61 . . . 

23,824 

16,526 

8,508 

15,713 

0.966 

42.1 

12 Yeais’ Average 

22,623 

14,277 

10,348 

15,575 

0.958 

41.7 


(9.3) 



MEAN DISCHAEGE BY lO-DAY PEEIOBS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 9 

River KOYNA Site JALKEWADI Month SEPTEMBER 


Tear 

{June to May) 

1 Mean discharge {Ousecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

\ T M. C 

1949-50 . . 

6,438 

4,161 

11,749 

7,446 

0.443 

19.3 

50-61 ■ . . 

9,183 

4,851 

3,918 

5,984 

0.356 

15.5 

1961-62 . . . 

2,692 

1,826 

636 

1,718 

0.102 

4.5 

62-63 . . . 

2,621 

1,012 

603 

1,379 

0.082 

36 

63-64 . . . 

3,830 

3,184 

1,600 

2,838 

0.169 

7.4 

64-66 . . . 

14,266 

8,128 

6,967 

9,787 

0.582 

25.4 

66-66 . . . 

n,'tm 

2,862 

2,669 

9,740 

0.580 

25.2 

1966-67 . . . 

6,842 

2,820 

4,498 

4,387 

0.261 

11.4 

87-68 . . . 

2,949 

6,883 

1,764 

3,528 

0.210 

9.1 

68-69 . . . 

11,937 

6,640 

1,951 

6,810 

0.405 

17.7 

69-60 . . . 

23,042 

7,414 

3,697 

11,385 

0.677 

29.5 

66-61 ; . . 

4,328 

2,919 

4,080 

3,776 

0.225 

9-8 

12 Years'Average 

9,236 

4.298 

3,660 

5,732 

0.341 

14.9 


(9.4) 


MEAN WSCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 9 

River KOYNA Site JAUCEWADI Month OCTOBER 


Year 

{June to May) j 

1 Mean discharge {Uuseca) j 

V olume of flow for 
the month 

LIO j 

n-20 1 

21-31 

Whole 

month 

M. A. F. 

! T. M. C. 

1949-50 . . . 

2,128 

784 

507 

1.120 

0.069 

30 

50-51 . . . 

2,727 

1,763 

587 

1,657 

0.102 

4.4 

1951-62 . . . 

(700) 

(660) 

(350) 

(527) 

(0.032) 

(1.4) 

62-63 . . . 

724 

559 

868 

541 

0.033 

1.4 

53-64 . . . 

2,086 

1,874 

787 

1,396 

0.086 

3.7 

64-55 . . . 

3,269 

1,166 

962 

1,772 

0.109 

4.7 

66-66 . . . 

14,980 

1,679 

1,679 

5,934 

0.365 

15.9 

1956-57 . . . 

6,496 

2,564 

1,093 

2,985 

0.184 

8.0 

67-58 . . . 

1,160 

803 

907 

955 

0.0S9 

2.6 

58-69 . . . 

1,629 

1,224 

936 

1,299 

0.080 

3.5 

69-60 . . . 

2,369 

2,763 

1,369 

2,138 

0.131 

5.7 

60-61 . . . 

2,384 

1,680 

1,067 

1,686 

0.104 

4.5 

12 Years’ Average 

3,304 

1,407 

874 

1,834 

0.113 

4.9 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 9 


Siver KOYNA 


Site JALKEWADI 


Month NOVEMBER 

Tear 

(June to May) 

Mean discharge (Gusecs) \ 

Volume of flow for 
the month 

:.io j 

' 11-20 

21-30 

Whole 

month 

M.A.F. 

[ 

T. M. 0 


1949-50 . . . 

00-61 . . . 

297 

223 

192 

238 

0.014 

0.6 

1951-62 . . . 

52-63 . . . 

161 

114 

76 

no 

0.007 

0.3 

53-54 . . . 

64-65 . . . 

326 

194 

178 

233 

0.014 

0.6 


BB-S6 . . . 


198«.57 . . . 

07-68 . . . 

08-69 . . . 

69-60 . . . 

60-61 f . . 376 182 


134 2il 0.014 0.0 


MEAN DISCHARGE B? 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SBUlAh No. 9 

River KOYNA Site JAIKEWADI Month DECEMBER 


Year 

(June to May) 

1 Mean iii^ctiarqe {(Jusecs) 

Voturne o^ yiow J'or 
the month 

1-10 1 11-20 

21-31 

Whole 

month 

M. A F. j 

T. M. C. 


1949-50 . 


167 

141 

126 

141 

0.009 

0.4 

50-51 . 









1961-62 

. . . 

66 

66 

47 

57 

0.004 

0.2 

62-53 . 


51 

.17 

26 

38 

0.002 

0.1 

63-54 , 

. 

99 

68 

SO 

71 

0.004 

0.2 


fi4-55 . . . 

56- 66 . . . 

1M6.87 . . . 

57- «8 . . . 

58- 59 . . . 

89-60 . . . 

60*61 ... 121 IS Nil dj 0.003 0.1 



MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 9 


River KOYNA 


Site JALKEWADI 


Month JANUAI 


1 Mean discharge (Gusecs) 

1 Volume of flow 

Tear 

1-10 ! 

1 11-20 

21-31 I 

I Whole 
month 

the mordh 

(June to May) 

M. A. F. 1 

[ T. M. 

1949-60 . . . 

106 

91 

78 

91 

0.006 

0.2 

60-61 







1961-62 . , , 

37 

27 

16 

26 

0.002 

01 

62-63 . . . 

18 

16 

9 

U 

OOOl 

Nil 

63-64 . . . 

37 

21 

9 

22 

0.001 

0.1 

64-66 . . . 







66-66 ■ • > 








Month FEBRUARY 


Tear 

1 Mean discharge (Gusecs) 

Volume of flow for 

1 

1 


Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-28129 

M. A. F. 

T. M. 

1949-60 . . . 

14 

12 

9 

12 

0.001 

Nil 

60-61 







1961-62 . . . 

14 

12 

10 

12 

0.001 

Nil 

62-63 . . . 

6 

3 

3 

4 

Nil 

NU 

63-64 . . . 

6 

2 

2 

3 

Nil 

NU 


(9.8) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 9 

River KOYNA Site JALKEWADI Month MARCH 


Year 

Mean discharge (Cusecs) 


! Y olum e of flow for 




Whole 

•month 

I the month _ 

(June to May) 

1-10 

11-20 

21-31 

: M. A. F.| T. M. G. 


1949-50 ... 6 7 3 6 Nil Nil 

50-51 . . . 


1961-52 . . . 

7 

8 

7 

<S 

Nil 

Nil 

52-63 . . . 

2 

1 

1 

1 

Nil 

Nil 

63-54 . . . 

1 

18 

6 

8 

Nil 

Nil 


Month APRIL 

Year 

I Mean discharge (Cusecs) 

Volume oj flow for 




Whole 

month 

the monlh 

(June to May) 

1-10 

.11-20 

21-30 

M. A. F.‘ j 

T. M. C. 

1962-53 . . . 

Nil 

12 

10 

7 

Nil 

Nil 

63-64 

1 

Nil 

Nil 

1 

Nil 

Nil 






Month 

MAY 


( Mean discharge (Cusecs) 

Volume of flow for 

1 the month 

Year 




Whole 

month 

(June to May) 

1-10 

11-20 

21-31 

M. A. F. 

T. M. G. 

1953-64 . . . 

1 

4 

1 

2 

Nil 

Nil 


( 9 . 9 ) 





VOLUME OF ANNUAL PLOW 

8EBIAL No. 10 

River KOYNA Site HELWAK 


Year 

Volume of Flow 

M. A. F. 

T. M. C. 

1906 

2.723 

118.6 

07 

3.988 

173.7 

08 

4.334 

188.8 

09 

4.0vS4 

177.9 

10 

3.846 

167.6 

1911 

2.484 

108.2 

12 

4.064 

176.6 

13 

3.496 

162.3 

14 

6.429 

236.6 

15 

3.088 

134.6 

1916 

3.207 

139.7 

17 

2.996 

130.5 

18 

1.359 

69.2 

19 

3.376 

147.0 

20 

3.033 

132.1 

1921 

3.086 

134.4 

1.1.22to30.4.22’^ 0.002 

0.1 

1922-23 

3.936 

171.4 

23-24 

4.116 

179.3 

24-26 

3.019 

131.5 

25-26 

2.82# 

123.0 

20 Years* 

3.424 

149.1 

Average 




* Not considered for calculating the average. 

NOTE The figures for the years 1906 to 19J9 are the volumes of flow for seven 
months only (June to Decembers. The figures for the years 1922-23 to 
T09,k.9r are for twelve months from Ist. Mav to 30th. Anril. The nosition 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 

and the volume of flow by months 

8EBIAL No 11 


River YERLA 


Site YERALWADI 


Month JUNE 

Year 

{ June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M.A.F. I 

T. M. G. 

1912-13 . . . 







13-14 . . . 

666 

83 

64 

235 

0.014 

0.6 

14-15 . . . 

(Nil) 

14 

2 

5 

Nil 

Nil 

15-16 . . . 

12 

23 

32 

22 

0.001 

0.1 

1916-17 . . . 

134 

14 

2 

50 

0.003 

0.1 

17-18 . . . 







18-19 . . . 







19-20 . . . 

219 

52 

46 

m 

0.006 

03 

20-21 - . . 

112 

64 

69 

78 

0.005 

0.2 

1921-22 . . . 

12 

32 

2 

15 

0.001 

NU 

22-23 - . . 

Nil 

186 

395 

194 

0012 

0.5 

23-24 . . , 

48 

165 

Nil 

119 

0.007 

0;3 

24-26 . . . 

42 

2 

Nil 

15 

0.001 

Nil 

25-26 . . . 

Nil 

Nil 

78 

26 

0.002 

0.1 

1926-27 . . . 

21 

1 

34 

19 

0 001 

mi 

12 Years* Average 97 

53 

59 

74 

0.004 

0.2 




MEAN DISCHARGE BY 10.DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 11 

River YERLA Site YERALWADI Month JULY 


Tear 

{June to May) 

Mean iischarge (Cusecs) 

Volume of flow for 
_ the month _ 

M. A. F. 1 T. M. C. 

1-10 

11-20 

21-31 

Whole 

month 

1912-13 . . . 







13-U . . . 

143 

66 

128 

no 

0.007 

0.3 

14-16 . . . 


6 

382 

138 

0 008 

0.4 

16-16 . . . 

28 

21 

71 

41 

0.003 

0.1 

1916-17 . . . 

30 

26 

122 

61 

0.004 

0.2 

17-18 . . . 







18-19 . . . 







19-20 . . . 

44 

31 

36 

37 

0.002 

0.1 

20-21 . . . 

68 

82 

77 

76 

0.005 

0.2 

1921-22 . . . 

168 

212 

646 

351 

0.022 

0.9 

22-23 . . . 

4 

373 

830 

416 

0.026 

1.1 

23-24 : . . 

36 

694 

221 

314 

0.019 

0.8 

24-26 . . , 

67 

110 

86 

86 

0.005 

0.2 

86-26 . . . 

Nil 

Nil 

Nil 

Nil 

NU 

Nil 

1826-27 . . . 

18 

4 

8 

6 

Nil 

Nil 

12 Years' Average 

SO 

13S 

217 

136 

0.008 

0.4 


(lU) 




MEAN discharge BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 11 


River YERLA 


Site 

YERALWADI 


Month 

AUGUST 


Mean discharge (Gusecs) 


Volume 

of flow for 

Year 



1 


the month 

(June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

1 T. M. a. 

1912-13 . . . 







13-14 . . . 

146 

62 

38 

77 

0.005 

0.2 

14-15 . . . 

498 

140 

58 

226 

0.014 

0.6 

15-16 . . . 

76 

51 

37 

54 

0.003 

0.1 

1916-17 . . . 

66 

37 

27 

40 

0.002 

0.1 

17-18 . . . 







18-19 . . . 







19-20 , . . 

32 

Nil 

Nil 

1 

Nil 

NU 

20-21 . . . 

149 

96 

70 

104 

0.006 

0.3 

1921-22 . , . 

306 

187 

119 

202 

0.012 

0.5 

22-23 . . , 

505 

91 

97 

227 

0.014 

0.6 

23-24 . . . 

67 

30 

21 

41 

0.00^ 

0.1 

24-26 . . . 

114 

31 

2,212 

832 

0.051 

2.2 

25-26 . . . 

54 

7 

2 

20 

0.001 

0.1 

1926-27 . . . 

39 

14 

11 

12 

0.001 

Nil 

12 Ytars' Averag* 

168 

61 

241 

153 

0009 

0.4 


( 11 . 8 ) 





MEAN DISCHARGE BY JO-DAY PERIODS AND MONTHS 
AND THE volume OP PLOW BY MONTHS 

8EBIAL No. 11 

Mimr YERLA Site YERALWADI Month SEPTEMBER 


Tear 

(June to May) 

1 Mean d/ischarge (Cuaecs) | 

Volume of flow for 
the month 

1.10 

11-20 

21.30 

Whole 

month 

M.A.F. 

1 T. M. G. 

1912-13 . . . 







13-14 . . . 

20 

17 

112 

50 

0.003 

01 

14-15 . . . 

60 

63 

803 

273 

0.016 

0.7 

16-16 . . . 

37 

61 

1,738 

609 

0.036 

16 

1916-17 . . . 

818 

91 

41 

130 

0.009 

0.4 

17-18 . . . 







18-19 . . . 







19-20 . . . 

Nil 

98 

744 

281 

0.017 

0.7 

20-21 . . . 

64 

157 

211 

144 

0.CO9 

0.4 

1921-22 . . . 

27 

198 

169 

131 

0008 

0.3 

22-23 . . . 

86 

86 

232 

134 

0008 

03 

23-24 . . . 

232 

1,187 

148 

522 

0.031 

14 

24-26 . . . 

168 

697 

1,919 

895 

0.053 

2.3 

28-26 . . . 

1 

119 

291 

137 

0.008 

0.4 

1926-37 . . . 

6 

80 

29 

38 

0.002 

0.1 

12 Yean' Average 

85 

229 

536 

280 

0.017 

0.7 


ril.4) 



MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 11 

River YERLA Site YERALWADI Month OCTOBER 


Tear 

Mean discharge (Cusecs) 

. Volume oj flow for 




Whole 

month 

1 the month 

(June to May) 

1-10 

1L20 

21-31 

M.A.E. 

T. M. 0, 


1912-13 . . . 


13-14 . . . 

5 

210 

13 

74 

6.005 

0.2 

14-15 . . . 

196 

34 

26 

97 

0006 

0.3 

16-16 , , . 

201 

109 

176 

127 

0.008 

03 

1916-17 . . . 

26 

618 

1,117 

604 

0.037 

1.6 


17- 18 . 

18- 19 . 


19-20 . . . 

157 

99 

98 

117 

0.007 

0.3 

20-21 . . . 

334 

65 

A 

130 

0.008 

0.3 

1921-22 . . . 

377 

226 

116 

236 

0015 

0.6 

22-23 . . . 

35 

75 

417 

183 

0.011 

0.5 

23-24 . . , 

75 

289 

126 

162 

0010 

04 

24-26 . . . 

37 

968 

20 

331 

0.020 

0.9 

26-26 , . . 

134 

109 

18 

85 

0.005 

02 

1926-27 . . . 

106 

23 

11 

46 

0.003 

0.1 

12 Years' Average 

140 

235 

179 

183 

0.011 

0.5 


(U.6) 










MEAN DISCHARGE BY 10-DAT PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 11 

Rivtr YERLA Site YERALWADI Month NOVEMBER 


Tear 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

T. M. C. 

1912-18 . . . 







13-14 . . . 

6 

4 

3 

4 

Nil 

Nil 

14-15 . . . 

20 

16 

11 

17 

0.001 

»> 

15-lS . . . 

68 

44 

40 

47 

0.003 

0.1 

1916-17 . , . 

138 

86 

63 

96 

0.006 

0.2 

17.1* . . . 







18-19 . . . 







19-20 . . . 

60 

3 

3 

22 

0.001 

0.1 

20-21 . . , 

4. 

2 

2 

3 

Nil 

Nil 

1921-22 . . . 

226 

104 

49 

126 

0.007 

0.3 

22-23 . , . 

3,398 

2,379 

800 

2,192 

0.130 

5.7 

23-24 . . . 

8 

62 

68 

41 

0.002 

0.1 

24-28 . . . 

70 

60 

74 

65 

0.004 

0.2 

25*26 ... 

5 

30 

4 

13 

0001 

Nil 

1928-27 . . . 

3 

4 

2 

3 

Nil 

Nil 

12 Years’ Average 

333 

231 

93 

219 

0.013 

0.6 


( 11 .©) 




mean discharge by 10-day periods and months 

AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 11 

River YERLA Site YERALWADI Month DECEMBER 




Mean discharge (Cusecs) 


Volume of flow for 

Year 

(June to May) 

1 

1-10 

11-20 

21-31 

Whole \ 
month 

the month 

M. A. F. j T. M. 0. 

1912-13 . . . 

13-14 . . . 

6 

5 

6 

6 

Nil 

Nil 

14-15 , . , 

11 

11 

11 

11 

0.001 


15-16 . . , 

24 

19 

20 

21 

0.001 

0.1 

1916-17 . . . 

28 

31 

27 

29 

0.002 

0.1 

17-18 . . , 

1»-19 . . . 

19-20 . . . 

3 

4 

3 

4 

Nil 

Nil 

20.21 . . . 

1 

1 

1 

1 


n 

1921-22 . . , 

18 

20 

14 

17 

0.001 

Nil 

22-23 . . . 

4 

3 

42 

17 

0.001 

»f 

23-24 . . . 

41 

37 

44 

41 

0.003 

0.1 

24-25 ... 

71 

59 

44 

57 

0.004 

0.2 

25-26 . . . 

3 

1 

1 

2 

Nil 

Nil 

1926-27 . . . 

2 

3 

3 

2 

Nil 

Nil 

12 Years’ Average 18 

16 

18 

17 

0001 

Nil 


( 11 . 7 ) 


mean discharge by lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FIOW BY MONTHS 

SERIAL No. 11 

River YERLA Site YERALWADI Mmth JANUARY 


Fear 

{June to May) 

Mean discharge {Cusecs) 

Volume of flow for 
the month 

hio 

11-20 

21-31 

Whole 

month 

M. A. F. 

T.M. 0 

1912-13* . . . 

9 

8 

7 

8 

Nil 

Nil 

13-14 . . . 

4 

4 

4 

4 


SJ 

14-15 . . . 

13 

12 

12 

12 

0.001 

> 9 

16-16 . . . 

22 

12 

13 

15 

0.001 

9 > 

1916-17 . . , 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

17-18 . . . 







18-19* . . . 

1 

1 

1 

1 

Nil 

Nil 

19-20 . . . 

69 

22 

6 

28 

0.002 

0.1 

20-21 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

1921-22 . . . 

24 

19 

12 

18 

0.001 

Nil 

22-23 . . . 

49 

42 

36 

42 

0.003 

0.1 

23-24 . . . 

47 

42 

32 

40 

0.002 

0.1 

24-26 . . . 

34 

29 

17- 

27 

0.002 

0.1 

25-26 , . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(NU) 

1926-27 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

12 Years’ Average 

21 

15 

11 

16 

0.001 

Nil 


* Not ooQ^idered for calculating the average. 


( 11 . 8 ) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 11 

River YERLA Site YERALWADI Month FEBRUARY 


Year 

(June to May) 

Mean discharge (Cusecs) 


Volume of flow for 

1-10 

11-20 

21-28129 

Whole 

month 

the month 

M. A. F. T. M. C 

1912-13* . . . 

7 

6 

5 

6 

Nil 

Nil 

13-14 . . . 

3 

2 

2 

3 

»> 

>> 

14-16 . . . 

10 

9 

9 

9 

>> 

>> 

15-16 . . . 

12 

U 

10 

11 

0.001 

»» 

1916-17 . . . 

(Nil) 

(Nil) 

(Xil) 

{Nil} 

(Nil) 

(Nil) 

17-18 . . . 







18-19* . . . 

Nil 

NjI 

Nil 

Nil 

Nil 

Nil 

19-20 . . . 

4 

2 

1» 

2 


»> 

20-21 . . . 

Nil 

Nil 

>> 

Nil 

»» 

»» 

1921-22 . . . 

6 

4 

4 

5 

Nil 

Nil 

22-23 . . . 

27 

27 

28 

28 

0.002 

0.1 

23-24 . . . 

24 

19 

15 

20 

0.001 

0.1 

24-25 . . . 

11 

7 

6 

8 

Nil 

Nil 

26-26 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

1926-27 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

12 Year*’ Average 

8 

7 

6 

7 

Nil 

NU 


* Not considered for calculating the average. 
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MEAN DISCHAEGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PIDW BY MONTHS 

SERIAL No. 11 


River YERLA 


Site YERALWADI 


Month 

MARCH 


Mean discharge (Gmecs) 

Volume of flow for 

Year 





the month 

{June to May) 

UlO 

11-20 

21-31 

Whole 

month 

M. A.‘F. 

1 T. M. G. 

1912-13* . . . 

4 

4 

3 

4 

Nil 

Nil 

13-14 , . . 

2 

1 

1 

1 

» 5 

>9 

14-15 . . . 

9 

8 

8 

8 

5 9 

y? 

15-16 . . . 

8 

8 

19 

10 

0.001 

99 

1916-17 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

17-18 . . . 







18-19* . . . 

Nil 

Nil 

104 

37 

0.002 

0.1 

19-20 . . . 


*> 

Nil 

Nil 

Nil 

Nil 

20-21 . . . 


9 9 

> 9 - 

99 

>> 

99 

1921-22 . . . 

4 

4 

3 

4 

NU 

Nil 

22-23 . . . 

34 

46 

223 

104 

0.006 

0.3 

23-24 . . . 

11 

14 

8 

11 

0.001 

Nil 

24-26 . . . 

1 

Nil 

Nil 

Nil 

Nil 

99 

25-26 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

1926-27 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

12 Years’ Average 

6 

7 

22 

12 

0.001 

Nil 


* Not considered for calculating tlie average. 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 11 


River YERLA 


Site YERALWADI 


Month 

APRIL 

Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

■ 

11-20 

21-80 

Whole 

month 

M. A. F. 

T. M. 0. 

1912-13* . . . 

6 

4 

2 

4 

Nil 

Nil 

13-14 . . 

1 

1 

12 

5 

»’ 

?> 

14-16 . . . 

6 

4 

4 

5 

»» 

> y 

16-16 . . . 

20 

10 

6 

12 

0.001 

y > 

1916-17 . . . 

(Nil) 

■Nil) 

(Nil) 

{Nil] 

(Nil) 

(Nil) 

17-18 . . . 







18-19* . . . 

56 

1 

Nil 

19 

0.001 

Nil 

19-2(5 . . ■ 

Nil 

20 

91 

37 

0.002 

0.1 

20-21 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

1921-22 . . . 

12 

3 

3 

6 

Nil 

Nil 

22-23 . . • 

36 

19 

18 

24 

0.001 

0.1 

23-24 . . . 

368 

9 

266 

214 

0.013 

0.6 

24-25 . - • 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

25-26 . . . 

»» 

j y 

7 y 

y 7 

J 7 

7 1 

1926-27 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

12 Years’ Average 37 

6 

33 

25 

0.001 

0.1 


* Not considered for calculating the average. 
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MEAN EISCHABGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 11 

River YERLA Site YERALWADI Month MAY 


Tear 

(June to May) 

1 Mean discharge (Gusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 1 

I 

Whole 

month 

M. A. F. 

T. M.G. 

1912-13* . . . 

2 

7 

48 

18 

0.001 

Nil 

13-14 . . . 

2 

1 

(Nil) 

1 

Nil 

9 9 

14-16 . . . 

3 

4 

2 

3 

99 

99 

16-16 . . . 

2 

7 

47 

20 

0.001 

0.1 

1916-17 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

17-18 . . . 







18-19* . . . 

7 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

19-20 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

20-21 . . . 


9) 

99 

> i 

9* 

99 

1921-22 . . . 

1 

Nil 

Nil 

Nil 

Nil 

Nil 

22-23 . . . 

11 

(13) 

16 

13 

0.001 

99 

23-24 . . . 

1 

1 

Nil 

1 

Nil 

99 

24-26 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

25-26 . . . 

t 9 


99 

99 

9 i 

99 

1926-27 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

12 Years' Average 

2 

2 

S 

3 

Nil 

Nil 


•Not eensldered for calculating the average. 
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MEm DISCH ABGE BY 10-DaY PBKlOBB AND MONYBS 

and the volume of flow by xUONlIlS 

SEBIAL No. 12 

Eiver YERLA Site RAMAPUR ^onth JUNE 


Year 

i 

31ean discharge (Cusecs) 


, Volume of flow for 

j the month 



/ 

j 

Whole , 
month 

{June to May'. j 

I-IO 

\ 

11-20 

\ 

21-30 

Af. A. F. j 

[ T. M. C. 

195fi-67 . . . 







67-58 . . . 

47 

Kil 

141 

63 

0.004 

0.2 

58-69 . , . 

66 

13 

N.A. 




59-60 . . . 

N.A. 

N.A. 

»l 




60-61 . . . 

80 

11 

11 

33 

0.002 

0.1 


Month JULY 


Tear 

Mean discharge (Gusecs) | 

Volume of flow for 


( 


i Whole 
month 

the month 

{June to May) 

1-10 

i 

11-20 

21-31 

M. A. F. J 

T. M, 0. 

1966-67 . . . 

N.A. 

N.A. 

177 





57-58 . . . 

94 

211 

216 

m 

0.011 


I).5 

68-69 . . . 

N.A. 

N.A. 

N A, 





59-60 . . . 


»» 






60-61 . . . 

163 

105 

133 

134 

0.008 


0.4 






Month 

AUGUST 


1 Mean discharge {Cusecs) 

Volume 

of 

'flow for 

Year 


j 11-m 


1 Whole 

1 month 

[ the month 

{June to May) 

1-10 

21-31 

1 

M. A. F. j 

I T. M. C. 

1956-57 . . . 

1,417 

625 

246 

699 

■B 


1.9 

67-68 . . . 

265 

121 

115 

159 

mm 


0.4 

68-69 . . . 

N.A. 

N.A. 

N.A. 





69-60 , . . 

>1 

325 

286 





60-61 . . . 

107 

78 

61 

78 



0.2 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 12 


River YERLA 


Site RAMAPUR Month SEPTEMBER 


Tear 

(June to May) 

[ Mean discharge Cusses') 

Volume of flow for 
the month 

! 1-10 j 

1 11-20 j 


Whole 

month 

M. A. F. 

1 T. M. C. 

1966-67 . . . 

294 

330 

498 

S74 

0.022 

1.0 

67-68 . . . 

120 

267 

132 

m 

0.010 

0.4 

68-59 . . . 

N.A. 

N.A. 

N.A. 




69-60 . . . 

271 

192 

132 

222 

0.013 

0.6 

60-61 . . . 

18 

N.A. 

N.A. 





Month OCTOBER 


Year 

(June to May) j 

1 Mean discharge (Cusecs) 

( Volume of flow for 

I the month 

M. A. F, 1 T. if. 0. 

1-10 

11-20 

21-31 j 

i J 

Whole 

month 

1956-57 , . . 

1,162 

804 

301 

770 

0.047 

2.1 

87-68 . . . 

Nil 

18 

284 

72 

0.004 

0.2 

68-69 . . . 

N.A. 

N.A. 

N.A. 




69-60 . . . 

426 

301 

241 

302 

0.019 

0.8 

60-61 . . . 

326 

326 

320 

323 

0.020 

0.9 


Month NOVEMBER 


Year 

(June to May) j 

1 Mean discharge {Cusecs) 

Volume of flow for 

1-10 

! 11-20 

' 

21-30 

Whole 

month 

the month 


j T. M. C. 

1966-67 . . . 

N.A. 

N.A. 

661 




57-68 . . . 

223 

323 

208 

249 

0.015 

0.6 

68-59 . . . 

N.A. 

34 

N.A. 




59-60 . . . 

176 

316 

164 

206 

0.012 

0.5 

60-61 . . , 

296 

309 

132 

245 

0.015 

0.6 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


BEBIAL No. 12 

Biver YERLA Site RAMAPUR Mon>h DECEMBER 


Year 

{June to May) 


Mean discharge {Cuseca) 


11-20 


21-31 


Whole 

month 



1956-57 . . . 

371 

203 

67-58 . . . 

98 

75 

58-59 . . . 

N.A. 

N.A. 

59-60 . . . 

80 

53 

60-61 . . . 

91 

87 


94 

219 

0.013 

0.6 

54 

N.A. 

78 

o.oos 

0.2 

41 

58 

0.004 

0.2 

66 

81 

0.005 

0.2 



1956-67 . . . 

63 

63 

48 

54 

0.003 

0.1 

67-58 . . . 

43 

31 

29 

34 

0.002 

0.1 

58-59 . . . 

N.A. 

N.A. 

N.A. 




69-60 . . . 

34 

32 

29 

31 

0.002 

0.1 

60-61 ... 

61 

44 

36 

43 

0.003 

0.1 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No, 12 


River YERLA 


Site RAMAPUR 


Month 

MARCH 

Tear 

(June to May) 

1 Mean discharge (Cusecs) 

Volume of flow for 

1-10 

j 11-20 


Whole 

month. 

the month 

21-31 

1 M. A. F, 1 

T. M. G. 

1956-57 . . . 

23 

21 

16 

20 

0.001 

0.1 

67-68 . . . 

18 

12 

Nil 

10 

0.001 

Nil 

68-69 . . . 

N.A. 

N.A. 

N.A. 




69-60 . , . 

16 

13 

10 

13 

0.001 

Nil 

60-61 . . . 

23 

22 

20 

21 

0.001 

01 






Month 

APRIL 

Year 

(June to May) 

Mean discharge (Cusecs) j 

Volume of flow for 

1-10 j 

! 


Whole 

month 

the month 

11-20 

21-30 

M. A, F. 1 

T. M. 0. 

1986-67 . . . 

7 

Nil 

Nil 

2 

Nil 

Nil 

67-68 . . . 

N.A. 

N.A. 

N.A. 




68-69 . . . 

*9 

99 

1 f 




69-60 . . . 

11 


12 

11 


Nil 

60-61 . . . 

20 

27 

23 

23 


6.1 


Month MAY 


Tear 

(June to May) 

( Mean discharge iCusecs) , 

Volume of flow for 

■i 

11-20 


Whole 

month 

the month 

21-31 

1 

M. A. F. j 

f T. M. C. 

1966-67 . ■ . 

65 

Nil 

Nil 

21 

0.001 

0.1 

67-68 . . . 

N.A. 

N.A. 

N.A. 




68-69 . . . 

» 

if 

1 f 




69-60 . . . 

11 

22 

60 

32 

0.002 

0.1 

60-61 . . . 

29 

N.A. 

9,474 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 13 

River BHOGAWATI Site RADHANAGRI H. E. DAM Month JUNE 

(PANCHGANGA) 


Year 

(June to May) 

Mean discharge (Cusecs) 

‘Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

1 T, M. C. 

1954-65 , . . 

111 

95 

113 

106 

0.006 

0.3 

66-66 . . . 

182 

628 

486 

398 

0.024 

1.0 

1966-67 . . . 

189 

228 

1,727 

715 

0.043 

1.9 

67-58 . . . 

369 

418 

1,330 

702 

0.042 

1.8 

58-69 . . . 

249 

266 

368 

294 

0.017 

0.8 

69-60 . . . 

251 

279 

372 

301 

0.018 

0.8 

60-61 . . . 

626 

629 

1,814 

1,023 

0.061 

2.7 

7 Years’ Average 

281 

349 

887 

S06 

0.030 

1.3 


Month JULY 


Mean discharge (Gusecs) \ 

Volume of flow for 

Year 





the month 

(June to May) 

1-10 

11-20 

21-31 

w noie 

month 

M. A. F. 1 

T.M. G. 

1954-55 . . . 

5,667 

6,568 

1,762 

4,247 

■1 

11.4 

56-66 

77 

172 

2,040 

804 

■■ 

2.2 

1956-57 . 

8,191 

1,050 

4,010 

4,404 

0271 

11.8 

57-58 . . • 

3,023 

1,008 

211 

1,375 

0.085 

3.7 

58-59 . . . 

432 

401 

369 

396 


11 

59 60 . . . 

1,634 

3,156 

2,3l7 

2,878 

0.146 

6.4 

60-61 . . . 

1,097 

594 

1,718 

1,155 

0.071 

3.1 

7 Years’ Average 

2,874 

1,706 

1,778 

2,108 

0.130 

5.7 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 13 

River BHOGAWATI Site RADHANAGRI H E. DAM Month AUGUST 

(PANCHGANGA) 



Mean discharge (Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) 

I-IO 

11-20 

21-31 

M. A. F. j 

T. M. G. 

1954-66 . . . 

7,669 

250 

619 

2,139 

0168 

7.3 

55-66 . . . 

4,221 

5,035 

3,131 

4,097 

0.252 

11.0 

1956-67 . . . 

5,035 

4,300 

651 

3,242 

0.199 

8.7 

57-68 . . . 

3,164 

4,622 

2,618 

3,405 

0.209 

9.1 

58-59 . . . 

322 

323 

890 

311 

0.019 

0.8 

59-60 . . . 

2,664 

616 

2,298 

1,840 

0.113 

4.9 

60-61 . . . 

2,996 

2,327 

1,425 

2,222 

0.137 

6.0 

7 Years' Average 

3,709 

2,482 

1,561 

2,551 

0.157 

6.8 


Month SEPTEMBER 


j Mean discharge (Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-30 

1 M. A. F. 

T. M. C. 

1964-65 . . . 

2,286 

1,516 

1,667 

1,823 

0.108 

4.7 

65-56 . . . 

4,868 

93 

91 

1,684 

0.100 

4.4 

1956-57 . . . 

1,156 

347 

1,279 

927 

0.055 

2.4 

57-58 . . . 

209 

1,073 

245 

509 

0.030 

1.3 

68-69 . . . 

390 

362 

433 

395 

0.024 

1.0 

69-60 . . . 

605 

500 

621 

509 

0.030 

1.3 

60-61 . . . 

640 

674 

663 

626 

0.037 

1.6 

7 Years’ Average 

1,436 

652 

686 

925 

0.055 

2.4 










MEAN DISCBARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SEBIAL No. 13 

Miver BECGAWATI Site FADHANAGRI H E. DAM Month OCTOBER 

(PANCHGANGA) 


Tear 

{June to May) 

Mean discharge sGusees) \ 

Volume oj flaw for 
the month 

1-10 j 

[ 

IMO 

21-31 

! 

Whole 

month 

M. A. F. 

T, M. 0. 

1954-65 . . . 

868 

185 

76 

367 

0.023 

1.0 

56-56 . . . 

70 

69 

69 

69 


0.2 

1956-57 . . . 

629 

429 

159 

398 

0.024 

1.1 

57-58 . . . 

231 

268 

214 

237 

0.015 

0.6 

68-69 . . . 

322 

286 

275 

293 


0.8 

69-60 . . . 

300 

287 

216 

250 


0.7 

60-61 . . . 

387 

263 

293 

315 

0.019 

0.8 

7 Years* Average 

401 

248 

186 

276 

0.017 

0.7 


Month NOVEMBER 

1 

1 


Mean discharge {Cusecs) 


, V olnm e of flow for 

Year 





the month 

{June to May) 

1-10 

1 

j 11-20 

21-30 

Whole I 
month 

M. A. F. 

T.M.C. 

1964-55 . . . 

100 

96 

105 

100 

0.006 

0.3 

56-56 . . . 

74 

78 

100 

84 

0.005 

0.2 

1956-67 . . . 

145 

151 

164 

153 

0.009 

0.4 

67-58 . . . 

236 

303 

314 

284 

0.017 

0.7 

68-59 . . . 

264 

260 

300 

275 

0.016 

0.7 

.59-60 . . . 

210 

176 

201 

196 

0.012 

0.5 

60-61 . . . 

303 

282 

309 

298 

0.018 

0.8 

7 Years’ Average 

190 

192 

213 

199 

0012 

0.5 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 13 

River BHOGAWATI Site RADHANAGRI H E DAM Month DECEMBER 

(PANCHGANGA) 


Year 

{June to May) 

1 Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A, F. 

T. M. G. 

1954-66 . . . 

105 

107 

106 

106 

0.007 

0.3 

65-56 . . . 

116 

117 

116 

116 

0.007 

0.3 

1956-57 . . . 

177 

193 

211 

194 


0.5 

67-58 , . . 

327 

361 

364 

331 

mmm 


68-59 , . . 

334 

329 

367 

340 


0.9 

69-60 . . . 

226 

207 

198 

210 


0.6 

60-61 . . . 

291 

296 

276 

287 

0.018 

08 

7 Years’ Average 

22S 

230 

232 

229 

0.014 

06 




Month JANUARY 


Mean discharge (Cusecs) \ 

Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 1 

T. M. C. 

1963-54* . . . 

77 

82 

83 

81 

0.005 

0.2 

54-65 . . . 

115 

129 

121 

122 

0.008 

0.3 

56-56 . . . 

123 

117 

109 

llfj 

0.007 

0.3 

1966-57 . . . 

217 

198 

219 

212 

0.013 

0.6 

67-58 . . . 

367 

351 

426 

380 

0.023 

1.0 

68-59 . . . 

409 

360 

339 

368 

0.023 

1.0 

69-60 . . . 

187 

187 

218 

198 

0.012 

0.5 

60-61 . . . 

(236) 

(224) 

(239) 

(233) 

(0.014) 

(0.6) 

7 Years’ Average 

235 

224 

239 

233 

0.014 

0.6 


*Not considered for calculating the averaire. 
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MEAN DISCHABGE BY le-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SEBIAL No. 13 

River BHOGAWATI Site RADHANAGRI H.E. DAM Month FEBRUARY 
(PANCHGANGA) _ 



Mean discharge (Cusees) 1 

Vo lume of flow for 
the month 

Year 




W hole 
month 1 

{June to May) 

1.10 

11.20 

21.28129 

M. A. F. 

T. M. G. 

1963-54* . , . 

85 

93 

96 

91 

0.005 

0.2 

64-55 . . . 

136 

132 

143 

136 

0.008 

0.3 

65-56 . . . 

147 

147 

144 

146 

0.008 

0.4 

1956-67 . . . 

231 

244 

243 

237 

0.013 

0.6 

67-58 . . . 

394 

437 

419 

416 

0.023 

1.0 

58-69 . . . 

366 

365 

321 

346 

0.019 

0.8 

69-60 . . . 

257 

269 

328 

280 

0.016 

0.7 

60-61 . . . 

(263) 

(262) 

(266) 

{260) 

(0.014) 

(0.6) 

7 Years' Average 

253 

262 

266 

260 

0.014 

0.6 






Month 

MARCH 

Year 


Mean discharge (Cusecs) 

Volume of flow for 





Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-31 

M. A F. 

1 T.M.C. 

1963-64* . . . 

105 

103 

95 

101 

0.006 

0.3 

64-66 . . . 

161 

136 

164 

147 

0.009 

04 

66-66 . . 

161 

181 

181 

175 

0.011 

0.5 

1966-67 . . . 

262 

253 

302 

273 

0.017 

0.7 

57-58 . . . 

421 

333 

245 

330 

0.020 

0.9 

68-69 . . . 

390 

373 

394 

386 

0.024 

1.0 

69-60 . . . 

325 

307 

377 

338 

0.021 

0.9 

60-61 . . . 

(286) 

(264) 

(276) 

{275) 

(0.017) 

(0.7) 

7 Years’ Average 

285 

264 

276 

275 

0.017 

0.7 


* Not considered for calculating tne average. 


( 13 . 5 ) 









MIvAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

SEBIAL No. 13 

River BEOGAWATI Site RADHANAGRI H E. DAM Month APRIL 


(PANCHGANGA) 


Year 

(Juneto May) 


Mean discharge (Cusecs) 


Volume oj flow for 

1-10 

11-20 


W hole 
month 

the month 

21-30 

M. A. F. 

T. M. G. 

1953-54* . . . 

106 

113 

102 

107 

0.006 

0.3 

54-55 . . . 

166 

223 

157 

179 

0.011 

0.5 

55-66 .... 

185 

180 

187 

184 

0.011 

0.5 

1955-67 . . . 

297 

282 

334 

304 

0.018 

0.8 

57^58 . . . 

276 

237 

196 

236 

0014 

0.6. 

68-59 . . . 

364 

311 

264 

313 

0.019 

0.8 

59-t)0 . . . 

378 

344 

395 

372 

0.022 

1.0 

60-61 . . . 

(270) 

(263) 

(256) 

(265) 

(0.016) 

(0.7) 

7 Years' Average 

276 

263 

256 

265 

0.016 

0.7 


Month MAY 

Year 

(June to May) 

Mean discharge (Gvs'ecs) 

Volume of flow for 

1-10 

11-20 



the month 

21-31 

W flOLQ 

month 

M. A. F. 

T. M. 0. 

1963-5t* . . . 

101 

115 

109 

108 

0.007 

0.3 

54-66 . , . 

169 

181 

178 

176 

0.011 

0.5 

66-56 . . . 

211 

225 

188 

208 

0.013 

0.6 

1956-57 . . . 

349 

379 

298 

341 

0.021 

0.6 

67-68 . . . 

197 

229 

179 

201 

0.012 

0.5 

68-59 . . . 

278 

197 

107 

191 

0.012 

0.5 

69-60 . . . 
60-61 . . . 

312 

(253) 

301 

(252) 

429 

(230) 

350 

(244) 

0.022 

(0.015) 

60 

(0.7) 

7 Years’ Average 

253 

252 

230 

244 

0.015 

0.7 


* Not considered for calculating the average. 


( 13 . 6 ) 







VOLUME OF ANNUAL FLOW 
SERIAL N@. 14. 


Rimr GHATAPRABHA Site HADALGA 


Tear 

1 

Volume of Flout 

M. A. F. 

T. M. 0. 

1*06 

0.6s9 

30.0 

07 

1.155 

50.3 

08 

1.159 

60.5 

09 

0.893 

38.9 

10 

0.813 

35.4 

1911 

0.746 

32.5 

12 

1.320 

67.5 

13 

0,849 

37.0 

14 

1.638 

67.0 

16 

0.778 

33.9 

1916 

0.868 

37.8 

17 

§.849 

37.0 

18 

0.480 

20.9 

13 Years’ 

0.934 

40.7 

Average 




NOTE:—The figures for the years 1906 to 1918 are the Tolumes of flow for mtcb 
months (jane to December) only. 


( 14 . 1 ) 




MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

SEBIAL No. 14 

Eiver GHATAPRABHA Site HADALGA Month JUNE 


Tear 

(June to May) 


Mean discharge (Cuseca) 


Volume of flow for 
the month 

M. A. F. T. M. C. 

1-10 

j 11-20 

21-30 

Whole 

month 

1910-11* . . . 

N.A. 

121 

4,210 

2,165 

0.129 

56 

1911-12*. . . 

N.A. 

3,769 

1,649 

2,704 

0161 

7.0 

12-13* . . . 

f i 

N.A. 

N.A. 




13-14* . . . 

> t 

99 

>1 




14-15* . . . 


99 

1,466 

1,466 

0.087 

3.8 

15-16* . . . 

i t 

Pi 

6,077 

6,077 

0.302 

13.2 

1916-17* , . . 

N.A. 

2,162 

6,861 

4,501 

0.268 

11.7 

17-18* . . . 

»» 

2,000 

4,747 

3,373 

0.201 

8.7 

18-19* . . . 

f 9 

N.A. 

N.A. 




19-20 . . . 

(Nil) 

1,188 

2,017 

1,068 

0.064 

2.8 

o 

1 

52 

1,204 

3,177 

1,477 

0.088 

3.8 

1921-22 . . . 

(Nil) 

(Nil) 

1,991 

6,641 

0 040 

1.7 

22-23 . . . 

28 

16 

4,068 

1,370 

0.082 

3.6 

23-24 . . . 

10 

103 

628 

247 

0.015 

0.6 

24-25 . . . 

(Nil) 

(Nil) 

1,016 

3,391 

0.020 

0.9 

26-26 . . . 

9t 

110 

4,686 

1,598 

0.09S 

4.1 

1926-27 . . . 

(Nil) 

145 

119 

88 

0005 

0.2 

8 Years’ Average 

11 

346 

2,213 

856 

0.051 

2.2 


* N*t considered for caleulsting the arerage. 


( 14 . 3 ) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SEBIAL No. 14 

River GHATAPRABHA Site HABALGA Month JULY 


Tear 

(June to May) 

Mean discharge (Ouseca) 

Volume of flow for 
the month 

UlO 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. C. 

1910-11* . . . 

7,224 

1,468 

1,611 

3,376 

0.208 

9.0 

1911-12* . . . 

1,180 

7,433 

2,071 

3,513 

0.216 

94 

12-13* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

NA. 

N.A. 

13-14* . . . 

»* 

t » 

>« 

*9 

*» 

9* 

14-15* , . . 

4,176 

14,103 

20,873 

13,303 

0.818 

35.6 

15-16* . . . 

4,616 

1,186 

7,761 

4,593 

0.282 

12.3 

1916-17* . . . 

2,208 

1,613 

3,228 

2,378 

0.146 

6.4 

17-18* . . . 

2,264 

2,012 

6,440 

3,665 

0.225 

98 

18-19* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

19-20 . . . 

5,366 

2,290 

4,727 

4,147 

0.255 

11.1 

20-21 . . . 

6,131 

7,304 

6,065 

6,486 

0.399 

17.4 

1921-22 . . . 

533 

627 

11,640 

4,505 

0.277 

12.1 

22-23 . . . 

8,024 

4,019 

16,714 

9,816 

0.604 

26.3 

23-24 . . . 

6,888 

18,825 

13,866 

13,118 

0807 

35.1 

24-25 . . . 

2,291 

18,286 

8,258 

9,568 

0 588 

25.6 

26-26 . . . 

2,473 

11,120 

4,866 

6,111 

0.376 

16.4 

1926-27 . . • 

6,062 

2,921 

6,661 

5,261 

0 323 

14.1 

f, 

8 Yean’ Average 

iiUl 

8,136 

9,100 

7,376 

0.454 

19.8 


* Not coniid^ed for calculating the arerage. 


(14.4) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 14 

River GHATAPRABHA Site HADALGA Month AUGUST 


Tear 

(June to May) 

Mean discharge (Gusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

1 T. M. C 

1910-11* . 

• • 

10,967 

6,066 

1,779 

5,800 

0.357 

15.5 

1911-12* . 


3,133 

6,593 

3,928 

4,531 

0.279 

12.1 

12-13* . 

. . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

13-14* . 

• • 

»> 

»» 

»> 

»» 


>> 

14-16* . 

■ * 

18,628 

2,897 

4,314 

8,442 

0.519 

22.6 

15-16* . 

• • 

8,247 

1,474 

1,219 

3,568 

0.219 

9.6 

1916-17* . 


9,776 

4,996 

1,933 

5,450 

0.335 

14.6 

17-18* . 

• * 

2,940 

1,808 

4,037 

2,964 

0.182 

7.9 

18-19* . 

• « 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

19-20 . 

« * 

6,908 

2,408 

3,368 

4,197 

0.258 

11.2 

20-21 . 

• • 

3,740 

1,879 

1,668 

2,401 

0.148 

6.4 

1921-22 . 

• • 

6,403 

6,847 

2,485 

5,156 

0.317 

13.8 

22-23 . 

* , 

4,466 

3,666 

3,641 

3,879 

0.239 

10.4 

23-24 . 

, , 

8,149 

6,982 

2,932 

5,921 

0.364 

15.9 

24-26 . 

• ♦ 

4,218 

2,024 

3,310 

3,188 

0.196 

8.5 

25-26 . 

• • 

2,727 

2,253 

4,266 

3,120 

0.192 

8.4 

1926-27 . 

• • 

12,449 

(6,000) 

(4,000) 

7,371 

0-453 

19.7 

8 Yean* Average 

6,131 

3,995 

3,206 

4,404 

0.271 

11.8 


Net considered for ealoulating the average. 


( 14 . 6 ) 






MEAN EISCHABGE BY lO-BAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No, U 

River GHATAPRABHA Site HADALGA Month SEPTEMBER 


Year 

{June to May) 

Mean discharge (Gusees) 

Volume of flow for 
the month 

M.A.F. |t. Jlf. (7. 

1-10 

11.20 1 

2i.m 

Whole 

month 

1910-11* . . . 

2,318 

1,070 

1,403 

1,597 

0.095 

4.1 

1911-12* . . . 

2,822 

1,817 

517 

1,719 

0.102 

4.5 

12-13* . . . 

n;a. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

13-14* . . . 

? ♦ 

>♦ 

) > 

9 9 


t f 

14-15* . . . 

1,220 

5,165 

1,605 

2,660 

0.158 

6.9 

15-16* . . . 

1,869 

1,669 

1,353 

li627 

0.097 

4.2 

1916-17* . . , 

1,326 

2,323 

1,607 

1,752 

0.104 

4.5 

lT-18* . . . 

6j898 

1,453 

991 

3,1U 

0.185 

8.1 

18-19* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

19-20 ... 

1,854 

639 

767 

1,084 

8.065 

2.8 

20-21 . . . 

860 

628 

523 

670 

0.040 

1.7 

1921-22 . . . 

1,913 

1,713 

8.39 

1,488 

0.089 

3.9 

22-23 . . . 

2,086 

1,299 

730 

1,972 

0.117 

5.1 

23-24 . . . 

719 

725 

1,239 

894 

0.053 

23 

24-25 . . . 

2,777 

820 

763 

1,450 

0.086 

3.8 

26-26 . . . 

1,390 

522 

434 

782 

0.047 

2.0 

1926-27 . . . 

2,166 

1,134 

1,174 

1,491 

0.089 

3.9 

8 Y«axs’ Average 

1,721 

934 

807 

1,229 

0.073 

3.2 


•Not oonaidered for caloulatiag the averge. 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

8EBIAL No. M 

Rivef GHATAPRABHA Site HADALGA Month OGTOBER 




Mean discharge {Ousecs) 


Volume of flow for 
the month 

Year 

(June to May) 

1-10 

11-20 

21-31 

1 . 

Whole 

month 

M. A, F. 

T. M. C. 

1910-11* . . . 

1,939 

762 

409 

1,016 

0.062 

27 

1911-12* . . . 

407 

.677 

231 

399 

0025 

11 

12-13* . . . 

N.A. 

N;A. 

N.\. 

N.A. 

N.A. 

N.A. 

13-14* . . . 

t* 

>> 


> t 

1 / 

** 

14-16* . . . 

563 

244 

152 

314 

0.019 

08 

16-16* . . , 

1,352 

589 

520 

811 

0.050 

22 

191-6-17* . . . 

501 

678 

370 

512 

0.031 

14 

17-18* . . . 

1,662 

1,028 

1,057 

1,240 

0.076 

3;3 

1849* . . . 

N.A. 

N.A. 

N:A. 

N.A. 

N.A. 

NrA. 

19-20 . . . 

1,35.8 

615 

250 

725 

0.045 

19 

20-21 . . . 

385 

179 

no 

221 

0.014 

0.6 

1921-22 ... 

439 

236 

104 

25.5. 

0.016 

0;7 

22-23 . . . 

410 

238 

133 

256 

0016 

07 

23-24 . . . 

299 

169 

99 

186 

0.011 

OiS 

24-25 . . . 

655 

323 

167 

37:1 

0.023 

l^flt 

25-26 . . . 

390 

495 

145 

337 

0.021 


1920-27 . . . 

607 

249 

132 

201 

0.018 

(kS 

8 Years' Average 

5S5 

3t3 

141 

m 

O^^O 

0,9 


*Not considered for calculating the average. 


( 14 . 7 ) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

SERIAL No. 14 

River GHATAPRABHA Site HADALGA Month NOVEMBER 


Year 

(June to May) 


Volume of flow for 
the mont h 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

j T. M. 

1910-11* . . . 

234 

182 

134 

183 

0.011 

05 

1911-12* . . . 

129 

111 

111 

117 

0.007 

0.3 

12-13* - . • . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

13-14* . . . 

11 

f > 

9f 

11 

»> 

i* 

14-16* . . . 

136 

113 

84 

111 

0.007 

0.3 

16-16* . . . 

232 

148 

127 

169 

0.010 

0.4 

1910-17* . . . 

1.438 

1,066 

368 

953 

0.057 

2.5 

17-18* . . . 

447 

377 

332 

385 

0.023 

1.0 

18-19* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

19-20 . . . 

137 

164 

86 

126 

0.007 

0.3 

20-21 . . . 

72 

79 

74 

75 

0 004 

02 

1921-22 . . . 

326 

110 

84 

173 

0010 

0.4 

22-23 . . . 

167 

134 

271 

191 

0.011 

0.5 

23-24 . . . 

73 

81 

69 

74 

0.004 

0.2 

24-25 . - . 

90 

76 

90 

85 

0.005 

0.2 

26-26 . . . 

82 

93 

69 

81 

0.005 

0.2 

1926-27 . . . 

96 

79 

69 

79 

0.005 

0.2 

8 Years' Average 

131 

101 

100 

no 

0.006 

0.3 


"■Not ooiuidered for oaloulating the average. 


( 14 . 8 ) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 14 

River GHATAPRABHA Site HADALGA Month DECEMBER 


Year 

{June to May) 


Mean discharge [Cusces) 


Volume of flow for 

MO 

11-20 

21.31 

Whole 

month 

me fno9 

M. A. F. 


1910-11* . . 


106 

78 

60 

81 

0.005 

0.2 

1911-12* . . 


102 

64 

49 

71 

0.004 

0.2 

12-13* . . 


N.A. 

N.A. 

N.A. 

NA. 

N.A. 

N.A. 

13-14* . . 


>9 

IV 


ft 

ft 

ft 

14-15* , . 


71 

90 

61 

70 

0.004 

0.2 

15-16* .. . 


92 

74 

68 

78 

0.005 

0.2 

1916-17* . . 


163 

123 

86 

123 

0.008 

0.3 

17-18* . 


168 

281 

76 

169 

0.010 

0.5 

18-19* . . 


N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

19-20 . . 


70 

66 

54 

63 

0.004 

0.2 

20-21 . . 


67 

46 

33 

45 

0.003 

0.1 

1921-22 . . 


87 

71 

66 

71 

0.004 

0.2 

22-23 . . 


106 

77 

81 

87 

0.005 

0.2 

23-24 . . 


61 

60 

41 

SO 

(1.003 

0.1 

24-26 . . 


74 

60 

48 

60 

0.004 

0.2 

25-26 . . 


67 

46 

37 

46 

0.003 

0.1 

1926-27 . . 


46 

38 

32 

38 

0.002 

0.1 

8 Yeart* Average 

70 

57 

48 

58 

0.004 

0.2 


*Not considered for caloolating the average. 


( 14 . 9 ) 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 14 

River GHATAPRABHA Site HADALGA JANUARY 



Mean, discharge (Ciisecst 

Volume of Jlox for 

Year 




Whole 

month 

Im month 


(June to May) 

1-10 

11-20 

21-31 

M. A. F. ] T. 

M. C. 

1916-17 . . . 







17-18 . , . 







18-19 . . . 







19-20 . . . 

42 

39 

48 

43 

0.003 

01 

20-21 . . . 

28 

26 

22 

25 

0.002 

0.1 

1921-22 . . . 

64 

46 

31 

45 

0.003 

0.1 

22-23 . . . 

73 

64 

54 

63 

0.004 

0.2 

23-24 . . . 

34 

(31) 

28 

31 

0.002 

0.1 

24-25 . . . 

42 

26 

31 

33 

0 002 

01 

26-28 . . . 

27 

23 

18 

23 

0.001 

0.1 

1926-27 . . . 

30 

26 

21 

25 

0.002 

0.1 

8 Years’ Average 

41 

35 

32 

36 

0.002 

0.1 


( 14 . 10 ) 



MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 14 

River GHATAPRABHA Site HADALGA Morah FEBRUARY 



1 Mean discharge (Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) J 

1 1-10 

11-20 

21-28129 

M. A. F. 

1 

T. M.O. 


1916-17 . 

17- 18 . 

18- 19 . 


19-20 . 

• • 

43 

37 

24 

34 

0.002 

0.1 

20-21 . 

. . 

16 

14 

12 

14 

0.001 

Nil 

1921-22 , 


27 

22 

21 

23 

0.001 

0.1 

22-23 , 


44 

41 

37 

41 

0.002 

0.1 

23-24 , 


18 

13 

9 

13 

0.001 

Nil 

24-25 , 


28 

24 

20 

24 

0.001 

0.1 

25-26 


16 

12 

11 

13 

0.001 

NU 

1926-27 

. . . 

16 

13 

10 

13 

0.001 

Nil 

8 Years’ Average 

26 

22 

18 

22 

0.001 

0.1 


( 14 . 11 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No. 14 


River GHATAPRABHA Site HADALGA Month MARCH 



1 Mean disckarqe (Cusees) 

Volume of flow for 

Year 

(June to May) 

1 

1.10 

^ 11.20 

\ 

21-31 

\ Whole 
month 

the month 

\ M. A. F. 1 T. M. C. 


1916-17 . , . 

17- 18 . . . 

18- 19 . . . 

19- 20 . . . 

20 

U 

3 

12 

0.001 

Nil 

20-21 . . . 

8 

6 

5 

6 

Nil 

t9 

1921-22 . . . 

19 

16 

13 

. 16 

0.001 

NU 

22-23 . . . 

34 

29 

23 

29 

0.002 

0.1 

23-24 ... 

8 

3 

2 

4 

Nil 

NU 

24-25 ... 

16 

12 

7 

11 

0.001 


25-26 . . . 

10 

9 

7 

9 

0.001 

f f 

1926-27 . , . 

9 

7 

3 

6 

Nil 

NU 

1 Yeart' A^rage 

15 

12 

8 

12 

0 001 

NU 


( 14 , 12 ) 



MEAN discharge BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No, 14 


River GHATAPRABHA Site HAOALGA Mmth APRIL 


Tear 

{June to Hay) 

Mean discharge {Cusees) 

Volume of/low for 
the month 

1-JO 

11-20 

21-30 

Whale 

month 

M. A. F. 

T. M. C. 

1918-17 . . , 







17-18 . . . 







18-19 . . . 







19-20 . . , 

1 

1 

1 

1 

Nil 

NU 

20-2i . . . 

3 

17 

10 

10 

0 001 


1921-22 . . . 

10 

9 

29 

16 

0.001 

Nil 

22-23 . . . 

28 

17 

10 

18 

9.001 

9$ 

23.24 . . . 

28 

5 

3 

12 

0.001 

if 

24-25 . . . 

6 

6 

3 

4 

NU 

ft 

28-26 . . . 

6 

1 

(Nil) 

2 

tf 

*1 

1926-27 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(NU) 

(NU) 

Hi Awr*** 

10 

7 

7 

8 

0.001 

NU 


( 14 . 13 ) 





MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 14 

Rivtr GHATAPRABHA Site HADALGA Month MAY 


Year 

(June to May) 

JHean discharge (Cuaecs) 

Volume of flow for 
the month 

1-10 

11.20 

21-31 

Whole 

month 

M. A. F. 

T. M. C. 

1916-17 . . . 







17-18 . . . 







18-19 , . . 







19-20 . . . 

1 

1 

1 

1 

Nil 

Nil 

o 

I 

3 

(Nil) 

(Nil) 

1 

»l 

II 

1921-22 , . . 

17 

7 

19 

14 

0.001 

Nil 

22-23 . . . 

7 

3 

2 

4 

NU 


23-24 . . . 

4 

1 

(Nil) 

2 

t9 

>> 

24-25 ... 

3 

5 

2 

3 

$9 

f 1 

26-26 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

1926-27 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(NU) 

(NU) 

8 Yewri’ Average 

4 

2 

3 

3 

NO 

• 

NU 


(14 14 ) 











MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SEBIAL No. 15 

River GHATAPRABHA Site DADDI Montk JUNE 


Tear 

(June to May) 

1-10 

Mean dischat 

11-20 

ge (Cusees) 

21-30 

Whole 

month 

Volume of flow for 
the month 

M. A. F. 

T. M. C. 

1949-60 . . . 

741 

619 

1,268 

839 

0.050 

2.2 

50-61* , , . 







1961-52* . . . 

N.A. 

1,511 

3,596 




62-53 . . , 

(Nil) 

31 

2,696 

875 

0.052 

2.3 

63-54 . . . 

Nil 

Nil 

10,203 

3,166 

0.188 

8.2 

64.56 . . . 

322 

632 

164 

364 

0.022 

0.9 

65^6* . . . 

Nil 

Nil 

6,963 

1,984 

0.118 

5.1 

4 Years’ Average 

266 

296 

3,555 

1,311 

0.078 

3.4 


Month JULY 


Mean discharge (Ousecs) 

Volu m e of flow for 

Feor 





(he month 

(June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M, A. F. 

T. M. C. 

1949-50 . . . 

1,676 

11,880 

3,938 

5,770 

0.355 

15.5 

50-61* . . , 







1951-62* . . . 

1,230 

329 

9,614 

3,490 

0.215 

9-3 

62-53 . . . 

1,646 

976 

18,989 

7,203 

0-443 

19.3 

63-54 . . . 

20,644 

6,016 

1,567 

7,921 

0.487 

21.2 

64-55 . . . 

9:230 

13,214 

1,897 

7,913 

0487 

21.2 

55-56* . . . 

8,677 

1,008 

2,255 

3,892 

0.239 

10.4 

Years’ Average 

8,299 

8.021 

6,595 

7,202 

0.443 

19.3 


^Not considered for calculating the average. 


( 16 . 1 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 15 

Eiver GHATAPRABHA Site DADDI ^onth AUGUST 


Year 

Mean discharge (Cusecs) 

Volume of flow for 
the month 





{June to May) 

LIO 

11-20 

21-31 

w note 
month 

M. A. F. 

T. M. C. 

1949-60 . . . 

5,974 

3,407 

1,247 

3,469 

0213 

9.3 

60-51* 







1951-52* . . ^ 

7,784 

3,649 

1,146 

4,095 

0.252 

11.0 

52-63 . . . 

11,119 

3,831 

3,800 

6,171 

0.379 

16.5 

63-64 . . . 

12,691 

19,497 

6,420 

12,536 

0.771 

33.6 

64-66 ... 

20,812 

4,121 

652 

8,239 

0.507 

22.1 

65-66* . . . 

1,142 

931 

3,853 

2,036 

0.125 

5.5 

4 Years’ Average 

12,649 

7,714 

2,755 

7,604 

0.468 

20.4 


Month SEPTEMBER 

Year 

Mean discharge (Cusecs) 

Volume of flow for 





the month 

{June to May) 

1-10 

11-20 

21-30 


T. M. G. 

1949-60 . . . 

944 

666 

1,507 

1,039 

0.062 

2.7 

60-61* 







1951-62* ... 

83 

20 

40 

50 

0.003 

0.1 

52-53 . . . 

451 

46 

(416) 

304 

0.018 

0.8 

63-54 

1,902 

967 

281 

1,050 

0.062 

27 

54-66 . . . 

1,418 

1,208 

783 

1,136 

0.068 

2.9 

65-66* . . . 

6,312 

376 

198 

1,962 

0.117 

51 

4 Years’ Average 

1,179 

722 

747 

882 

0.052 

2.3 


* Not considered for oalonlating the average. 

(15.2) 














MEAN DISCHARGE B? 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 


SERIAL No. U 

River GHATAPRABHA Site DADDI Movih OCTOBER 


Tear 

( Mean discharge iOusecs) 

K olume of flow for 




Whole 

month 

the month 

[June to May) 

1-10 

11-20 

21-31 

M. A F. 

T. M. C. 

1949-60 . . . 

306 

120 

340 

257 

0 016 

0.7 

60-61* . . . 







1961-62* . . . 







62-53 . . . 

786 

449 

61 

5U 

» 

0.032 

14 

63-54 . . . 

841 

601 

1,624 

1,006 

0062 

2.7 

64-66 . . . 

216 

13 

Nil 

74 

0.005 

02 

66-66* ... 

4,863 

351 

216 

1,759 

0.108 

4.7 

4 Years’Average 

537 

296 

481 

463 

0.029 

1.2 


Month NOVEMBER 


Mean discharge [Cuaecs) [ 

Volume of flow for 

Year 




Whole 

the month 

[June to May) 

1-10 

11-20 

21-30 

M. A. F. j 

, T. M. C. 



month 

1949-60 . . . 

143 

356 

280 

260 

0.015 

0.7 

60-61* . . . 







1961-52* . . . 

600 

387 

403 

430 

0.026 

1.1 

62-63 . . . 

608 

394 

186 

388 

0.023 

1.0 

63-64 . . . 

337 

80 

Nil 

139 

0.008 

0.4 

64-55 . . . 

118 

326 

264 

232 

0.014 

0.6 

65-66* . . . 

60 

22 

N.A. 




4 Years’ Average 

302 

289 

180 

255 

0.015 

0.7 


* Not considered for calculating the average. 

(16.3) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 15 


River GHATAPRABHA Site DADDI J^onth DECEMBER 




Mean discharge {Cusecs) 


Volume of flow for 
the month 

Tear 


1 


Whole 

month 

{June to May) 

1-10 

11-20 

21-31 

M. A, F. 

1 T. M. G. 


1949-60 . . . 

216 

136 

87 

144 

0009 

0.4 

60-61* . . . 







1961-52* . . . 







52-53 . . . 

104 

96 

69 

93 

0.006 

0.2 

53-54 . . . 

235 

302 

183 

238 

0.015 

0.6 

54-66 . . , 

184 

185 

167 

178 

0011 

0.5 

66-56* . . . 







4 Yean’ Average 

184 

180 

126 

163 

0.010 

0.4 


Month JANUARY 


I Mean discharge (Cusecs) \ 

Volume of flow for 

Year 

1 



j Whole 

1 moiUh 

the month 

(June to May) j 

1-10 I 

11-20 

21-31 

M, A. F. 

T. M. C. 


1 



1949-50 , . . 

63 

62 

29 

47 

0.003 

0.1 

60-61* . . . 







1951-52* . . . 







52-53 . . . 

59 

46 

39 

48 

0.003 

0.1 

63-54 . . . 

137 

116 

70 

106 

0.007 

0.3 

64-65 . . . 

56-56* . . . 

69 

66 

136 

93 

0.006 

0.2 

4 Years’ Average 

82 

70 

68 

74 

0 005 

0.2 


Not oonsidered for oaloulating the average. 


(15.4) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. U 

River GHATAPRABHA Site DADDI Month FEBRUARY 


Year 

{June to May) 

Mean discharge {Cusecs) 1 

Volume ofj 

low for 
nth 

T. M. C. 

1-10 

11-20 

21-28129 

• Whole 
month 

the mi 

M. A. F. 

Ti 

1949-50 . . . 

25 

16 

14 

18 

0.001 

Nil 

50-51* . . . 







1951-52* . . . 







62-63 . . . 

33 

28 

13 

24 

0.001 

01 

63-64 . . . 

56 

27 

14 

33 

0.002 

0.1 

64-56 . . , 

54 

44 

30 

43 

0.002 

0.1 

66-66* . . . 







4 Years’ Average 

42 

29 

18 

30 

0.002 

0.1 




Month 

MARCH 


1 Mean discharge (Cusecs) 

Volume of flow for 

Year 





the month 

{June to May) 

1.10 

11-20 

21-31 

w fioie 
month 

M. A. F. 

T.M.C. 

1949-50 . . . 

8 

7 

6 

1 

Nil 

Nil 

50-61* . . . 







1961-52* , . . 







62-63 . . , 

8 

3 

1 

6 

Nil 

NU 

53-54 . . , 

9 

16 

48 

25 

0.002 

0.1 

64-56 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

65-66* . . . 







4 Years’ Average 6 

6 

14 

9 

Nil 

Nil 

*Not considered for calculating the average. 





(16.5) 















MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 15 

fiiver GHATAPRABHA Site DADDI Month APRIL 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 

1-10 

11-20 

21-3 

Whole 

monih 

the month 

M. A. F. 

T. M. C. 

1949-BO . . , 

6 

2 

2 

3 

Nil 

NU 

60-61* . . . 







52-63 . . . 

(15) 

30 

18 

21 

0.001 

0.1 

63-64 . . . 

14 

4 

3 

7 

Nil 

Nil 

64-66 . . . 

66-66* . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

4 Years’ Average 

8 

9 

6 

8 

NU 

NU 


Month MAY 

Tear 

j Mean discharge {Cuaecs) 

Volume of flow for 




Whole 

month 

the month 

(June to May) 

D 

11-20 

21-31 

M. A. F. 

T. M. C. 

1948.49* . .■ . 

3 

483 

665 

393 

0.024 

1.1 

49-60 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(NU) 

60-61* . . . 







1961-62* . . . 







52-63 . , . 

6 

Nil 

Nil 

2 

NU 

NU 

63-64 . . . 

• 4 

22 

12 

13 

0.001 

9> 

54-56 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(NU) 

65.66* . . . 







4 Years’ Average 

2 

6 

3 

4 

NU 

Nil 


*Not considere for calculating the average. 

(15.6) 










VOLUME OF ANNUAL FLOW 


SEBIAL No, 16 

River : GHATAPRABHA Bite ; DHUPDAL 



Volume 

of flow 


M, A. F. 

T. M. C. 

1906 

1.860 

80.6 

07 

3.533 

163.9 

08 

3.679 

165.9 

09 

2.476 

107.8 

If) 

2.509 

109.3 

1911 

1.940 

84.5 

12 

3.967 

172.8 

13 

2.135 

93.0 

It 

4.99.5 

217.6 

15 

2.601 

113.3 

1916 

3.081 

134.2 

17 

2.732 

119.0 

18 

1.398 

60.9 

19 

2.280 

99.3 

20 

2.124 

92.5 

1921 

2.548 

111.0 

1,1 22 to 30A.22* 0.009 

0.4 

1922-23 

2.608 

113.6 

23-24 

3.851 

167.7 

24-26 

2,911 

126.8 

25*26 

2.856 

124.4 

20 Years’ 
Average 

2.799 

121.9 


♦Not considered for calculating the arerage. 

NOTE:-—The figures for the years 1906 to 1921 are the volumes of flow for calendar 
years. The figures for the years 1922*23 to 1926-2® are for twelve 
months from 1st May to 30th April. 


( 16 . 1 ) 



MEAN DISCHARGE BY iO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

8EBIAL No. 16 

River GHATAPRABHA Site DHUPDAL Month JUNE 


Year 

{June to May) 

Mean discharge (Ousecs) 

Volume of flow for 

1-10 

11-20 

21-30 

Whale 

month 

the me 

M. A F. 

mth 

T. M. V. 

1938-39 . . . 

247 

12,628 

9.838 

7.571 

0.451 

19.6 

39-40 . . . 

37 

7,334 

8,845 

5,406 

0.322 

14.0 

40-41 . . . 

56 

72 

7,872 

2,667 

0.159 

69 

3 Years' Average 

113 

6,678 

8,852 

5,215 

0.310 

13.5 

1941-42 . . . 

2,402 

2,757 

6,639 

3,599 

0.214 

9.3 

42-43 . . . 

3 

713 

6.216 

2,311 

0.138 

6.0 

43-44 . . . 

580 

4,526 

4,723 

3,277 

0.195 

8.5 

44-45 . . . 

185 

2,011 

2,412 

1,582 

0094 

4.1 

45-46 ... 

44 

666 

6,855 

2,188 

0.130 

5.7 

1946.47 . . . 

486 

2,342 

10,713 

4,513 

0.269 

11.7 

47-48 . . . 

67 

380 

384 

274 

0.016 

0.7 

48-49 . . . 

62 

1,648 

8,229 

3,313 

0.197 

8.6 

49-50 . . . 

2,660 

1,063 

4,238 

2,617 

0.156 

6.8 

60-51 . . . 

877 

82 

1,178 

712 

0.042 

1.8 

10 Years’ Average 

no 

1,618 

4,959 

2,439 

0.145 

6.3 

1961-62 . . . 

195 

6,288 

13,304 

6,596 

0.392 

17.1 

62-63 . . . 

33 

636 

8,990 

3,186 

0.190 

8.3 

63-54 . . . 

68 

61 

29,636 

9,919 

0590 

25.7 

64-66 . . . 

63 

2,019 

2,406 

1,496 

0.089 

3.9 

66-66 . . . 

89 

261 

8,264 

2,864 

0.170 

7.4 

1966-57 . . . 

1,385 

1,269 

12,272 

4,975 

0296 

12.9 

67-68 ... . 

294 

155 

7,256 

2,568 

0.153 

6.7 

68-69 . . . 

75 

Nil 

17,303 

5,793 

0.345 

150 

69-60 ... 

366 

524 

8,688 

3,189 

0.190 

8.3 

60-61 . . . 

10 

1,107 

8,060 

3,056 

0.182 

7.9 

10 Years' Average 

256 

1,221 

11,616 

4,364 

0.260 

11.3 

23 Years’ Average 

441 

2.105 

8,361 

3,638 

0.217 

9.4 


( 16 . 3 ) 









ME4N DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SEEIAL No. 16 


Biver GHATAPRABHA Site DHUPDAL Month JULY 


Year 

(June to May) 

Mean discharge (Gusecs) 

Volume of flow for 
the month 

M.A.F. j'T.M.C. 

1-10 

11-20 1 

' 

21-31 

Whole 

month 

1938-39 . , . 

16,093 

23,666 

15,666 

18,352 


1.128 

49.2 

39-40 . . . 

14,809 

60,559 

12,916 

25,669 


1.578 

68.8 

40-41 . . . 

16,444 

27,427 

22,162 

22,016 


1.354 

59.0 

3 7ears' Aveiage 

16,782 

33,851 

16,915 

22,012 


1.353 

59.0 

1941-42 . . . 

64,516 

24,337 

3,241 

26,587 


1.635 

71.2 

42-43 . . . 

39,653 

16,789 

36,470 

31,148 


1915 

83.4 

43-44 . . . 

12,205 

49,904 

18,190 

26,490 


1.629 

71 0 

44-45 . . . 

4,623 

39,408 

29,842 

24,793 


1.524 

66.4 

46-46 . . . 

28,880 

32,290 

16,086 

25,085 


1.542 

67.2 

1946-47 . . . 

19,160 

6,234 

40,638 

22,611 


1.390 

60.6 

47-48 . . . 

3,759 

28,043 

14,571 

15,429 


0.949 

41.3 

48-49 . . . 

9.640 

13,019 

29,222 

17,678 


1.087 

47.3 

49-60 . . . 

6,807 

28.676 

14,006 

16,093 


0.990 

43.1 

60-51 ... 

2,910 

31,669 

62,322 

33,269 


2.046 

89.1 

10 Years’ Average 

18,115 

27,037 

26,359 

23,918 


1.471 

64.1 

1961-62 . . . 

6,816 

3,678 

32,618 

14,927 


0.918 

40.0 

62-53 . . . 

6,660 

5,632 

47,876 

20,950 


1.288 

56.1 

63-64 . . . 

64,442 

22,419 

8,097 

30,893 


1.900 

82 7 

64-66 . . . 

26,491 

36,103 

10,567 

23,938 


1.472 

64.1 

65-56 . . . 

22,711 

9,508 

11,739 

14.558 


0885 

39.0 

1956-67 . . . 

44,601 

27,514 

23,760 

31,690 

1.949 

84.9 

67-58 . . . 

14,670 

37,331 

15,762 

22,332 

1.373 

598 

68-69 . . . 

34,607 

68,186 

31,664 

44,394 

2.730 

118.9 

69-60 . . . 

67,453 

32,’n-i 

39,982 

43,293 

2.662 

U6.0 

60-61 , . . 

35,247 

4,405 

19,924 

19,861 

1221 

53.2 

10 Years' Average 31,359 

24,745 

24,196 

26,684 

1.641 

71.5 

23 Years’ Average 23,569 

26,929 

24,187 

24,872 

1.529 

66.6 


(16.4) 






MEAN DISCHARGE BY JO-DAY PERIODS AND MONTHS 
AND THR VOLUME OF FLOW BY MONTHS 

SERIAL No. 16 


Rimr GHATAPRABHA 

Site 

DHUPDAL 


Month 

AUGUST 

1 


Mean discharge {Cusecs) 


Volume of flow for 

r eo’’ ! 





the month 

(June, lo May) | 

1 

LIO 

11-20 

j 21-31 

Whole 

month 

M. A. F. 

j T.M.C 

1938-S9 . . . 

4,869 

7,170 

8,631 

6,946 

0 427 

18-6 

39-40 . . . 

5,678 

18,364 

46,813 

24,334 

1-496 

65.2 

40-41 . . . 

16,391 

14,186 

22,871 

17,656 

1.086 

47.3 

3 Tears’ Average 

8,613 

13,240 

26,105 

16,312 

1.003 

43.7 

1941-42 . . . 

6,360 

10,460 

6,244 

6,964 

0.428 

18.7 

42-43 . . . 

30,628 

9,693 

6,490 

14.955 

0.920 

40.1 

43-44 . . . 

12,424 

6,070 

2,615 

6,636 

0.402 

17.5 

44-46 . . . 

17,643 

6,306 

11,057 

11.648 

0.716 

31.2 

45-46 . . . 

3,063 

21,438 

12,398 

12,300 

0.756 

32.9 

1946-47 . . . 

40,993 

19,774 

24,936 

28,451 

1.749 

76.2 

47-48 . . . 

4,928 

4,683 

24,662 

11,816 

0.727 

31.6 

48-49 . . . 

6,528 

31,106 

12,248 

16,486 

1.014 

44.2 

49-50 , . . 

21,210 

12,624 

6,680 

12,930 

0.795 

34.6 

60-51 . . . 

24,997 

12,374 

3,215 

13,196 

0.811 

35.3 

10 Years* Average 

16,776 

13,343 

10,744 

13,528 

0.832 

36.2 

1951-62 . . . 

23,319 

14,352 

6,262 

14,370 

0.884 

38.5 

52-63 . . . 

32,153 

14,723 

16,706 

20,694 

1.272 

55.4 

53-54 . . . 

29,623 

42,386 

13,163 

27,899 

1.715 

74.7 

54-55 . . . 

40,390 

17,623 

4,442 

20,258 

1.246 

54.3 

55-66 . . . 

11,339 

11,682 

17,366 

13,588 

0.835 

36.4 

1956-57 . . . 

47,866 

18,138 

7,736 

24,037 

1.478 

64.4 

57-58 . . . 

17,321 

24,090 

25,338 

22,349 

1.374 

59.9 

58-59 . . . 

7,661 

11,707 

16,256 

11,980 

0737 

32.1 

69-60 . . . 

19,447 

73,84 

18,774 

15,317 

0.942 

41.0 

60-61 . . . 

26,064 

17,482 

11,673 

18,154 

1.116 

48.6 

10 Years’ Average 

25,507 

17,947 

13,660 

18,865 

1.160 

50.5 

23 Years’ Average 

19,508 

15,331 

14,015 

16,211 

0.997 

43.4 


(16.5) 






MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 


jSBjRIAL No. 16 

Biwr GHATAPRABHA Site DHUPDAL Month SEPTEMBER 




Mean discharge {Cusecs) 


Volume of flow for 

Year 

{June to May) 

1-10 

11 20 

21-30 

Whole 

month 

the month 

M. A. F. T. M. C. 

1938-39 , . . 

6,466 

1,904 

5,377 

4,246 

0.253 

11.0 

39-40 . . . 

17,017 

4,089 

1,480 

7,529 

0.448 

19.5 

40-41 . . . 

4,461 

1,269 

2,279 

2,663 

0.158 

69 

S Years’ Average 

8,975 

2,417 

3,045 

4,813 

0.286 

12.5 

1941-42 . . . 

1,800 

1,338 

1,160 

1,433 

0.085 

3.7 

42-43 . . . 

8,408 

2,608 

2,642 

4,486 

0.267 

I!.6 

43-44 . . . 

3,580 

3,975 

2,842 

3,466 

0.206 

9.0 

44-45 . . . 

2,443 

1,617 

1,116 

1,725 

0.103 

4.5 

46-46 . . . 

3,795 

5,592 

3,601 

4,329 

0.258 

11.2 

1946-47 . . . 

5,563 

4,065 

2,723 

4,110 

0.245 

10.7 

47-48 . . . 

22,607 

4,450 

4,683 

10,546 

0.628 

27.3 

48-49 . . . 

5,948 

2,106 

10.208 

6,117 

0.364 

15.9 

49- 50 . . . 

50- 61 . . . 

4,976 

8,669 

4,067 

6,805 

5,282 

8,380 

0.314 

13.7 

11,757 

4,660 

0.495 

21.6 

10 Years’ Average 

6,768 

4,146 

4,034 

4,982 

0.296 

12.9 

1961-52 . . . 

1,512 

1,428 

1,547 

1,495 

0.089 

3.9 

52-63 . . . 

2,823 

1,309 

1,145 

1,759 

0.105 

4.6 

63-54 . . . 

4,467 

2,472 

1,259 

2,733 

0.163 

7.1 

54-65 . . . 

6,666 

7,156 

6,056 

6,259 

0372 

16.2 

55-56 . . . 

19,100 

4,865 

3,642 

9,202 

0 548 

23.9 

1956-57 . . . 

4,041 

2,284 

2,633 

2,986 

0.178 

7.7 

67-68 . . . 

3,903 

3,609 

1,425 

2,979 

0.177 

7.7 

68-69 . . . 

9,428 

4,831 

1,943 

5,400 

0.321 

14.0 

59-60 . . . 

18,507 

6,288 

4,352 

9,716 

0.578 

25.2 

60-61 . . . 

2,798 

2,515 

5,686 

3,633 

0.216 

9.4 

10 Years’ Average 

7,314 

3,676 

2,859 

4,616 

0.275 

12.0 

23 Years’ Average 

7,293 

3,716 

3,394 

4,801 

0.286 

12.4 


( 16 . 6 ) 










MEAN DISCHARGE BV lO-I AY PERIODS AND MONTHS 
and THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 16 


River GHATAPRABHA Site BHLPDAL Month OCTOBER 


Year 

Alean discharge iCusecs) 

Volume of flow for 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

M. A. F. 

y. M. 0. 

1938-39 . . . 

22,824 

5,6?)4: 

3C4 

8,651 

0.532 

23.2 

39-40 : . . 

756 

360 

1,776 

989 

0.061 

2.6 

40-41 . . . 

464 

1,526 

833 

935 

0.057 

2.5 

3 Pears’ Average 

8,011 

1,827 

991 

3,525 

0.217 

9.4 

1941-^2 . . . 

2;277 

949 

174 

1,102 

0068 

3.0 

42-13 . . . 

1,£66 

1,181 

137 

838 

0.052 

2.2 

43-44 . ; . 

3,221 

2,728 

1,133 

2,322 

0.143 

6.2 

44-4.5 . . . 

771 

601 

1,736 

1,026 

0063 

2.7 

46-46 . . . 

1,380 

1,016 

124 

817 

0.050 

2.2 

1946-47 . . . 

3,930 

1,076 

254 

1,705 

0.105 

4.6 

47-48 . . . 

2,290 

1,024 

397 

1,210 

0.074 

32 

48-49 . . . 

4,279 

2,758 

1,598 

2,840 

0.175 

7.6 

49-60 , . . 

2,430 

1,366 

3,335 

2,408 

0.148 

6.4 

50-51 . . . 

6,106 

10,290 

1,671 

5,882 

0 362 

15.8 

10 Years’ Average 

2,795 

2,289 

1,056 

2,015 

0 124 

5.4 

1961-52 ... . 

4,797 

3,270 

1,173 

3,018 

0.186 

8.1 

62-53 . . . 

4,106 

3,803 

1,347 

3,029 

0 186 

8.1 

53-54 . . . 

2,936 

4,229 

6,969 

4,784 

0 294 

12.8 

64-66 . . . 

3,006 

1,480 

2,701 

2,436 

0150 

6.5 

65-56 . . . 

20,046 

4,717 

3,949 

9,389 

0.577 

25.1 

1956-.57 . . . 

5,848 

4,855 

1,909 

4,130 

0.254 

11.1 

67-58 . . . 

2,261 

1,227 

3,402 

2,329 

0 143 

6.2 

68-59 . . . 

1,523 

1,432 

707 

1,204 

0.074 

3,2 

59-60 . . • 

1,938 

1,086 

844 

1,275 

0.078 

3.4 

60-61 ... 

2,446 

1,496 

93.5 

1,603 

0099 

4.3 

10 Years’ Average 

4,890 

2,759 

2,394 

3^320 

0.204 

8.9 

23 Years’ Average 

4,386 

2,433 

1,629 

2,779 

0.171 

7.4 


(16.7) 





MEAN DISeHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 
SERIAL No. 16 

River GHATAPRABHA Site DHUPDAL Month 


Mean discharge (Gusecs) 


Month NOVEMBER 


Year 

{June to May) 


Whole 

month 


Volume of flow for 
the month 










MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 16 

River GHATAPRABHA Site DHUPDAL Month, DECEMBER 


Year 

(June to May) 


1 Mean discharge (Cusecs) 

1 

1-10 1 

11-20 

21-31 


Whole 

month 


Volume of flow for 
the month 


M. A, F. 


T. M. 0. 


1938-39 . . . 

176 

131 

77 

128 

0008 

0.3 

39-40 . . . 

98 

107 

119 

108 

0.007 

03 

40-41 ... 

162 

132 

111 

131 

0.008 

0.4 

3 Years’ Average 

142 

123 

102 

122 

0.008 

0.3 

1941-42 . . . 

107 

97 

123 

no 

0.007 

0.3 

42-43 . . . 

122 

116 

180 

HO 

0.009 

0.4 

43-44 . . . 

239 

161 

122 

169 

0010 

0.5 

44-46 . . . 

248 

138 

130 

171 

0.011 

0.5 

45-46 . . . 

118 

124 

126 

122 

0.008 

0.3 

1916-47 . . . 

290 

237 

134 

217 

0.013 

0.6 

47-48 . . . 

180 

158 

151 

163 

0010 

0.4 

48-49 . . . 

476 

302 

229 

332 

0.020 

0.9 

49-60 . . . 

272 

209 

181 

219 

0.013 

0.6 

60-51 . . . 

282 

167 

182 

207 

0.013 

0.6 

10 Years’ Average 

233 

169 

156 

185 

0.011 

0.5 

1961-52 . . . 

216 

193 

159 

189 

0.012 

0.5 

62-63 . . . 

146 

159 

164 

157 

0.010 

0.4 

63-64 . . . 

326 

264 

179 

254 

0.016 

0.7 

64-65 . . . 

194 

161 

182 

179 

0011 

0.5 

66-66 . . . 

412 

189 

187 

260 

0016 

0.7 

1966-67 . . . 

644 

328 

302 

388 

0024 

1.0 

57-58 . . . 

347 

238 

180 

253 

0.016 

0.7 

58-59 . . . 

142 

119 

69 

109 

0007 

0.3 

69-60 . . . 

283 

129 

86 

153 

0.009 

0.4 

60-61 . . . 

190 

152 

91 

142 

0.009 

0.4 

10 Years’ Average 

277 

193 

160 

208 

0.013 

0.6 

23 Year*’ Average 

240 

173 

151 

187 

0.012 

0.5 


(16.9) 










MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL -No. 16 

River GHATAPRABHA Site DHUPDAL Month JANUARY 


Fear 

(June tio May) 

Mean discharge {Ousecs) 

Volume of flow for 
the month 

M. A. F. j T. M. G. 

1-10 

11-20 

i 21-31 

Whole 

month 

1937-38* . . . 

85 

96 

67 

82 

0.005 

0.2 

38-39 . . . 

47 

106 

93 

82 

0.005 

0.2 

39-40 . . . 

78 

91 

95 

88 

0.005 

0.2 

40-41 , . . 

94 

86 

116 

99 

0.006 

0.3 

3 Years’ Average 

73 

94 

101 

90 

0.005 

0.2 

1941-42 . . . 

97 

65 

66 

72 

0.004 

0.2 

42-43 . . . 

84 

100 

94 

93 

0.006 

0.2 

43-44 . . . 

108 

93 

124 

109 

0.007 

0.3 

44-46 . . . 

84 

97 

112 

98 

0.006 

0.3 

46-46 . . . 

99 

66 

95 

84 

0.005 

0.2 

1946-47 . . . 

117 

112 

111 

113 

0 007 

03 

47-48 . . . 

141 

129 

92 

120 

0 007 

0.3 

48-49 . . . 

166 

149 

165 

160 

0010 

04 

49-60 . . . 

149 

134 

150 

145 

0.009 

0.4 

60-51 . . . 

173 

144 

142 

163 

0.009 

0.4 

10 Years’ Average 

122 

108 

lU 

115 

0.007 

0.3 

1951-52 . . . 

141 

161 

86 

127 

0008 

0.3 

62-63 . . . 

122 

no 

73 

101 

0006 

0.3 

63-64 . . . 

157 

163 

128 

149 

0.009 

0.4 

64-55 . . : 

144 

142 

119 

135 

0008 

04 

55-66 . . . 

109 

157 

121 

129 

0.008 

0.3 

1956-57 , . . 

216 

153 

110 

158 

0010 

0.4 

67-58 . . . 

120 

113 

78 

103 

0.006 

0.3 

58-59 . . . 

32 

23 

3 

19 

0.001 

0.1 

59-60 . . . 

82 

56 

35 

57 

0.004 

0.2 

60-61 . . . 

67 

39 

22 

42 

0.003 

0.1 

10 Years’ Average 

119 

112 

77 

102 

0.006 

0.3 

23 Years' Average 

114 

108 

96 

106 

0.006 

0.3 


♦Not considered for calculating the average. 


{ 16 . 10 ) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 
8EBIAL No. 16 

Ri^er GHATAPRABHA Site DHUPDAL Month FEBRUARY 


Year 

Mean disch'irue iC’usecs) 

Volume of flow for 

1-10 

11-20 

21-28129 

Whole 

month 

the month 

(June to May) 

M. A. F. 

T. M. 0. 

1037-38* . , 

42 

17 

40 

33 

0 002 

0.1 

38-39 . . . 

92 

79 

70 

81 

0.004 

0.2 

39-40 . . . 

80 

71 

73 

77 

0.004 

0.2 

c 

1 

99 

92 

78 

91 

O.OOS 

02 

3 Tears’ Average 

90 

81 

74 

83 

0,004 

0.2 

1941-42 . . . 

oO 

78 

44 

58 

0.003 

0.1 

42-43 . . . 

93 

78 

61 

78 

0.004 

0.2 

43-44 . . . 

109 

72 

71 

85 

0.005 

0.2 

44-45 . , . 

100 

81 

55 

SO 

0.004 

0.2 

45-46 . . . 

40 

26 

26 

31 

0.002 

0.1 

19'6-47 . . . 

103 

82 

75 

88 

0.005 

0.2 

47-48 . . . 

56 

85 

44 

62 

0.004 

0.2 

48-49 . . . 

145 

170 

110 

144 

0.008 

0.3 

49-50 . . . 

106 

56 

63 

76 

0.004 

0.2 

60-61 . . . 

106 

55 

56 

74 

0.004 

0.2 

10 Years’ Average 

91 

78 

60 

78 

0.004 

0.2 

1951-62 . . . 

59 

62 

60 

60 

0.003 

0.2 

.52-63 . . . 

61 

68 

61 

63 

0.003 

0.2 

63-54 . . . 

154 

69 

60 

97 

0.005 

0.2 

54-65 . . . 

104 

67 

63 

79 

0004 

0.2 

65-56 . . . 

170 

100 

70 

115 

0.007 

0.3 

1966-57 . . . 

79 

61 

19 

52 

0 003 

0.1 

67-68 . . . 

63 

23 

Nil 

31 

0002 

0.1 

68-59 . . . 

75 

71 

71 

72 

0.004 

0.2 

69-60 . . . 

64 

Nil 

Nil 

22 

0001 

0.1 

60-61 . . . 

Nil 


if 

Nil 

Nil 

Nil 

10 Years’ Average 

83 

51 

40 

59 

0.003 

0.2 

23 Years' Average 

87 

67 

53 

70 

0.004 

0.2 


* Not considered for calculating the average. 


116.111 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SEBIAL No. 16 


River GHATAPRABHA Site DHUPDAL Month MARCH 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

M. A. F. T. M C. 

1.10 

11-20 

21 31 

Whole 

month 

1937-38* 


62 

48 

73 

62 

0.004 

02 

38-39 

. . . 

51 

64 

7S 

63 

0.004 

0.2 

39-40 


63 

71 

36 

56 

0.003 

0.1 

40-41 

. . . 

64 

68 

6t 

62 

0.004 

0.2 

3 Years’ Average 

S9 

64 

58 

60 

0.004 

0.2 

1941-42 


28 

28 

23 

26 

0.002 

0.1 

42-43 


73 

71 

45 

62 

0.004 

0.2 

43-44 


64 

68 

72 

65 

0 004 

0 2 

44-46 


58 

60 

57 

55 

0 003 

0.1 

46-46 


23 

26 

27 

25 

0 002 

0.1 

1946-47 


44 

69 

50 

51 

0.003 

0.1 

47-48 


63 

64 

34 

47 

0.003 

0.1 

48-49 


68 

50 

68 

62 

0.004 

0.2 

49-60 


33 

26 

33 

31 

0.002 

0 1 

50-51 


67 

60 

48 

52 

0.003 

0.1 

10 Years’ 

Average 

SO 

47 

46 

48 

0.003 

0.1 

1951-62 

. 

60 

44 

41 

48 

0.003 

0.1 

52-53 

» • ♦ 

45 

66 

65 

55 

0003 

0.1 

53-64 

. 

74 

56 

67 

66 

0.004 

02 

54-65 

• • • 

64 

64 

74 

68 

0.004 

0.2 

66-56 

. . . 

71 

64 

63 

66 

0.004 

0.2 

19S6-57 


Nil 

8 

Nil 

3 

Nil 

Nil 

67-68 


64 

71 

66 

67 

0.004 

0.2 

68-69 

• * * 

4 

Nil 

Nil 

1 

Nil 

Nil 

69-60 

, . . 

Nil 

ft 

9 > 

Nil 

99 


60-61 

. . . 

9 9 

»» 

t t 

• ) 

9 r 

99 

10 Years’ Average 

38 

37 

37 

37 

0.002 

0.1 

23 Years 

Average 

46 

45 

43 

45 

0.003 

0 1 


* Not considered for calculating the average. 


( 16 . 12 ) 







MEAN DISCHABGE BY lO-BAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 16 

River GHATAPRABHA Site DHUPDAL Month APRIL 


Menn discharge {Cuf<ecs\ \ V olume of flow for 


Year 

{June to May) 

1^10 

11-20 

2130 

Whole 

month 

the month 

M. A. F. T. M. C. 

1937-38* . . . 

63 

72 

71 

69 

0.004 

0.2 

38-39 . . . 

62 

48 

26 

45 

0003 

0.1 

39-40 . . . 

29 

26 

26 

27 

0.002 

0.1 

40-41 . , . 

72 

64 

66 

61 

0.004 

0.2 

3 Years’ Average 

64 

43 

36 

44 

0.003 

0.1 

1941-42 . . . 

26 

23 

26 

25 

0001 

0.1 

42-43 . . . 

26 

24 

24 

21 

0.001 

0.1 

43-44 . . . 

30 

30 

34 

31 

0.002 

0.1 

44-45 . . . 

60 

56 

27 

44 

0.003 

0.1 

45-46 . . . 

26 

26 

53 

35 

0.002 

0.1 

]94fV47 . . . 

64 

56 

64 

62 

0.004 

0.2 

47-48 . . . 

66 

68 

64 

56 

0 003 

0.1 

48-40 . . . 

59 

62 

65 

62 

0.004 

02 

49-50 . . . 

27 

32 

32 

30 

0002 

0 1 

60-51 • . . 

49 

47 

26 

40 

0 002 

01 

10 Year A Average 

41 

41 

40 

41 

0.002 

Oil 

1951^2 . . . 

31 

18 

20 

23 

0.001 

0.1 

62-53 ... 

27 

22 

876 

308 

0 018 

08 

63-54 . . . 

69 

64 

61 

65 

0.004 

0.2 

54-66 . . . 

48 

51 

44 

48 

0.003 

0.1 

55-66 . . . 

74. 

71 

65 

66 

0.004 

02 

1956-67 . . . 

Nil 

4 

Nil 

1 

Nil 

NU 

57-58 . . . 

2< 

64 

142 

77 

0.005 

0.2 

68-69 • • • 

9 

36 

18 

21 

0.001 

0.1 

69-60 . . . 

Nil 

Nil 

3 

1 

Nil 

NH 

60-61 . . . 

»» 

»9 

6 

2 


9* 

W Years’ Average 

28 

33 

122 

61 

0.004 

0.2 

23 Years* Average 

37 

38 

75 

SO 

0.003 

0.1 


* Not considered tV>r calculating the average. 


( 16 . 13 ) 






MEAN DISCHARGE BY lO-HAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 16 


River GHATAPRABHA Site DHUPDAL Month MAY 




Mean discharge (0usees) 


Volume of fl 

ou> for 

Year 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-31 

M,A.F. 1 

! 

T. M. C. 

1937-38* . . . 

64 

56 

59 

60 

0.004 

0.2 

38-39 . . . 

30 

29 

26 

28 

0 002 

0.1 

39-40 . . . 

64 

61 

71 

62 

0004 

0.2 

40-41 . . . 

34 

33 

72 

47 

0.003 

0.1 

3 Years’ Average 

39 

41 

56 

46 

0 003 

0.1 

1941-12 . . . 

68 

36 

19 

37 

0.002 

0-1 

42-43 . . . 

20 

32 

608 

233 

0.014 

0.6 

43-44 . , . 

35 

65 

66 

56 

0.003 

O.l 

44-45 . . . 

52 

61 

69 

57 

0.004 

02 

46-46 . . . 

72 

63 

368 

174 

0.011 

0.5 

1946-47 . . 

65 

68 

69 

67 

0.004 

0.2 

47-48 . . . 

36 

53 

47 

45 

0.003 

0.1 

48-49 . . . 

60 

99 

2,490 

935 

0 657 

2.5 

49-50 . . . 

34 

47 

46 

43 

0003 

0.1 

p0-61 . . - 

28 

20 

267 

no 

0 007 

0.3 



10 Years’ Average 

46 

54 

404 

176 

0.011 

0.5 

1951-52 . . . 

20 

18 

17 

18 

0.001 

Nil 

62-53 . . . 

64 

69 

59 

61 

0.004 

0 2 

63-54 - . . 

30 

28 

46 

35 

0.002 

0.1 

64-66 . - . 

39 

91 

961 

380 

0.023 

10 

66-56 . . . 

69 

51 

77 

66 

0.004 

0.2 

1966-57 . . . 

70 

84 

277 

148 

0.009 

04 

67-58 . . . 

337 

179 

230 

248 

0.015 

0.7 

68-59 . . . 

1 

24 

267 

103 

0.006 

0.3 

69-60 . . . 

46 

634 

524 

373 

0.023 

1.0 

60-61 . . ■ 

72 

1,026 

3,976 

1,765 

0.109 

4.7 

10 Years” Average 

74 

210 

642 

320 

0.020 

0.9 

23 Years' Average 

57 

120 

462 

221 

0.014 

0,6 


* Not oonaidered for calculating the average. 


(16.14) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 17 

River GHATAPRABHA Site CHINCHKANDI Month JUNE 


i 

1 Mean discharge (Cusecs) \ 

Volume of flow f of 

Year 




Whole 

month 

the mo'nth 

(June to May) 

hio 

1 

11-20 

1 

21-30 

t 

M.A. F. 

T. M. G. 

1963-64 . . . 

N.A. 

125 

36.580 




64-65 . . . 

501 

2.002 

2,006 

1.662 

0.099 

4.3 

66-66 . . . 

N.A. 

N.A. 

6,674 




1966-67 . . . 

N.A. 

N.A. 

N.A. 




67-68 . . . 



f > 




68-59 . . . 

99 

1) 

16,361 





Mortth JULY 


Year 

(June to May) 


Mean discharge (Cusecs) 


Volume of flow for 

1-10 

11-20 

21-Sl 1 

Whole 

month 

the month 

M.A.F. T.M.G. 

1963-64 . . . 

83,410 

38,212 

12,436 


2.515 

109.6 

54-56 . . . 

24,918 

64,949 

13,126 


1.871 

81.5 

66-66* . . . 

44.821 

9,698 

12,862 

22,147 

1.362 

59.3 

1956-67 . . . 

67-68* . , . 

43,611 

N.A. 

46,782 

N.A. 


36.221 

2227 

97.0 

68-59 . . . 

26,109 

88,160 

44,822 

52,762 

3.244 

141.3 

4 Years’ Average 

34.865 

49,895 

23,851 

35,388 

2176 

94.8 


* Not ctiDsidered for calcolating the average. 


(17.1) 











MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 17 

River GHATAPRABHA Site CHINCHKANDI Month AUGUST 


Tear 

{June to May) 

1 Mean discharge {Cusecs) 

V^ume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

1 M. A. F. 

\ T M.C, 

1954-66 . . . 

51,171 

29,504 

8,004 

28,864 

1.775 

77.3 

56-66 . . . 

8,903 

12,442 

16,796 

12,845 

0.790 

34.4 

1956-67 . . . 

76,648 

22,024 

11,747 

33,167 

2.039 

88.8 

57-58* . . . 

16,226 

24,976 

31,090 

24,097 

1.482 

64.5 

68-59 . . . 

7,922 

7,636 

13,671 

9,500 

0.584 

25.4 

4 y ears* Average 

36,136 

17,902 

12,529 

21.094 

1.297 

56.5 


Month SEPTEMBER 


Mean discharge {0usees) ] 

Volume of flow far 

Tear 




Whole 

_ the month 

{June to May) 

1-10 

11-20 

21-30 

month 

M. A. F. 

T. M. C. 

1954-66 . . . 

7,319 

8,810 

5,888 

7,339 

0.437 

19.0 

66-66 . . . 

22,412 

7,665 

10,833 

13,637 

0.811 

35.3 

1956-67 . . . 

6,202 

2,877 

3,427 

3,835 

0228 

9.9 

57-68* . . . 

8,779 

5,678 

2,948 

5,801 

0.345 

15 0 

58-69 . . . 

10,197 

6,406 

3,111 

6,366 

0.379 

16.S 

4 Years' Average 

11,282 

6,189 

5,815 

7,794 

0 464 

20.2 


* Not considered for calculating the average. 


(17.2) 



MEAN BISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 17 

River GHATAPRABHA Site CHINCHKANDI 


Month OCTOBER 


Mean discharge [Gusecs) 


Volume of flow for 


{June to May) 

1-10 

11-20 

I 21-31 

1 Whole 
month 1 

' M. A. F.j 

T. M. 0. 

1954-65 . . , 

2,707 

1,950 

4,985 

3,271 

0.201 

8.8 

55-56 . . . 

27,161 

15,686 

10,712 

17,623 

1.084 

47.2 

1956-57 . . . 

9,563 

10,145 

1,849 

7,013 

0.431 

18.8 

67-59* . . . 

3,181 

2,407 

9 137 

5,045 

0.3101 

3.5 

58-59 . . . 

1,366 

9,231 

610 

1,377 

0.08S 

3.7 

4 Years’ Average 

10,199 

7,503 

4,539 

7,321 

0.450 

19.6 


Month NOVEMBER 


Year 

{June to May) 

1 Mean discharge {Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

1 21-30 

Whole 

month 

M. A. F, j 

T. M. 0. 



1954-55 . . . 

495 

219 

107 

274 

0.016 

0.7 

55-56 . . . 

2,989 

1,771 

1,198 

1,986 

0.118 

5.1 

1956-57 . . . 

18,208 

1,699 

1,935 

8,617 

0.513 

22.3 

57-58* . . . 

4,744 

4,103 

N.A. 

4,530 

0.270 

11.7 

58-59 - . . 

321 

242 

140 

234 

0.014 

0.6 

4 Years’ Average. 

5,503 

983 

845 

2,778 

0.165 

7.2 


* Not considered for calculating the average. 


(17.3) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLDME OE FLOW BY MONTHS 

SERIAL No. 18 

River GHATAPRABHA Site ANAGWADI Month JUNE 


Year 

(June to May) 

1 Mean discharge (Ousecs) 

Volume of floiv for 
the month 

M. A. F: 1 T. M. G. 

1-10 

, 1U20 

\ 

21-30 

1 Whole 
month 

1949-50 . . . 

686 

784 

988 

819 

0.049 

2.1 

50-51* ... 

3,071 

69 

474 

1,201 

0.071 

3.1 

1951-52* . . , 

N.A 

•N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

52-53* . . . 

1,220 

157 

3,066 

1,481 

0.088 

3.8 

63-54* . . . 

N.A. 

N.A. 

12,913 




64-55* . . . 


2,724 

1,906 




56-56 . . . 

64 

43 

1,263 

457 

0 027 

1.2 

1956-67 , , . 

453 

642 

2,827 

1,308 

0.078 

3.4 

57-68* . . . 

N.A. 

N.A. 

2,487 




3 Years’ Average 

401 

490 

1,693 

861 

0.051 

2.2 



Month 

JULY 


■ Mean discharge {Cusecs) 1 

Volume of flow jor 

Year 




TTri.^7,1 ! 

the month 

(June to May) 

1-10 

11-20 

21-31 

month 

M. A. F. 1 

T. M. 0. 

1949-50 . . . 

2,217 

7,818 

4,579 

4,674 

0.287 

12 5 

60-51* . . . 

912 

12,775 

46,171 

20,798 

1.279 

55'7 

1961-62* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

62-63* . . . 

3,942 

2,942 

30,949 

13,203 

0.812 

35.4 

53-64* . . . 

43,185 

14,533 

6,418 

20,896 

1.285 

56.0 

54-65* . . . 

11,935 

29,605 

17,286 

19,634 

1201 

52.3 

65-56 . . . 

17,025 

6,146 

7,627 

10,180 

0.626 

273 

1956-57 . . . 

26,847 

19,655 

20,464 

22,230 

1.367 

59.5 

57-68* . . . 

10,379 

29,763 

10,519 

16,678 

1.025 

44.7 

3 Years’ Average 

15,363 

11,173 

10,890 

12,361 

0.700 

33.1 


* Not considered tor calculating the average. 

( 18 . 1 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No, 18 


River GHATAPRABHA Site ANAGWADI Ilonth AUGUST 


Year 

Mean discharge (Gusecs) 

Volume of flow for 




Whole 

month 

the month 

{June to May] 

1.10 

11-20 

21.31 

M. A. F. 

T. M. C. 

1949-50 . . . 

9,261 

5,626 

3,186 

5,932 

0.365 

15.9 

50-51* . . . 

11,099 

9,648 

2,169 

7,462 

0.459 

200 

1951-62* . . . 

N.A. 

N.A. 

N.A. 




62-53* .* . . 

17,417 

13,154 

8,190 

12,768 

0.785 

34.2 

53-54* . . . 

16,061 

26,101 

12,404 

18,002 

1.107 

48.2 

64-65* , . . 

21,016 

16,730 

6,302 

14,412 

0.886 

38.6 

66-66 . . . 

6,185 

7,372 

8,704 

7,462 

0.459 

20.0 

1956-67 . . . 

20,020 

9,998 

6,889 

10,551 

0.649 

28.3 

67-68* . . . 

6,717 

18,350 

22,736 

15,934 

0.980 

42.7 

3 Yoata’ Average 

11.822. 

7,685 

5,928 

7,982 

0 491 

21.4 


Month SEPTEMBER 



Mean discharge ( Gusecs) 


Volume of flow for 

Year 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21.30 

M. A. F. 

T. M. G. 

1949-60 . . . 

3,041 

1,897 

8,234 

4,891 

0.261 

11.4 

60-51* . . . 

3,606 

4,666 

3,961 

4,038 

0.240 

10.5 

1951-52* . . . 

N.A. 

N.A. 

N.A. 




62-53* . . . 

2,683 

653 

1,003 

1,446 

0.086 

3.7 

63-64* . . . 

4,454 

6,655 

4,788 

4,966 

0.295 

12.9 

54-55* . . . 

4,936 

5,787 

4,498 

5,074 

0.302 

13.2 

66-56 . , . 

11,480 

4,916 

6,732 

7,710 

0.459 

20.0 

1956-57 . . . 

3,403 

2,134 

2,633 

2,724 

0.162 

7.1 

57-68* . . . 

N.A. 

N.A. 

N.A. 




3 Years’ Average 

5,975 

2,982 

5,866 

4,942 

0.294 

12.8 


* Not considered for calculating the average. 


( 18 . 2 ) 







MEAN DISCHARGE BY 10-DAY PERIOI S AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


8EEIAL No. 18 

River GHATAPRABHA Site ANAGWADI Month OCTOBER 


Year 

Mean, discharge (Gusecs) 

Volume of flow for 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-31 

M.A.F. 

T..M. G. 

1949-50 . . . 

1,665 

1,333 

3,902 

2,263 

0.139 

6.1 

50-51* . . . 

4,357 

7,334 

3,164 

6,718 

0352 

15.3 

1951-52* . . . 

N.A. 

N.4. 

N.A. 




62-53* . . . 

3,374 

4,690 

1,663 

3,637 

0.224 

97 

63-54* . . . 

4,729 

6,681 

7,740 

6,104 

0.375 

16.3 

64-55* . . . 

3,028 

2,446 

6,800 

3,824 

0.235 

10.2 

65-56 . . . 

18,334 

5,381 

6,701 

10,028 

0.617 

26.9 

1956-57 , . ^ 

6,670 

6 514 

2,449 

4,799 

0.295 

129 

57-58* . . . 

N.A. 

N.A. 

N.A. 




3 Years' Average 

8,520 

4,409 

4,351 

5,697 

0.350 

15.3 


Month NOVEMBER 

Tear 

Mean discharge (Cuaecs) 

Volume of flow for 
the month 




Whole 

month 

(June to May) 

1-10 

11-20 

21-30 . 

M.AF. 

T. M. G. 

1949-50 . ... 

923 

308 

182 

471 

0.028 

1.2 

60-61* . . . 

N.A. 

N.A. 

N.A. 




1961-52* . . . 

N.A. 

N.A. 

N.A. 




62-63* . . . 


>5 

99 




53-64* . . . 

4,726 

961 

220 

1,965 

0.117 

5.1 

54-55* . . . 

256 

91 

33 

137 

0.008 

0.4 

55-66 . . • 

2,852 

654 

265 

1,263 

0.075 

3.2 

1966-57 . . . 

7,208 

1,567 

1,578 

3,447 

0.205 

8.9 

67-58* . . . 

2,012 

1,465 

257 

1,244 

0.074 

3.2 

3 Years' Average 

3,661 

840 

672 

1,724 

0.103 

4.4 


* Not considered for calculating the average. 


(18.3) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 19 

River GHATAPRABHA Site MURMUTTISANGAM Month JUNE 



Mean discharge (Gusecs) 

Volume of flow for 

Tear 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-30 

M.A. F. 

T. M. G, 

1949-60 . . . 







60-51 . . . 

78 

74 

72 

75 

0.004 

0.2 

1961-62* . . . 

N.A. 

N.A. 

N.A. 




62-63 . . . 

250 

15 

2,036 

767 

0.046 

20 

63-64 . . . 

(Nil) 

(Nil) 

11,253 

3,751 

0.223 

9.7 

54-55 . . . 


238 

282 

173 

0.010 

0.4 

66-66* . . . 

N.A. 

N.A. 

N.A. 




1966-67 . . . 

(Nil) 

62 

786 

282 

0.017 

0.7 

57-68* . . . 

N.A. 

N.A. 

N.A. 




68-69* . . . 



3,267 




5 Years' Average 

66 

78 

2,886 

1,010 

0.060 

2.6 


Month JULY 

Year 

Mean discharge (Gusecs) 

Volume of flow for 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

M.A.F. 

T.M.G. 

1949-60 . . . 







60-61 . . . 

60 

10,728 

19,900 

7,286 

0.448 

19.5 

1961-52* . . . 

N.A. 

N.A. 

N.A. 




62-63 . . . 

2,490 

1,523 

42,517 

14,579 

0896 

39.0 

63-54 . . , 

49,770 

18,660 

3,037 

16,600 

1.021 

44.5 

64-55 . . . 

8,314 

38,686 

9,128 

18,400 

1.131 

493 

66-66* . . . 

N.A. 

N.A. 

2,636 




1956-57 . . . 

23,098 

17,314 

6,244 

15,252 

0.938 

40.9 

67- 68* . . . 

68- 69* . . . 

3,990 

18,379 

6,132 

9,392 

0 577 

25.2 

5 Years’ Average 

16,748 

17.382 

16,165 

14,423 

0.887 

38.6 


* Not considered for calculating the average. 


(19.1) 








MBAN DIgCHAR,G]? BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 19 


River GHATAPRABHA Site MURMUTTISANGAM Month AUGUST 


Tear 

{June to May) 

Mean discharge (Gusees) 

Volume of flow for 
the month 

M. A. F. 1 f. M. G. 

1-10 

11-20 1 



1949-50* . . . 

18,186 

9,767 

5,495 

13,204 

0.812 

35.4 

60-51 . . . 

10,637 

9.760 

1.130 

6,728 

0.414 

18 0 

1951-52* . . . 

N.A. 

N.A. 

N.A. 




52-63 . . - 

29,991 

6^667 

20,600 

19,100 

1.174 

51.2 

53-54 . . . 

2^,663 

37,654 

8,281 

23,331 

1.435 

62:5 

54-55 . . . 

29,756 

24.974 

2,615 

18,583 

1.143 

498 

55-56* . . . 

4,576 

5,648 

6,279 

5,526 

0.340 

14.8 

1956-67 . . . 

18,677 

8,885 

3,617 

8,893 

0.547 

23.8 

67-68* . . . 

2,617 

8,031 

11,160 

7,233 

0.445 

19.4 

5 Years’ Average 

22,303 

17,588 

7,229 

15,327 

0.943 

41.1 

Month SEPTEMBER 


Mean discharge (Ousecs) 

Voluwe of flow for 

Year 





the month 

(June to May) 

1-10 

11-20 

21-30 

month 

M. A. F. 

1 T. M. G 

1949-60* . . , 

4,028 

1,935 

8,211 

4,725 

0281 

12.2 

60-51 . . . 

4,148 

7,121 

3,053 

4,413 

0.263 

114 

1951-62* . . . 

N.A. 

N.A. 

N.A. 




62-63 . . . 

911 

265 

570 

678 

0.040 

1.8 

63-54 . . . 

1,379 

2,612 

306 

1,512 

0.090 

3.9 

64-56 . . , 

4,240 

3,020 

1,428 

2,896 

0.172 

7.5 

56-56* . . . 

8,655 

2,460 

4,098 

5,038 

0.300 

13 1 

1956-57 . . . 

1,141 

632 

1,092 

922 

0.055 

2.4 

5 Years’ Average 

2.364 

2,710 

1,290 

2,084 

0.124 

5.4 


* Not considered for calculating the average. 


(19.2) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

8EBIAL No. 19 

Rimr GHATAPRABHA Site MURMUTTISANGAM Month OCTOBER 



1 Mean discharge (Cusecs) 

1 Volume. of flow for 

Year 

\ 

\ UlO 

, 1 

11-20 \ 

1 


Whole 

month 

1 the month 

(June to May) 

21-31 

M. A. F. 

T.M.C. 


1949 60* . . . 

1,018 

448 

1,697 

1,118 

0.069 

3.0 

60-51 . . . 

5,061 

13,484 

353 

6,72i 

0.413 

18.0 

61-52* . . . 

N.A. 

N.A. 

N.A. 




62-53 . . . 

2,562 

3,011 

377 

1,932 

0.119 

5.2 

53-54 . . . 

3,035 

2,109 

5,447 

3,464 

0.213 

9.3 

1951-65 . . . 

882 

200 

1,684 

889 

0.055 

2.4 

55-66* . . . 

12,615 

3,669 

3,736 

6,588 

0.405 

17.6 

1966-57 . . 

2,678 

2,238 

419 

1,735 

0.107 

4.6 

5 Years' Average 

2,844 

4,208 

1.636 

2,949 

0.181 

7.9 

Month NOVEMBER 



If can discharge 

(Cusecs) 


Volume of flow for 

Year 


1 



the month 

(June to May) 

1-10 

lh20 1 

21-30 

Whole 

month 

M.A.F. 

T.M.G. 

1963-64 , . . 

3,832 

152 

11 

1,812 

0.108 

4.7 

54-5’> . . . 

20 

10 

N.A. 




56-56 . . . 

2,763 

102 

8 

1,147 

0.068 

3.0 

1956-57 . . . 

2,742 

222 

304 

1,089 

0.065 

2.8 

67-58 . . . 

414 

371 

41 

275 

0.016 

0.7 

*Not considered foi calculating the average. 


(19,3) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL N-o. 20 

River HIRANYAKESHI (Ghataprabha) Site AJRA Month JUNE 


Year 

(June to May) 

Alean discharge (Cusecs) 

Volume of flow for 
the month 

M A. F. j T. M. G. 

1-10 

11-20 

21-30 

Whole 

month 

1904-05* . . . 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

NA. 

05-06 . . . 

Nil 

56 

397 

151 

0.009 

0.4 

1906-07 . . . 

.Nil 

97 

2,290 

796 

0.047 

2.1 

o 

1 

o 

00 


586 

1,685 

757 

C.04S 

2.0 

o 

00 

1 

i t 

612 

1,346 

653 

0.039 

1.7 

09-10 . . . 

18 

629 

3,240 

1,296 

0.077 

3.4 

10-11 . , . 

Nil 

98 

5,944 

2,014 

0120 

5.2 

6 Years' Average 

3 

346 

2,484 

944 

0.056 

2.5 

1911-12 . . . 

101 

6,234 

1,963 

2,433 

0.145 

6.3 

12-13 . . . 

Nil 

611 

2,631 

1,047 

0.062 

2.7 

13-14 . . . 

466 

2,782 

2,661 

1,970 

0.117 

5.1 

14-15 . . , 

Nil 

90 

2,318 

803 

0.048 

2.1 

16-16 . . . 

»* 

81 

6,195 

2,093 

0.125 

5.4 

1916-17 , . . 

660 

3,283 

9,400 

4,448 

0.265 

11.5 

17-18 . . . 

3 

2,184 

4,591 

2,259 

0.134 

5.9 

18-19 . . . 

1,285 

622 

1,466 

1 124 

0.067 

2.9 

19-20 ... 

131 

1,608 

1,936 

1,225 

0.073 

3.2 

20-21 . . . 

Nil 

1,112 

2,358 

1,157 

0.069 

3.0 

10 Years’’ Average 

265 

1,751 

3,552 

1,856 

0.110 

4.8 

1921-22 . . . 

Nil 

1,877 

1,758 

1,212 

0.072 

3.1 

22*23 . . - . 

14 

129 

4,418 

1,520 

0-090 

3.9 

23-24 . . . 

2 

82 

696 

260 

0.015 

0.7 

24-26 . . . 

Nil 

950 

1,015 

655 

0.039 

1.7 

26-26 . . . 

491 

182 

6,203 

1,959 

0.117 

5.1 

1926.27 . . , 

Nil 

no 

113 

74 

0.004 

0.2 

6 Years’ Average 

84 

555 

2,200 

947 

0.056 

2.5 

2 Year*’ Average 144 

1042 

2,892 

1359 

0.081 

35 


* Not considered for calculating the a^era^e. 


( 20 . 1 ) 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 
8EEIAL No. 20 


River HIRANYAKESHI (Ghataprabha) 

Site 

AJRA 

Month 

JULY 


Mean discharge {Ousecs) 

Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. [ T. M. G. 

1904-06* . . . 

10,415 

3,385 

3,533 

5,705 

0.351 

15.3 

05-06 . . . 

4,336 

2,617 

8,764 

5,320 

0.327 

142 

1906-07 • . . 

3,231 

4,628 

10,630 

6,275 

0.386 

168 

07-08 . . . 

1,989 

1,845 

11,063 

5.162 

0.317 

13.8 

08-09 . . . 

7,133 

8,900 

7,180 

7,720 

0 475 

20-7 

09-10 . . . 

6,886 

12,126 

7,268 

8,712 

0.536 

23.3 

10-11 . . . 

9,099 

1,636 

1,584 

3,993 

0246 

10.7 

6 Years' Average 

5,m 

5,242 

7,748 

6,197 

0.381 

16.6 

1911-12 . . . 

1,961 

7,292 

3,118 

4,091 

0.252 

11.0 

12-13 . . . 

6,072 

6.032 

17,769 

9,564 

0.588 

25.6 

13-14 . . . 

1,880 

7,386 

70,020 

27,835 

1.712 

74.6 

14-15 . . . 

4,970 

11,616 

16.136 

11,044 

0.679 

29.6 

15-16 . . . 

6,764 

1 750 

8,360 

5,387 

0 331 

14.4 

1916-17 . . . 

3,010 

2,562 

4,237 

3,298 

0.203 

8.8 

17-18 . . . 

1,918 

1,806 

6,926 

3,304 

0.203 

88 

18-19 . . . 

4,067 

777 

716 

1,817 

0.112 

4.9 

19-20 . . . 

6,366 

1,574 

6,583 

4.220 

0.259 

113 

20-21 . . . 

5,864 

7,752 

6,607 

6.701 

0.412 

179 

10 Years’ Average 

3,986 

4.744 

13,837 

7,726 

0.475 

20.7 

1921-22 , . . 

660 

992 

10,256 

4,166 

0256 

11.2 

22-23 . . . 

8,100 

4,166 

10,069 

7,526 

0.463 

20.2 

23-24 . . . 

6,683 

12,328 

13,108 

10,784 

0.663 

289 

24-26 . . . 

2,484 

11,985 

7,283 

7,252 

0 446 

19.4 

26-26 . . . 

2,237 

11,367 

6,444 

6.320 

0.389 

16.9 

1926-27 . . . 

8,456 

2,368 

4,108 

4,946 

0.304 

13.2 

6 Years’ Average 

4,770 

'7,194 

8,378 

6.832 

0.420 

18.3 

22 Years’ Average 

4.598 

5,548 

10,688 

7,065 

0.434 

18.9 


* Not considered for calculating the average. 


( 20 . 2 ) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 20 

River HIRANYAKESHI (Ghataprabba) Site AJRA Month AUGUST 


Year 

(June to May) 

Mean discharge {Cuseos 


Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. P. 

I T. M. C. 

1904-05* . . . 

5,802 

3,746 

_ 

1,536 

3,625 

0.223 

9.7 

06-06 . . . 

2,535 

2,537 

1,711 

2,243 

0.138 

6.0 

1906-07 . . . 

2,411 

952 

4,883 

2,818 

0.173 

7.5 

07-08 . . . 

13,217 

9,411 

3,465 

8,529 

0.521 

22 8 

08-09 . . . 

8,183 

2,793 

3,384 

4,741 

0.292 

127 

09-10 . . . 

4,100 

899 

827 

1906 

0,117 

5.1 

10-11 : . . 

11,172 

6,255 

1,863 

5 960 

0 366 

160 

6 Years’ Average 

6,936 

3,641 

2,689 

4,366 

0.268 

11.7 

1911-12 . . . 

3,918 

7,322 

4,116 

5,086 

0.313 

13.6 

12-13 . . . 

9,841 

5,063 

2,373 

5,650 

0.347 

15.1 

13-14 . . . 

7,658 

1,379 

2,434 

3,179 

0.232 

10.1 

14-15 . . . 

14.403 

3,237 

4,440 

7,266 

0.447 

19.5 

15-16 . . . 

18.075 

1,890 

2,046 

7,166 

0.441 

iS.2 

1916-17 . . . 

10,926 

6 315 

2,725 

6,529 

0.401 

17.5 

17-18 . . . 

2,545 

1,360 

3,198 

2,394 

0.147 

6.4 

18-19 . . . 

4,024 

4,548 

3,635 

4,055 

0 249 

10.9 

19-20 . . . 

6,822 

2,042 

6,153 

4,688 

0.288 

12.6 

20-21 . . . 

4,941 

1,786 

1,713 

2,778 

0.171 

7.4 

10 Years’ Average 

8,315 

3,494 

3,183 

4,939 

0.304 

13.2 

1921-22 . . . 

6,827 

6,438 

2,268 

5,080 

0.312 

13.6 

22-23 . . . 

4,484 

3,243 

3,340 

3,678 

0,226 

9.9 

23-24 . . , 

7,803 

7,066 

2,830 

5,801 

0357 

15.5 

24-26 . . . 

4,385 

3,312 

4,192 

3.970 

0.244 

10.6 

25-26 . . . 

2,665 

2,367 

3,082 

2,681 

0.165 

7,2 

1926-27 . . . 

11,387 

5,630 

3,765 

6,825 

0.420 

18.3 

6 Years’ Average 

6,240 

4,676 

3,244 

4,672 

0.287 

12.5 

22 Years’ Average 

7,373 

3,856 

.3,065 

4,710 

0.230 

12.6 


* Not considered for calculating the average. 









MEAN DISCHAKGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 20 

River HIRANYAKESHI (Ghataprabha) Site AJRA Month SEPTEMBER 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of floiv for 

I-IO 

11-20 

21-30 

Whole 

month 

tile mo 

M. A. F. 

ntti 

T.M C, 

1904-06* . . . 

1,313 

2,429 

885 

1,529 

0091 

4.0 

05-06 . . . 

1,168 

1,309 

454 

977 

0.058 

25 

1906-07 . . . 

2,534 

1,249 

670 

1,484 

0 088 

3.8 

07-08 . . . 

1,322 

771 

1,332 

1,142 

0.068 

3.0 

08-09 . . . 

1,321 

704 

934 

986 

0.059 

2.6 

09-10 ... 

1,216 

1,011 

968 

1,065 

0.063 

2.8 

10-11 . . , 

2,888 

1,385 

1,472 

1,915 

0.114 

5.0 

6 Years’ Average 

1,741 

1,072 

972 

1,262 

0.075 

3.3 

1911-12 . . . 

2,647 

2,496 

824 

1,956 

0.116 

5.1 

12-13 . . . 

1,823 

616 

613 

984 

0.059 

2.6 

18-14 . , . 

1,282 

640 

672 

831 

0.049 

2.2 

14-16 . . . 

1,626 

6,374 

2,139 

3,380 

0.201 

8.8 

16-16 . . . 

2,826 

2,269 

1,660 

2,245 

0134 

5.8 

1916-17 . . . 

2,399 

3,475 

2,266 

2,713 

0.161 

7.0 

17-18 . . . 

6,219 

934 

918 

2.357 

0.140 

6.1 

18-19 . . . 

1,162 

508 

360 

677 

0 040 

1.8 

19-20 . . . 

1,911 

640 

569 

1 040 

0062 

2.7 

20-21 . . . 

1,013 

716 

616 

781 

0.046 

2.0 

10 Years’ Average 

2,181 

1,866 

1,043 

1,696 

0.101 

4.4 

1921-22 . . . 

2,324 

1,876 

1,164 

1,788 

0.106 

46 

' 22-23 . . . 

2,103 

1,707 

879 

1,563 

0.093 

4.1 

23-24 . . . 

728 

869 

1,787 

1,128 

0.067 

29 

24-25 . . , 

2,480 

1,006 

976 

1,487 

0.088 

39 

25-26 . . . 

1,150 

599 

404 

718 

0.043 

19 

1926-27 . . . 

1,768 

1,278 

1,416 

1,487 

0.088 

3.9 

6 Years’ Average 





0.081 

3.5 

22 Years’ Average li946 



1,487 

0.088 

39 


* Not considered for calculating the average. 

(20.4) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SEBJAL No. 20 

River HIRANYAKESHI (Ghataprabha) Site A]RA Month OCTOBER 


Mean discharge (Cusecs) _I Volume ofjiow for 


Year 1 

{June to May) 

1.10 

11-20 

21-31 

Whole 

month 

the month 

M.A.F. jT.M.G. 

1904-05* . . . 

361 

259 

189 

267 

0016 

0.7 

06-06 . . . 

246 

216 

142 

199 

0 012 

0.5 

1906-07 . . . 

467 

394 

220 

353 

0.022 

0.9 

07-08 . . . 

866 

403 

217 

486 

0 030 

1.3 

08-09 . . . 

381 

221 

143 

245 

0.015 

0.7 

09-10 . . . 

882 

494 

218 

521 

0.032 

1.4 

10-11 , . . 

2,398 

801 

605 

1,211 

0.074 

3.2 

6 Years’ Average 

872 

422 

241 

502 

0.031 

1.3 

1911-12 . . . 

61.6 

573 

319 

496 

0.030 

1.3 

12-13 . . , 

410 

366 

197 

317 

0.019 

0.8 

13-14 . . . 

455 

290 

183 

305 

0.019 

0.8 

14-16 ... 

965 

530 

322 

597 

0.037 

1.6 

16-16 ... 

2,333 

1,209 

814 

li431 

0.088 

38 

1916-17 . . . 

1,164 

1,166 

798 

1,032 

0 063 

2.8 

17-18 . . . 

1,436 

735 

641 

928 

0.057 

2.5 

18-19 . 

235 

133 

105 

156 

0.010 

0.4 

19-20 . . . 

915 

490 

298 

559 

0 034 

15 

20-21 . . . 

262 

213 

158 

206 

0.013 

0.6 

10 Years’ Average 

877 

570 

384 

603 

0.037 

1.6 

1921-22 . . . 

568 

299 

140 

329 

0020 

0.9 

22-23 ... 

496 

307 

146 

311 

0.019 

0.8 

23-24 . . . 

468 

202 

119 

255 

0.016 

0.7 

24-26 . . . 

618 

431 

181 

403 

0.025 

1.1 

26-26 . . . 

343 

410 

168 

299 

0.018 

0.8 

1926-27 . . . 

682 

293 

145 

366 

0.023 

1.0 

6 Years’ Average 

528 

324 

148 

327 

0.020 

0.9 

22 Years’ Average 

780 

463 

281 

500 

0.031 

1.3 


* Not considered for calculating the average. 

(20.5) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No. 20 

River HIRANYAKESHI (Ghataprabha) Site AJRA Month NOVEMBER 


Year 

(June to May) 

1-10 

Mean discha 

11-20 

rge (Cusecs) 

21-30 

Whole 

month 

Volume of flow for 
the month 

M. A. F. 

T. M. 0. 

1904-05* . . . 

94 

67 

64 

72 

0004 

02 

05-06 . . . 

85 

70 

60 

72 

0 004 

0.2 

1906-07 . . . 

145 

110 

78 

111 

0007 

0.3 

07-08 . . . 

136 

99 

74 

103 

0.006 

03 

08-09 . . . 

214 

163 

134 

170 

0.010 

0 4 

09-10 . . . 

179 

98 

78 

118 

0 007 

03 

10-11 . . . 

276 

224 

113 

204 

0.012 

0.5 

6 Years* Average 

m 

127 

90 

130 

0.008 

0.3 

1911-12 . . . 

152 

89 

81 

107 

0.006 

0.3 

12-13 . . , 

120 

89 

211 

140 

0008 

0.4 

13-14 . . . 

93 

76 

68 

79 

0.003 

02 

14.16 .... 

127 

107 

83 

106 

0 006 

03 

16-16 . . . 

602 

226 

126 

285 

0.017 

0.7 

1916-17 . . . 

2,166 

1,366 

823 

IMS 

0 086 

3.8 

17-18 . . , 

428 

308 

274 

337 

0.020 

09 

18-19 . . . 

103 

92 

68 

88 

0 005 

02 

19-20 . . . 

198 

227 

156 

194 

0.012 

0.5 

20-21 . . . 

91 

74 

69 

75 

0.004 

0.2 

10 Years’ Average 

397 

265 

195 

286 

0.017 

0.8 

1921-22 . . . 

368 

147 

96 

204 

0.012 

05 

22-23 . . . 

179 

246 

236 

220 

0013 

06 

23-24 . . . 

73 

22 

(34) 

43 

0003 

0.1 

24-26 . . *. 

118 

90 

70 

93 

0.006 

0.2 

25-26 . . . 

96 

81 

57 

78 

0.005 

0.2 

1926-27 . . . 

96 

75 

65 

75 

0.004 

0.2 

6 Years' Average 

155 

110 

91 

119 

0.007 

0.3 

22 Yeart’ Average 

270 

185 

138 

198 

0.012 

0.5 


* Not considered for calculating the average. 


( 20 . 6 ) 





mean discharge by lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 20 


River HIRANYAKESHI (Ghataprabha) Siie AJRA MorUh DECEMBER 


Year 

{June, to May) 

. 

Mean dis harge 

(Gusees) 


Volume of flow for 
the month 

LIO 

11-20 

21-31 

V/liole 

rnoTVth 

M. A. F. 

T.M.G 

1904-06* . . . 

42 

36 

30 

36 

0 002 

0.1 

05-06 . . . 

42 

(Nil) 

(Nil) 

14 

0 001 

Nil 

1906-07 . 

54 

48 

44 

49 

0.003 

01 

07-08 . . . 

69 

41 

Nil 

32 

0.002 

0.1 

08-09 . . . 

111 

86 

75 

90 

0 006 

02 

09-10 . . . 

61 

48 

38 

49 

0 003 

01 

lo-ll . . . 

85 

66 

61 

67 

0 004 

0.2 

6 Yearn’ Average 

69 

48 

35 

60 

0.003 

0.1 

1911-12 . . . 

71 

51 

40 

54 

0 003 

0.1 

12-18 . . . 

66 

52 

40 

52 

0 003 

0.1 

1-14 . . . 

62 

53 

44 

53 

0.003 

01 

14-15 . . . 

63 

64 

60 

59 

0.004 

0.2 

15-16 . . . 

97 

79 

64 

79 

0 005 

02 

1916-17 . . . 

474 

249 

112 

273 

0017 

0 7 

17-18 , . . 

184 

111 

107 

143 

0 009 

0.4 

18-19 . , . 

53 

43 

32 

42 

0 003 

0.1 

J9-2U . . . 

132 

130 

96 

119 

0.007 

0.3 

20-21 . - . . 

48 

36 

32 

38 

0.002 

0.1 

10 Years' Average 

125 

90 

62 

91 

0.006 

0.2 

1921-22 . . . 

67 

51 

39 

52 

0.003 

0.1 

22-23 . . . 

118 

81 

62 

86 

0.005 

0.2 

23-24 . . . 

46 

30 

23 

33 

0.002 

0.1 

24-25 . . . 

51 

41 

27 

39 

0.092 

01 

26-26 . . . 

44 

36 

28 

36 

0.002 

0.1 

1926-27 . . . 

44 

36 

27 

35 

0.002 

0.1 

6 Years’ Average 

62 

46 

34 

47 

0.003 

0.1 

22 Year*’ Average 

93 67 

47 

68 

0.004 

0.2 


Not considered for calculating the average. 


(20.7) 








MEAN DISCHABGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No.’SO 

River HIRANYAKESHI (Ghateprabha) Site AJRA Month JANUARY 


Year 

1 Mean discharge (Cnsecs) I 

Volume of flow for 

, 1 


Whole 

month 

the month 

(June to May) 

LJO j 1L20 

21.31 

\ 1 
! M, A. F. 1 T. M. C, 


Data not available fot the period from 1904-05 to 1918-19 


1919-20 , . . 

71 

69 

64 

64 

0.004 

0.2 

20-21 . . . 

27 

20 

18 

22 

0.001 

0.1 

1921-22 . . . 

43 

36 

24 

34 

0.002 

0.1 


22- 23 . . . 

23- 24 . . . 

24- 25 . . . 
26-26 , . . 


1926-27 


( 20 . 8 ) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 20 

River HIRANYAKESHI (Gbaiaprabha) Site AJRA Month FEBRUARY 


Year 

1 Mean discharge (Cuseca) \ 

Volume of flow for 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

2L28I29 

i 

M. A. F. 

T. M. 0. 


Data not available for the period from 1904-06 to 1918-19 


1919-20 . 


42 

32 

19 

SI 

0.002 

0.1 

20-21 . 

• • 


11 

6 

10 

0.001 

Nil 

1921-22 , 

» f ♦ 

22 

19 

13 

18 

0.001 

Nil 


22- 23 . . i 

23- 24 . . . 

24- 25 . , . 

25- 26 . . . 

1926-27 . . . 


(20.9) 



MEAN DISGHAROE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLITME OF PLOW BY MONTHS 


SERIAL No. 20 

River HIRANYAKESHI (Ghataprabha) Site A)RA Month MARCH 


Year 

1 Mean diacharge (Cuseca) | 





1 WhoU 
month 


(June to May) 

1-10 

11-20 

21-31 

M.A.F. 

1 T. M, G, 


Data not available for the period from 1904-05 to 1918.ig 


1919-20 

20-21 


12 

2 


7 Nil 6 

1 1 1 


Nil NU 




1921-22 

22- 23 

23- 24 

24- 26 
21-26 


5 3 


Nil Na 


1926-27 












MEAN DISCHAROE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SJEBlAL No. 20 

River HIRANYAKESHI (Ghataprabha) Site A^IA Month APRIL 


Year 

(June to May) j 

Mean discharge (Cmeca) \ 

V olume of flow for 




I Whole 
month 

the month 

1-10 

11-20 

1 

21-30 

M.A.F. 

T. M. C 


Data not available for the period from 1904-06 to 1918-19 


1919-20 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

20‘*21 • • « 

»» 

91 

ft 

ft 

ft 

ff 

1921-22 , * . 

Nil 

Nil 

Nil 

Nil 

Nil 

NU 


22- 23 . . 

23- 24 . . 

24- 26 . . 
28-26 . . 

1926-27 . . 


( 20 . 11 ) 











MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 20 

River HIRANYAKESHI (Ghataprabba) Site AJRA Month MAY 


Tear 

1 Mean discharge (uusees) ; 

Volume of flow for 




1 Whole 
month 

the month 

{June to May) 

1-10 

[ 11-20 

21-31 

M. A. F. j 

1 T. M. G. 


Data not available for the period from 1904-06 to 1918-19 


1919-20 . . . 

20-21 . . . 

1921-22 . . . 

22- 23 . . . 

23- 24 . . . 

24- 26 . . . 
26-26 . . . 

1926-27 . . . 


Nil Nil Nil Nil Nil Nil 

,, tf if it ft 9* 

Nil Nil Nil Nil Nil Nil 


( 20 . 12 ) 








M AN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BV MONTHS 

SEBIAL No. 21 

River MARKANDEYA (Ghataprabha) Site BASAPUR Month JUNE 


^ean discha rge (Gusecs) _ / Volume of flow for 


Year 




1 TT 7 ^„ 7 . 1 *he month 

{June to May) 

1-10 

11-20 

21-30 

month I M. A, F. j 

1 T. M. 0. 


1949-50 . . . 

60 

29 

31 

35 

0.002 

0.1 

60-51 







S 961-52 . 

(Nil) 

20 

173 

64 

0.004 

0.2 

52-53 . . . 

1 f 

10 

106 

39 

0.002 

0.1 

63-54 . . . 

7 i 

(Nil) 

1,448 

483 

0.029 

1.3 

54-55 . . . 

10 

139 

63 

67 

0.004 

0.2 

5 Years’ Average 

12 

40 

362 

138 

0.008 

0.4 






Month 

JULY 

Year 

{June to May) | 

1 Mean discharge [Gusecs) 

] Volume of flow for 

1 

( 


Whole 

month' 

1 the month 


' 1-10 1 

1 11 -20 

21-31 

M. A. F. T. M. 0. 

1949-60 . . . 

61 

650 

399 

335 

0.021 

0.9 

50-61 







1951-52 . . . 

116 

71 

1,004 

416 

0.026 

1.1 

52-63 . . . 

121 

80 

2,186 

841 

0.052 

2.3 

53-54 . . . 

3,256 

928 

273 

1,446 

0.089 

3.9 

54-65 . , . 

51 

29 

31 

37 

0.002 

0.1 

5 Years' Average 

719 

3i32 

779 

615 

0.038 

1.7 

Month AUGUST 

Year 

{June to May) 

( Meoflii discharge [Gusecs) | 

Volume of flow for 


! f 


Whole 

month 

the month 


1-10 j 

11-20 1 

21-31 

' 

M. A. F. 1 T. 

M. G. 

1949-50 . . . 

344 

281 

193 

270 

0 017 

0.7 

50-51 







1951-52 . . . 

693 

59G 

217 

493 

0.030 

1.3 

62-53 . . . 

1,369 

449 

386 

724 

0.045 

1.9 

63-64 . . . 

946 

1,800 

442 

1,042 

0.064 

2.8 

54-55 . . . 

51 

660 

399 

339 

0-021 

0.9 

5 Years’ Average 

681 

737 

327 

574 

0.035 

1.5 


(2!.l) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 21 


River MARKANDEYA (Ghataprabha) Site BASAPUR Month SEPTEMBER 


Tear 

{Jmn,e to May) 


Mean discharge (Cuseca) 



Volume of flow for 
the month 

1.10 

11.20 

21-30 

Whole 

month 

M. A. F. 

T. M. C. 

1949-60 . . . 

108 

65 

126 

100 

0.006 

0.3 

50-51 







1951-52 . . . 

95 

65 

80 

80 

0.005 

02 

62-53 . . . 

146 

68 

48 

87 

0.005 

0.2 

63-64 . . . 

178 

146 

128 

151 

0.009 

0.4 

64-56 . . . 

154 

171 

131 

152 

0009 

0.4 

5 Years* Average 

136 

103 

103 

114 

0.007 

0.3 

Month OCTOBER 


Mean discharge {Cuseca) 

Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11.20 

21-31 

Whole 

month 

M. A. F. 

T. M. 0. 

1949-60 . . , 

74 

63 

175 

103 


0.3 

60-51* . . . 

N.A. 

365 

166 

247 


0.7 

1951-52 . . . 

264 

126 

112 

162 


0.4 

62-63 . . . 

264 

216 


191 



63-54 . ■ . 

384 


069 

420 


1.1 

54-65 . . . 

164 

92 

119 

125 


0.3 

5 Years’ Average 

228 

133 

235 



0 5 

Month NOVEMBER 


Mean discharge (Cuseca) 

Volume of flow for 

Year 





the month 

{June to May) 

LIO 

11-20 

21-30 

W fiole 
month 

M. A. P. 

T. M, C. 

1949.-50 . . . 

62 

42 

32 

45 

0.003 

0.1 

50-61* . . . 

92 

59 

35 

58 

0 003 

0.2 

1981-52 . . . 

46 

32 

87 

55 

0.003 

0.1 

62-53 . . . 

57 

38 

24 

40 

0.002 

0 1 

63-64 . . . 

238 


63 


0.008 

0,3 

64-55 . . . 

63 

52 

44 

53 

0.003 

0.1 

5 Years' Average 

-- * 

93 

51 

50 

65 

0.004 

0.1 


* Not considered for ralcnlating the average. 


( 21 . 2 ) 
























MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SEBIALNo.22 

River MALAPRABHA Site ASOGA Month JUNE 


Year 

{June to May) 

Mean discharge (Cvsees) 


1-10 

11-20 


Whole 

month 

M. A. F. 

T. M. C. 

1949-50 . . . 

98 

44 

282 

142 

0.008 

0.4 

60-61* . . . 

N.A. 

N.A. 

N.A. 




1961-52 , . . 

8 

220 

786 

338 

0.020 

09 

52-53 . . . 

(Nil) 

(Nil) 

387 

129 

0 

0.3 

. . . 

N.A. 

N.A. 

2,511 




64-65* . . . 

»» 

>S 

N.A. 




55-56 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

1956-57* , . . 

N.A. 

N.A 

N.A. 




57-68 . , . 

(Nil) 

(Nil) 

67 

19 

0.001 

Nil 

68-69 . . . 

*i 

91 


356 

0.021 

0.9 

69-60 . . . 


»» 

(Nil) 

{Nil) 

(NU) 

(Nil) 

60-61 . . . 

>> 

7 

474 

160 

0.010 

0.4 

8 Years' Average 

13 

34 

382 

143 

OiOOS 

0.4 


* Not coDsiclered for calculating the average. 


( 22 , 1 ) 









MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 22 


River MALAPRABHA 

Site 

ASOGA 


Monih JULY 

Ymr 

{June to May) 

t Mean discharge (Cusecs) 

Volume of flow for 
the month 



21-31 

Whole 

month 

MO 1 

1 

1U20 

M. A. F. I 

T. M. C. 

1949-60 . . . 

223 

2,091 

833 

1,042 

0.064 

2.8 

50.51* . . . 

N.A. 

N.A. 

N.A. 




1961-62 . . . 

286 

156 

2,381 

987 

0.061 

2.6 

52-63 . . . 

227 

333 

3,692 

1,490 

0.092 

4.0 

63-54* . . . 

N.A. 

716 

969 

869 

0.053 

23 

64-66* . . . 

N.A. 

N.A. 

N,A. 




55-56 . . . 

938 

659 

367 

613 

0.038 

1.6 

1966-67* 

3,042 

1,834 

1,911 

2 251 

0138 

60 

67-58 . . . 

1,266 

1,878 

709 

1,263 

0.078 

3.4 

68-59 . . . 

3,166 

4,826 

2,217 

3,361 

0 207 

90 

69-60 . . . 

1,256 

613 

1,306 

1,066 

0.066 

29 

60-61 . . . 

2,614 

227 

1 480 

1,442 

0.089 

3.9 

B Years' Average 

1,244 

1,335 

1623 

1,408 

0 087 

38 


* Not coBsidered for calculating the average. 

( 22 . 2 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 22 

River MALAPRABHA Site ASOGA Month AUGUST 


Year 

(June to May) 

1 Mean discharge (Cusecs) \ 

Volume of flow for * 

1-10 

11-20 


Whole 
\ month 

tie month 

21-31 j 

M. A. F. 

T. M . G. 

1949-50 . . . 

1,226 

771 

360 

772 

0.047 

21 

50-51* . . . 

N.A. 

N.A. 

N.A. 




1951-52 . . . 

1,657 

1,152 

446 

1,064 

0.065 

<£.8 

.52-53 . . , 

1,896 

778 

767 

1,135 

0.070 

3.0 

53-64* . . . 

3,120 

2,793 

1,104 

2,339 

0.144 

6.3 

54-66* . . , 

3,317 

957 

314 

h490 

0.092 

4.0 

65-56 . . . 

966 

436 

1,098 

842 

0.052 

2.3 

1956-67* . . . 

2,841 

1,062 

394 

1,399 

0.086 

3.7 

57-58 . . . 

2,324 

931 

2,526 

1,946 

0.120 

5.2 

68-59 . , . 

442 

736 

987 

730 

0.045 

2.0 

69-60 . . . 

1,267 

679 

1,293 

1,043 

0..064 

2.8 

1 

o 

1,790 

1 194 

407 

1,107 

0.068 

3.0 

8 Years' Average 

1,445 

822 

985 

1,080 

0.066 

2.9 


* Not eonsidered for calculating the average 


(22.3) 


MEAN DiSCHAEGE BY 10-BAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SEBI4L No, 22 

River MALAPRABHA Site ASOGA Mmth SEPTEMBER 


Year 

{June to May) 

Mean di&eharge ifluseca) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A, F. 

T. M. 0 

1949-60 . . : 

347 

345 

430 

374 

8.022 

1.0 

50-51* . . . 

N.A. 

N,A. 

N,A. 




1961-52 . . . 

124 

61 

126 

104 

0.006 

0.3 

62-63 . . . 

150 

73 

67 

90 

0006 

0.2 

53-64* . . . 

356 

189 

118 

224 

0.013 

06 

64-56* . • . 

322 

523 

306 

384 

0.023 

10 

66-56 . . . 

980 

310 

393 

571 

0 034 

1.5 

1966-67* . . . 

336 

167 

228 

244 

0.015 

0.6 

67-58 ... 

219 

191 

101 

170 

0.010 

04 

68-69 . . . 

666 

411 

171 

416 

0.025 

1.1 

69-60 . . . 

902 

346 

313 

520 

0.031 

1.3 

60-61 . . . 

147 

112 

111 

124 

0.007 

0.3 

8 Years’ Average 

442 

235 

214 

297 

0.018 

0.8 


* Not considered for caloulating the average. 


(22.4) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 22 

Rivtr MALAPRABHA Site ASOGA Mofdh OCTOBER 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. a. 

1949-60 . . . 

136 

70 

196 

136 

0.008 

0.4 

50-61* . . . 

N.A. 

N.A. 

N.A. 




1961-52 . . . 

551 

170 

68 

257 

0.016 

0.7 

52-63 . . . 

286 

262 

81 

205 

0.013 

05 

53-64* . . . 







64-66* . . . 

209 

122 

93 

140 

0.009 

0.4 

65-66 . . . 

2,660 

750 

315 

1,176 

0.072 

3.1 

1956-67* . . , 







57-68 . . . 

241 

298 

221 

252 

0.015 

0.7 

58-69 . . . 

241 

140 

76 

150 

0.009 

0.4 

69-60 . . . 

185 

118 

72 

123 

0.008 

0.3 

60-61 . . . 

63 

•67 

48 

55 

0.003 

0.1 

8 Years’ Average 

S32 

233 

135 

294 

0.018 

0.8 


* Not considered for calculating the average. 


(22.5) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MOlfTHS 

SERIAL No. 22 

River MALAPRABHA Site ASOGA Month NOVEMBER 


Year 

Mean discharge (Ousecs) \ 

Volume of flow for 

1 

1 

HMI 


Whole 

month 

the month 

(June to May) 

1-10 j 

mm 

2L30 I 

M.A.F. 1 

T. M. 0. 


1949-50 . . . 

63 

39 

18 

40 

0.002 

0.1 

60-51* . . . 

202 

89 

32 

no 

0.007 

0.3 


1961-62 . . . 

36 

(Nil) 

(Nil) 

12 

0.001 

(Nil) 

62-63 . . . 

59 

27 

13 

33 

0.002 

0.1 

63-64* . . . 

N.A. 

N.A. 

N.A. 




64-66* . . . 

44 

24 

IJ 

34 

0.002 

0.1 

66-66 . . . 

168 

78 

41 

92 

0.005 

0.2 

1966-67* . . . 

134 

71 

73 

93 

0.006 

0.2 

67-68 . . . 

272 

382 

74 

243 

0.014 

0.6 

68-69 . . . 

40 

21 

8 

23 

0.001 

0.1 

69-60 . . . 

73 

90 

26 

63 

0.004 

0.2 

80-61 . , . 

41 

30 

18 

30 

0.002 

0.1 

8 Years’ Average 

93 

83 

25 

67 

0.004 

0.2 

* Not considered for 

calculating the 

average. 






( 22 . 0 ) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 




8MB1AL No. 22 




Biver MALAPRABHA 

Site ASOGA 


Month DECEMBER 

Year 

{Juw to May) 

1 Mean discharge (Cusecs) 

Volume of flow for 

1-10 

. '1 

11-20 

21-31 

Whole 
month j 

the month 

^ M.A.F. 

T. M. 0. 

1949-50 . . . 

13 

11 

16 

13 

0.001 

Nil 

50-61* . . . 

N.A. 

N.A. 

N.A. 




1951-62 . . , 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

52-63 . . . 

16 

15 

9 

14 

0.001 

Nil 


53-54* . . . 

64-55* . . . 


56-66 . . . 


22 


11 


0.001 


Nil 


1956-57* . . . 

28 

16 

10 

18 

0.001 

Nil 

57-68 . . . 

35 

14 

7 

18 

0.001 


68-59 . . . 

1? 

9 

7 

11 

0.001 

ft 

59-60 . . . 

13 

4 

4 

7 

Nil 

9f 

60-61 . . . 

12 

7 

2 

7 

ft 

i f 

8 Years’ Average 

16 

9 

6 

10 

0.001 

Nil 


* Not considered for calculating the average. 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 


Biver MALAPRABHA 


SERIAL No. 23 
Site KOLCHI 


Month JUNE 


Volume of flow for 
the month 



Year 

{June to May) 


1951-62 

52- 53 

53- 64 

64- 55 

65- 66 

1956-57 

67- 58 

68- 69 

59- 60 

60- 61 


10 Year*’ Average 


Mean discharge (Cusecs) | 

1-10 

11-20 1 

21-31 

Whole 

month 

1,241 

778 

4,148 

1,596 

92G 

304 

6,402 

2,398 

9,188 

3,092 

945 

4,329 

6,305 

8,183 

2,816 

5,235 

2,406 

1,316 

1,100 

1,577 

8,492 

8,114 

7,696 

8,051 

6,141 

12,939 

3,649 

7,576 

19,676 

62,421 

22,260 

31,121 

25,217 

11,264 

16,478 

17,615 

9,190 

2,048 

4,751 

5,311 

8,778 

10.846 

6,913 

8,481 


Volume of flow for 
the m onth, 

M. A. F. T. M. C 


0.495 

0.466 

1.914 

1.083 

0.327 


0.522 22.7 



( 23 . 1 ) 












MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLGW BY MONTHS 

SEBIAL No. tS 


River MALAPRABHA Slh ItOLCHl MomK AUGUST 


Yea) 

{June to May) 

. 

[ Mean dischdrge (CUsecs) 

Volume of flow for 
the month 

1-10 

1 11-20 

1 

21-3i 

1 

TFAoZ^ 
month I 

M. A. F. 

1 T. M. 0. 

1961-i?2 . . . 

3,591 

3,117 

1,952 


0.172 

7.5 

62-?3 . . . 


4,2'27 

3,715 

4,28N 

0.264 

11.5 

Bi-54 . . . 


16,364 


6,902 

0.424 

18.5 

6i-B6 . . . 


4,116 

2,196 

5,1S4 

0.317 

13.8 

68-^6 . . . 

1,320 

1,176 

2,734 

1,70 

0.107 

4.7 

1956-57 . . . 

18,962 

4:967 

3,468 

9.7^6 

0.601 

26.2 

57-68 . ... 

6,810 


13,356 

8,467 

0.521 

22.7 

68-69 . . . 

2,.589 

3,202 

3,743 

3,228 

0198 

8.6 



3,562 


4,562 

0.281 

12.2 


6,691 

5,821 


4,883 

0.301 

13.1 


10 Years.’Average 

6.454 

5.6^4 

4.W1 

5,181 

0319 

13 9 


Month SEPTEMBER 


Mean dischwge (Vn&ec^) 

Volume of flow for 

Year 





the month 

< June to Ma.y) 

1-10 

11-20 

21-30 

YV tioie 
month 

M. A. F: 

T. M.G, 

1951-62 . . . 

1,260 

692 

838 

906 

0.054 


52-63 . . 

1,096 

684 

650 

816 

0.049 

2,1 

63-64 . . . 

920 

636 

492 

716 

0.043 

1.9 

Si.Tm . . . 

1,806 

2,392 

1,622 

1,923 

0.114 

5.0 

56-66 . . . 

3,782 

1,804 

3,540 

3,099 

0.164 

8.0 

1956-57 • • • 

2.163 

2,300 

2,312 

2,258 

0.134 

5.9 

67-68 . . . 

2,031 

2,137 

1/368 

1,857 

0.110 

4.8 

68-59 . . . 

2,906 

2,024 

1,69C 

2,196 

0.131 

5.7 

69-60 . . . 

6,009 

2,731 

3,630 

3,790 

0.226 

9.8 

60-61 . . . 

1,692 

l,j244 

2,694 

1,844 

0.110 

46 

10 Years’ Average 

, 2,256 

1,664 

1,574 

1,940 

0.116 

S'O 


^23.2) 










MjEAN DISCHARGE ^BY 10-DAY PERlOnS AND MONTHS 
AND THE VOLUME OS' FLOW BY MONTHS 

SERIAL iV;o 23. 


Rher MAtAPRABHA Sitt KOLCJII Month OCTOBER 



Mean dA^char^e {Cvseos) 

Volume of flow for 

YeAr 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-31 

M. A. 'F 

T. M. C 

195D52 . . 

3,974 

1,164 

604 

2,051 

0.126 

5.5 

52.63 . . 

1,453 

767 

286 

817 

0.050 

2.2 

65-54 . . 

1,824 

4,021 

3,931 

3,527 

0.217 

9.4 

51-65 , . 

858 

900 

633 

795 

0.049 

21 

66-56 . . 

8,302 

4,883 

3,400 

5,422 

0.333 

145 

H)56'67 . . 

3,12' 

8,537 

2,211 

4,623 

0.284 

12^4 

57^58 . . 

2.667 

1.743 

(1.57St 

1.950, 

0.120 

Si 

6i*-59 . . 

1,168 

1,340 

860 

1,105 

0.068 

1% 

53-60 . . 

1,603 

1,136 

1,711 

1,458 

0.090 

?.9 

60-61 . , 

1,368 

1,026 

566 

973 

0.060 

2.6 

10 Yeats’ Avetage 

2,614 

2,551 

1,578 

2,272 

0.140 

64 

Month NOVEMBER 


Mea n dhcMrffe- \ GUfitcs ) 

' 

Volume ofJiow fOr 

Year 




Whole 

month' 

the month 

{June to M.ay] 

I-IQ 

11-20 

_ 

21-30 

M. A. F. 

T. M. C 


1951 52 . . 

68.5 

546 

62 

553 

0.033 

1.4 

52 [53 . . 

166: 

15b 

167 

157 

0.009 

0.4 

53 54 . . 

1,78^. 

562 

290 

867 

0.052 

2 2 

54 55 . . 

25f 

262 

267 

261 

0016 

0.7 

56-66 . . 

1,182 

6b6 

350 

754 

0.045 

20 

1956 57 . . 

4,895- 

1,864 

1,730 

2,871 

0.171 

7.4 

57 58 . . 

(1,200 

(66bl 

(542j* 

{80S) 

(0.048) 

(2,1) 

58 59 . . 

44*7 

4d6 

511 

455 

0.027 

12 

40 60 . . 

1,08_8 

1,18© 

im 

1,011 

0.060 

z4 

6C 61 . . 

482 

27'8 

282 

347 

0.021 


10 tears* Avcmse 

1,209 

660 

542 

808 

0.048 

2.1 


( 23 ^) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 23 

River MALAPRABHA Site KOLCHI Month DECEMBER 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

1 T. M. C. 

1961-52 . , . 

241 

6 

10 

81 

0.002 

0.1 

62-63 . . . 

168 

162 

134 

148 

0.009 

0.4 

63-64 . . . 

174 

148 

160 

161 

0.010 

0.4 

64-65 . . . 

195 

208 

189 

197 

0.012 

0.5 

66-66 . . . 

295 

(266) 

(235) 

264 

0.016 

0.7 

1966-67 . , . 

601 

864 

272 

370 

0.023 

1.0 

67-66 . , 

(286) 

(206) 

(189) 

{225) 

(0.014) 

(0.6) 

68-69 . . . 

467 

283 

268 

334 

0.021 

0.9 

69-60 . , . 

364 

319 

327 

333 

0.020 

0.9 

60-61 . . . 

188 

99 

102 

129 

0.008 

0.3 


10 Year*' Average 

285 

20S 

189 

219 

0.013 

0.6 


Month JANUARY 





Volume of flow for 

Year 





the month 

{June to May) 


11-20 

21-31 

month 

M. A.F. 

T. M.G. 

1961-62 . . • 

12 

13 

12 

12 

0.001 

Nil 

62-53 . . • 

146 

118 

103 

121 

0.007 

0.3 

63-64 . . . 

183 

164 

163 

170 

0.010 

0.5 

64-56 . . . 

162 

121 

97 

122 

0.008 

0.3 

58-66 . . . 

206 

164 

148 

172 

0.011 

0.5 

1966-67 . . . 

217 

153 

105 

159 

0.010 

0.4 

67-58 . . . 

314 

320 

251 

292 

0.018 

0.8 

68-69 . . . 

(177) 

(155) 

(123) 

{151) 

(0.009) 

(0.4) 

69-60 . - • 

262 

261 

148 

221 

0.014 

0.6 

60-61 . . . 

102 

77 

78 

85 

0.005 

0.2 

10 Yeare' Average 

177 

155 

123 

151 

0009 

0.4 


(23.4) 






MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SEBIAL No. 23 


Hiver MALAPRABHA Site KOLCHI Month FEBRUARY 


Year 

(June to Ma y) 

Mean discharge (Gusecs) 

Yolnme of flow for 
the month 

1-10 

11-20 

2h28l29 

Whole 

month 

M.A.F. j 

T:M. G, 

1951-52 . . . 

15 

15 

15 

15 

0001 

Nil 

62 53 . . . 

103 

101 

105 

103 

0 006 

0.2 

63-54 , . . 

178 

165 

314 

205 

0.011 

0.5 

54-55 . . . 

87 

112 

in 

105 

0.006 

0.3 

65-56 . . . 

130 

120 

106 

119 

0.007 

0.3 

1950-57 . , . 

79 

69 

69 

72 

0.004 

0.2 

67-58 . , . 

198 

153 

112 

156 

0.009 


68-69 . , . 

(110) 

(98> 

(110) 

(106) 

(0.006) 

(0.3) 

59-60 . . . 

143 

97 

97 

113 

0006 


60-61 . . . 

56 

50 

64 

53 

0.003 

0.1 

10 Years’ Average 

110 

98 

110 

105 

0006 

0.3 




M onth 

MARCH 


1 Mean discharge (Gusecs) 

Volume of flow for 

Year 

(June to May) 

1 1-10 

11-20 

21-31 

Whole 

the mor 

,ih 





month 

M: A. F. 

T. M. G. 

1961-52 . . . 

12 

14 

10 

12 


Nil 

62-53 ■■ . . 

111 

97 

97 

101 



53-54 . . . 

300 

262 

252 

268 



64-56 . . . 

177 

114 

76 

121 

^Miir lyM 


66-66 . . . 

94 

74 

55 

73 



1966-67 . . . 

69 

69 

69 

69 



67-58 . . . 

119 

125 

(130) 

121 



58-59 . . . 

(114) 

(100) 

(94) 

(102) 

(0.006) 

(0.3) 

69-60 . . . 

97 

98 

98 

97 

0.006 

0.3 

6')-61 . . . 

60 

48 

55 

51 

0003 

0.1 

10 Years’ Average 

114 

100 

94 

102 

0.006 

0.3 


( 23 . 6 ) 









MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 23 

Bivtr MALAPRABHA Site KOLCHI Month APRIL 


can discharge {Cusecs) | Volume of flow for 


Tear 

LIO 

11-20 

21-30 

Whole 

month 

the month 

{June to May] 

M. A. F. 

T. M. 0 

1961-62 . . . 

7 

6 

21 

12 

0.001 

Nil 

62-63 . . . 

113 

300 

140 

180 

0.011 

0.5 

63 64 . . . 

276 

283 

206 

254 

0 015 

0.7 

64-66 . , . 

62 

63 

66 

64 

0.004 

0.2 

56-66 . , . 

118 

173 

86 

128 

0.008 

0.3 

1966-67 . . . 

74 

74 

77 

75 

0.004 

0.2 

57-58 . . . 

182 

137 

(101) 

123 

0.007 

0.3 

58-69 . . . 

(103) 

286 

128 

172 

0.010 

0.4 

59-60 . . . 

99 

99 

124 

107 

0.006 

0.3 

60-61 . . . 

60 

60 

68 

53 

0.003 

0.1 

10 Years’ Average 

103 

147 

101 

117 

0.007 

0.3 


Month MAY 




Mean discharge (Ousecs) 


■■HH 

Year 

1-10 

11-20 

21-31 


(June to May) 

month 

M. A. F. 

T. M. C. 

1961-52 . . . 

8 

9 

6 

8 

Nil 

Nil 

62-63 . . . 

117 

105 

106 

109 

0.007 

03 

63-54 . . . 

313 

674 

290 

395 

0.024 

11 

64-66 . . . 

266 

149 

1,384 

612 

0.038 

1.6 

55-56 . . . 

89 

68 

111 

91 

0.006 

0.2 

1966-67 . . . 

162 

66 

126 

105 

0.006 

0.3 

67-68 . . . 

(148) 

(258) 

(737) 

(392) 

(0.024) 

(1-0) 

68-69 . . . 

(148) 

104 

373 

214 

0.013 

0.6 

69-60 . . . 

149 

589 

166 

293 

0.018 

0.8 

60-61 . . . 

92 

668 

4,084 

1,694 

0.104 

4.5 

10 Years' Average 

148 

258 

737 

392 

0.024 

1.0 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 
SERIAL No. 24 

River MALAPRABHA Site HIRESANGAM Month JUNE 


Year 

(June to May) 

Mean discharge (Gusecs) 


Volume of flow for 

1-10 

11-20 1 

21-30 

Whole 

month 

the month 

M. A, F. T. M. G. 

195-2-53 . . . 

2,686 

1,463 

3,740 

2,593 

0.154 

6.7 

63-54 . . . 

(1,944) 

2,073 

8,922 

4,313 

0.257 

11.2 

54-56 . . . 

1,475 

1,810 

3,731 

2,650 

0.158 

6.9 

55-56 

2,386 

2,616 

2,378 

2,463 

0.147 

6.4 

1956-57 . . . 

1.328 

1,538 

8,693 

4,033 

0.240 

10.5 

S Years’ Averajje 

1.944 

1.E98 

5,493 

3,210 

0.191 

8.3 


Mean discharge (CiisecaT 


Month JULY 
Volume of flow for 


y ear 

1-10 1 

11-20 

21-31 

1 WhnU 

ih^ month 

(June to May) ^ 

month 

M. A. F. 

T. M. 0. 

1952-53 . . . 

7,872 

4,678 

31,666 

14,887 

0.915 

39.9 

6‘-54 . . . 

22.6<.>9 

17,839 

10,253 

14,968 

0.920 

40.1 

64-55 . , 

10,846 

30,646 

22,465 

21,353 

1.313 

57.2 

56-56 . . . 

12,004 

10,815 

8,«22 

10,491 

0 645 

28.1 

1966-57- , . . 

23.924 

19,769 

18,194 

20,547 

1.263 

55 0 

5 Years’ Average 

15,451 

16,747 

18,258 

16,447 

1.011 

44.1 


Month AUGUST 


Mean discharge [Guaecs) I Volume of flow fi 


Year 

(June to Alay) 

1-10 

11 20 

21-31 

-j-1 

Whole - 
j month j 

the month 

M. A. F. T. M. G. 

1952-53 . . . 

(23,041) 

13,663 

12,364 

16.227 

0.998 

43.5 

63-54 . . . 

12,549 

27,363 

15,124 

21,869 

1.345 

58.6 

54-55 . . . 

36,370 

20,748 

14,789 

23,673 

1.456 

63.4 

55-56 

8,764 

7,997 

13,487 

10,189 

0.626 

27.3 

1956-57 . . . 

35,890 

12,597 

8,1.55 

14,370 

0.884 

38 5 

67-58* . . . 

4,778 

10,000 

11,858 

8,878 

0546 

23.8 

5 Years’ Average 

23,321 

16,474 

12,784 

17,266 

1.062 

46.3 


* Not cousidered for calculating the average. 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FfUW BY MONTHS 
SERIAL No. 24 

River MALAPRABHA Site HIRESANGAM Month SEPTEMBER 


Year 

1 Mean discharge (Cusee.t) 

Volume of flow for 

1 1-10 

1 


Whole 

month 

the m-onth 

{June to May) 


11-20 

21-30 1 

M. A F. T. M. C. 


1952-63 . . . 

4,292 

2,676 

5,724 

4,197 

0 250 

10.9 

63-64 . . . 

6,890 

17,118 

16,537 

13,182 

0.7S4 

34.2 

84-55 . . . 

17,660 

20,896 

19,421 

19,315 

1.149 

59.1 

65-66 . 

17,180 

1 6,983 

23,791 

18,985 

1 130 

49.2 

1966-67 . . . 

6,616- 

9,376 

8,941 

8,311 

0.49S 

21-5 

67-68* . . . 

4.464 

7,327 

2,6«8 

4,945 

0.294 

12.8 

5 Years’ Average 

10,528 

13,189 

14,683 

12,798 

C.7S2 

33 2 


Month OCTOBER 


Year 

(June to May) 

i Mean discharge {Cuaecs) [ 

Volmne of flow for 
the mofiAh 

1-10 

i 

11-20 

21-31 

Whole 

month 

M. A. E. 

T. M. C. 

1952-63 . . . 

11,499 

6,256 

2,889 

6,211 

0.320 

140 

63-64 . , , 

24,759 

7,2.54 

17,226 

20,368 

1.252 

54 6 

54-55 . . . 

11,819 

8,390 

11,498 

10,599 

0.652 

28.4 

65-66 . . . 

31,373 

20,617 

19,.‘•65 

23,820 

1.465 

63 3 

1956-57 . . . 

16,630 

27,266 

6,065 

16,309 

1.003 

43.7 

57-58* . . . 

7,617 

4,094 

14,792 

9,027 

0.555 

24.2 

5 Years'Average 

19,216 

15,754 

11,509 

15,261 

0.938 

409 

Month NOVEMBER 


1 Mean atscnarge [Cusecsj 

Volume ofljio'w Jor 

Year 




077)^7^? 

the month 

(June to May) 

1-10 

1 

11-20 

21-30 

i 

month 

1 M. A. F. j 

T. M. 0. 

1962-63 . . . 

(5,114) 

(6,132) 

(1,046) 

(4,097) 

(0244) 

(10.6) 

53-64 

6,243 

3,768 

1,683 

4,149 

0.247 

10.8 

84-65 . . . 

6,080 

6,226 

2,,586 

4,297 

0 256 

111 

55-56 . . . 

14,831 

10,384 

(6,000) 

10,072 

0.599 

26 1 

1956-57 . . . 

20,673 

8,264 

4,622 

11,153 

0.664 

28.9 

67-68* . . . 

6,114 

6,1.32 

1,046 

4,097 

0.244 

10 6 

5 Years’ Average 

10,368 

6,755 

2,987 

6,754 

0.402 

17.5 


* Not considered for calculating the average, 





VOLUME OF ANNUAL FLOW 
SEBJAL No. 26- 


Biver BHIMA Site CHASKAMAN 


Tear 

Volume of flow 

A. E. 

T. M. C. 

1906 

0.211 

9.2 

07 

0.418 

18.2 

08 

0.553 

24.1 

09 

0.308 

13.4 

10 

0.714 

31.1 

1911 

0.489 

21.3 

12 

0.861 

37.5 

13 

1.167 

60.4 

14 

0.712 

31.0 

16 

0.383 

16.7 

1916 

0.413 

18.0 

17 

0.328 

14.3 

IB 

0.129 

5,6 

19 

0.418 

18.2 

20 

0.213 

9.3 

1921 

0.296 

12.9 

1.1.22 to 30.4.22* Nil 

Nil 

1922-23 

0.298 

13.0 

23-24 

0.289 

12.6 

24-25 

0.344 

15.0 

26-26 

0.278 

12.1 

20 Year#’ 

0.441 

19.2 

Average 




* Not considered for calculating the average. 


NOTE ;—The figures for the years 1906 to 1919 are the volumes of flow for seven 
months only (June to December). The figures for the years 1922-23 to 
1926-26 are for twelve months from 1st. May to 30th. April. The position 
regarding figures for 1920 and 1921 is not clear. 


( 25 . 1 ) 



MfiAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

SERIAL No. 26 


River BHIMA 

Site DHOND 

Month DECEMBER 

Year 

{June to May) 

Mean discharge {Cusecs) 

Volume of flow for 

I. to 1 11.20 1 21-31 1 

1 ■ ' 

the month 

1 M. A. F. 

T. M. G. 


1949-50 . 
60-51 . 

1961-62 , 
52-63 . 

63- 64 , 

64- 66 


66-66 . 

. . 

391 

339 

365 

361 

0.022 

1.0 

1966-57 . 

57- 58 . 

58- 69 . 

• ' 

(343) 

278 

232 

283 

0.017 

0.8 

59-60 

. . . 

(343, 

(288) 

(262) 

{297) 

(0.018) 

(0.8) 

60-61 , 


295 

246 

198 

245 

0.015 

0.7 

4 Years’ Average 

343 

2S8 

2@2 

29@ 

0.018 

0.8 


( 26 . 1 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 26 


River BHIMA 


Site 

DHOND 


Month JANUARY 


Mean diecharge (Cusecs) 

Volume of flow for 

Wear 





the month 

{June to May) 

1-10 

11-20 


M. A. F. 

T. M. 0. 

1949-50 . . . 







50-51 . . . 







1961-62# . . . 

60 

104 

78 

80 

0.005 

0.2 

62-63 . . . 







53-54 . . . 







64-55 . . . 







65-56 . . . 

269 

205 

GO 

214 

0.013 

0.6 

1956-57* . . . 

N.A. 

390 

300 

343 

0.021 

0.9 

57-68* . . . 







58-69 . . . 

194 

168 

127 

159 

0.010 

0.4 

69-60 . . . 

246 

193 

106 

179 

0.011 

0.5 

60-61 . . . 

176 

171 

97 

146 

0.009 

0.4 

4 Years’ Average 

219 

182 

128 

174 

0.011 

0.5 


* Not considered for calculating the average. 


( 26 . 2 ) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SEBIAL No. 26 

River BHIMA Site DHOND Month FEBRUARY 



Mean discharge {Cusecs) \ 

Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11-20 

21-28129 ■ 

month 

M. A. F. T. M. C. 


1949-50 . . 

60-51* . . . 

47 

81 

63 

64 

0.003 

0.2 

1951-52* . . . 

62 

39 

34 

42 

0.002 

0.1 

62- 53 . . . 

63- 64 . . . 

54-66 . . . 

56-56 . . . 

178 

137 

126 

148 

0.009 

0.4 

1956-57 . . . 

57-58* . . . 

98 

108 

68 

93 

0.005 

0.2 

68-59 ... 

92 

79 

45 

76 

0.004 

0.2 

69-60 . . . 

77 

69 

64 

70 

0.004 

0.2 

60-61 . . . 

61 

61 

65 

59 

0.003 

0.1 

4 Years' Average 

102 

84 

75 

88 

0.005 

0.2 


* Not considered for calculating the average. 

( 26 . 3 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 26 


River BHIMA 


Site 

DHOND 


Month 

MARCH 

Year 


Mean discha 

I 

rge (Cuseca) 

WMe 

month 

\ Volume of flow for 

the month 

(June to May) 

1-10 

11-20 

21-31 1 

M. A. P. 

1 

T. M. C. 


1949-50 . 


60-61* . . . 

59 

60 

26 

44 

8.003 

0.1 

1961 -82 . . . 

52- 59 . . . 

53- 84 . . . 

54- 65 . . . 

66-56 . . . 

110 

94 

64 

88 

6.005 

8.2 

1966-67 . . . 

67- 68 . . . 

68- 59 . . . 

82 

SO 

20 

27 

0.002 

0.1 

69-60 . . . 

64 

45 

42 

SO 

0.003 

0.1 

60-61 . . . 

42 

28 

12 

27 

0.002 

01 

4 Years' Average 

62 

49 

34 

48 

0.003 

0.1 


* Not considered for ealcnlating the average. 

( 26 . 4 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 26 


River BHIMA 


Site 

DHOND 


Month APRIL 


Mean discharge (Qusecs) 

Volume of flow for 

Year 


j 



the month 

{June to May) 

1-10 

1 11-20 

21-30 

month 


T. M. G. 

1949-50* . . . 

67 

35 

17 

36 

0.002 

0.1 

60-61* . . . 

18 

27 

23 

23 

0.001 

0.1 

1951-62 . . . 







52-53 . - . 







63-54 . . . 







54-55* . . . 

30 

6 

Nil 

12 

0.001 

NU 

65-56 . . . 

84 

239 

111 

145 

0.009 

0.4 

1956-57 . . . 







57-58 . . . 







68-69 . . ■ 

10 

6 

9 

8 

NU 

NU 

59-60 . . . 

40 

19 

29 

30 

0.002 

0.1 

60-61 , . • 

6 

28 

13 

16 

0.001 

NU 

4 Years' Average 35 

73 

40 

50 

0.003 

0.1 


* Not considered for calculating the average. 

( 26 . 5 ) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 26 


Riv&r BHIMA 


Site 

DHOND 


Month 

MAY 


Mean'discharge {Cusecs) 

Volume of flow for 

Year 





the month 


{June io May) 

1-10 

11-20 

j 21-31 

rr rtf'fl'G 

month 

M.A.F. jT 

M, 0 

1949-60* . . . 

11 

9 

N.A. 

10 

0.001 

Nil 

. . . 

7 

4 

S 

4 

Nil 

i i 

1961-62 . . . 







62-63 . . . 







63-54 . . . 







54-55* . . . 

Nil 

•Nil 

Nil 

Nil 

Nil 

Nil 

85-56 . . . 

218 

147 

(100) 

153 

0.009 

0.4 

1966-57 . . . 







57-58 . . . 







58-59 . . . 

26 

84 

96 


0.004 

0.2 

59-60 . . . 

16 

9 

(Nil) 

8 

Nil 

Nil 

60-61 . . ■ 

18 

62 

Nil 

26 

0.002 

0.1 

4 Years' Average 

70 

76 

49 

64 

0.004 

0.2 


’•‘Not considered for calculating the average. 


( 26 . 6 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 27 

River BHIMA YADGIR Month JUNE 


Year 

Mean discharge (Cusecs) \ 

1 Volume of flow for 




Whole 

month 

j the month 

{June to May) 

1-10 

11-20 

21-30 

' M. A. F. 

T. M. G. 


1967-58 . . . 

68-59 . . . 12,210 12,210 13,614 12,G78 0.754 32.9 

69 60 

60-61 


Month. JULY 



1 Mean discharge (Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

M.A.F. 1 

' 1 

T.M.O. 


1957-68 . . . 36,784 63,393 61,299 &1,309 3.155 137.4 

68-69 , . . 32,357 114 260 119,874 89,832 5.524 240.6 

59- 60 

60- 61 


Month AUGUST 



1 Mean discharge (Cusecs) 

V olume of flow for 

Year 



21-31 

Whole 

month 

the month 

(June to May) 

1-10 

11-20 

M.A.F. 

T. M. C. 


1967-68 

68-69 

59- 60 

60- 61 


61,949 102,412 

44,891 62,564 


94,099 86,410 5.313 

111,163 74,108 4.557 


2314 

198.5 


( 27 . 1 ) 








MEAN DISCHABGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SEBIAL No. 27 

River BHIMA Site YADGIR Month SEPTEMBER 



1 Mean discharge (Vusecs) 

Volume of flow for 

Tear 





the month 

(June to May) 

1-10 

1 

11-20 

21-30 

yy tiow 1 
month 1 

M. A. F. j 

1 T. M. G. 

1957-58 . . . 

32,370 

84,160 

33,608 

50,043 

2.978 

129.7 

68-69 . . . 

114,583 

61,068 

39,944 

71,865 

4.276 

186.3 


69-60 

60-61 


Month OCTOBER 


Year 

1 Mean discharge (Ousecs) 

1 Volume of flow for 




Whole 

month 

1 the month 

(June to May) 

1-10 

11-20 

1 21-31 

M. A. F. 

1 T. M. C. 

1957-68 . . . 

68-69 . . . 

25,633 

34,195 

17,102 

44,668 

88,495 

20,844 

45,155 

32,800 

2.776 

2.017 

120.9 

87.9 


69-60 

60-61 


Month NOVEMBER 




Mean discharge (Cusecs) 


Volume of flov! for 

Year 

1-10 

11-20 

21-30 

[ Whole 
m'<nth 

the month 

(June to May) 

M, A. F. j 

T. M. C. 

1967-68 . . . 

31,810 

21,120 

18,543 

23,824 

1.418 

61.8 

68-69 . . . 

16,683 

12,906 

12,210 

13,599 

0.809 

3S.2 


69-60 

60-61 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 27 

River BHIMA Site YADGIR Month DECEMBER 


Year 

{June to May) 

1 Mean discharge (Uusecs) 

Volume of flow for 

1-10 

11-20 

21-31 

Whole 

month 

the month 

M. A. F. 

T. M. C. 

1957-53 . . . 

15,683 

13,599 

12,210 

13,778 

0.847 

36.9 

58-59 . . . 

12,210 

12,210 

12,210 

12,210 

0.751 

32.7 

59-60 







60-61 







Month JANUARY 


Mean discharge (Cusecs) 1 

Volume qfjiowfor 

Year 


i 


. ' 

the month 

{June to May) 

1 1-10 

11-20 

21-31 

\ 

W hole 
month 

M. A. F. 

T. M. C. 

1957-58 . . . 

12,210 

12,210 

12,210 

12,210 

0.751 

32.7 

58-59 . . . 

10,666 

9,620 

9,620 

9,954 

0.612 

26.7 

69-60 







60-61 












Month FEBRUARY 



Volume of flow for 

Year 




Whole 

month 

the month 

(June to May) 

LIO 

11.20 

21.28129 

M. A. F. 

T. M. G. 

1957-58 . . . 

12,210 

12,210 

12,210 

12,210 

0.678 

29.5 

58-59 . . . 

69-60 

60-61 

9,620 

9,620 

7,354 

8,972 

0.498 

21.7 


(27.3) 






MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 27 

River BHIMA Site YADGIR Month MARCH 


j 

Year 

{June to May) 

1 Mean discharge {Cusecs) 

Volume of flow for 
the month 

M. A. F. 1 T. M. C. 

1-10 

11-20 

] 

21-31 

Whole 

•month 

1857-68 . . 12,210 12,210 12,210 12,210 0.751 327 

58-69 . . . 7,030 7,03o 7,030 7,030 0-432 18.8 

69-60 

60-61 

Month APRIL 

Year 

{June to May) 

\ Mean discharge (Cusecs) 

Volume of flow for 
the month 

M. A. F. T. M. 0. 

1-10 

11-20 

■ 

21-30 

Whole 

month 

1957-58 . . . 8,066 9,620 

68- 69 . . . 

69- 60 

60-61 

7,030 8,239 0.490 21.4 

Month MAY 

Year 

{June to May) 

Mean, atsctiarge (Cusecs) ( 

Volume of flow for 
the month 

M. A. F. 1 T. M. C. 

1 1-10 

11-20 

21-31 

■ 

Whole 

month 

1967-58 . . . 7,030 7,030 10,171 8,145 0.501 21.8 

68-59 . . . 

59- 60 

60- 61 


( 27 . 4 ) 












MEAN DISCHARGE BY 10 DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 28 


River BHAMA(BHIMA) Site WAKI ^onth JUNE 



Mean discharge {Cusecs) 

Volume of flow for 

Tear 





the month 

{June to May) 

1-10 

11-20 

21-30 

month 

M. A. F. 

T. M. G. 

1949-60 . , . 

5 

2 

10 

5 

Nil 

Nil 

60-61 . . . 

3 

Nil 

Nil 

1 

>9 


1951-62 . . . 

17 

22 

377 

139 

0.008 

0.4 

62-63 . . . 







53-64 . . . 

Nil 

140 

1,142 

427 

0.02S 

1.1 

64-55 . . , 

1 

1 

174 

59 

9.004 

02 

55-56 . . . 

Nil 

N.l 

66 

22 

0.001 

0.1 

1956-67 . . . 

20 

Nil 

189 

70 

0004 

0.2 

67-58 , . . 

12 

3 

973 

329 

0.020 

0.9 

58-59 . . . 

2 

441 

76 

173 

0.010 

0.4 

69-60* . . . 

4 

4 

200 

69 

0.004 

0.2 

9 Years’ Average 

7 

68 

334 

136 

0008 

04 


Month JULY 



in discharge (Ousecs) 


Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11-20 

21-31 

fh'UltCt 

month 

M. A. F. 

T. M. 0. 

1949-50 . . . 

16 

509 

161 

226 

0.014 

0.6 

60-61 . . - 

Nil 

1,697 

2,578 

1,462 

0 090 

3.9 

1951-52 . . . 

40 

61 

1,196 

457 

0.028 

1.2 

52-63 . , . 







63-54 . , . 

],:85 

829 

220 

792 

0 049 

21 

64-65 . . , 

966 

3,444 

662 

1,654 

0.102 

4.4 

56-56 . . - 

712 

568 

606 

625 

0.038 

1.7 

1956-57 . . . 

3,124 

2,393 

2,029 

2,500 

0.154 

6.V 

57-58 . . . 

812 

2,262 

722 

1,248 

0.077 

3.3 

58-59 . . 

1,291 

8,014 

1,449 

3,516 

0.216 

9.4 

59-60* . . . 

1.067 

1,741 

3,819 

2,261 

0139 

6.1 

9 Years’ Average 927 

2.19$ 

1,0*68 

1,387 

0.085 

3.7 


*Not considered tor calculating the average. 


(28.1) 








MEAN DISCHASaS BY IO-OAY BJSBIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


SERIAL No. 28 


Siver BHAMA (BHIMA) 

Site 

WAKI 


Month 

AUGUST 

1 

1 Mean discharge {Gusecs) 

Volume of flow for 

Year 





the month 

{June to May) 

LIO 

1L20 

1 21-31 

1 

Whole 

month 

M. A, F. 

1 T. if, 0. 

194&.50 . . . 


239 

40 

317 

0019 

0 8 

60-61 . . . 

444 

151 

43 



0.6 

1951-62 . . . 



444 

1.428 


3.8 

62-53 . . , 







63-64 . . . 


2,436 


1,809 

0.111 

48 

64-56 . , 

1,843 

964 

362 

1.031 


2.8 

55-66 . . . 

1,271 

1,647 

1,464 

1.457 

Bn 

3.9 

1956-57 . . . 

9,152 

1,483 


3.811 

0.234 

10.2 

67-58 . . . 

692 

434 

864 



1.8 

68-59 . . , 

968 

946 

2,039 

1,341 

mMM 

36 

69-60 . . 







9 Years' Average 

2,23S 

1022 

817 

1341 

0 082 

3 6 


Month SEPTEMBER 


Year 

{June to May) 


Mean discha 

rge (Ouseca) 


j Volume of flow for 






1.10 

11-20 

21-30 

Whole 

month 

M. A. F. 

' T. M. C. 

1949-60 . . . 

119 

82 

444 

215 

0.013 

0.6 

50-61 . . . 

389 

91 

52 

177 

0.011 

0.5 

1951-52 . . . 

62-63 . , . 

208 

175 

61 

148 

0.009 

0.4 

53-54 . , . 

397 

266 

69 

244 

0.015 

0.6 

54-55 . . . 

2,988 

2,052 

832 

1,957 

0.116 

5.1 

56-56 . . , 

2,846 

416 

912 

1,392 

0.083 

3.6 

1956-67 . . . 

1,189 

453 

1,629 

1,090 

0.065 

2.8 

57*o8 . * • 

492 

331 

120 

317 

0.019 

0.8 

68- 69 . . . 

69- 60 . . . 

1,612 

1,664 

421 

1,165 

0069 

3.0 

9 Years’ Average 

1,127 

603 

505 

745 

0.044 

1 9 










MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


River BHAMA (BHIMA) 


SERIAL No. 28 

Site WAKI 


Month OCTOBER 


Year 

{June to May) 


Mean discharge (Gusecs) 

. 

Volume, of flow for 




Whole 

month 

the month 

1-10 

11-20 

21-31 

M. A. F. 

T. M. 0 

1949-50 . , . 

62 

48 

41 

50 

0.003 

0.1 

60-51 . . . 

237 

64 

32 

126 

0.008 

0.3 

1951-52 . . . 

62-53 . . . 

286 

316 

373 

326 

0.020 

0.9 

63-54 . . . 

308 

263 

86 

214 

0.013 

0.6 

64-66 . . . 

1 095 

240 

140 

480 

0.030 

1.3 

65-66 . . . 

746 

636 

668 

679 

0.042 

1.8 

1966-57 . . . 

2,336 

879 

137 

1,08S 

0.067 

2.9 

67-68 . . . 

68 

18 

11 

31 

0 002 

0.1 

68-59 . , . 
59-60 . . . 

230 

266 

36 

172 

0.011 

O.S 

9 Years' Average 

596 

302 

168 

352 

0.022 

0.9 


Mmth NOVEMBER 




Mean discharge {Gusecs) 


Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-30 

M. A. F 

T. M. C. 

1949-50 . . . 

25 

13 

10 

16 

0.001 

Nil 

50-51 . . . 

19 

15 

11 

15 

0.001 

>> 

1961-52 . . . 

52-63 . . . 

25 

22 

105 

51 

0.003 

0.1 

53-54 . . , 

41 

20 

11 

24 

0.001 

0.1 

64-56 . . . 

48 

22 

16 

29 

0.002 

0.1 

55-56 .. . . 

100 

58 

34 

64 

0.004 

0.2 

1956-57 . . . 

1,444 

102 

673 

740 

0.044 

19 

57-68 . . . 

11 

9 

8 

9 

0.001 

Nil 

68- 59 . . . 

69- 60 . . . 

20 

16 

128 

54 

0.003 

01 

9 Years’ Average 

192 

31 

111 

111 

0.007 

0.3 


( 28 . 3 ) 













MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 28 


River BHAMA(BHIMA) Site WAKI ^onth DECEMBER 


Year 

Mean discharge {Ousecs) 

Vo ume of flow for 

1 



Whole 

month 

the month 

[June to May) 

1‘10 

11-20 

21-30 

M. A. F. 1 

T. M. 0. 

1949-50 . . . 

6 

4 

2 

4 

Nil 

Nil 

50.61 . . . 

7 

7 

6 

6 


» 

1951-52 . . . 

20 

16 

14 

17 

0.001 

Nil 

62-53 . . . 
53-54 •. . , 

(9) 

(7) 

(4) 

(T") 

iNil) 

(Nil) 

54-66 . . . 

13 

10 

8 

10 

0.001 

Nil 

65-56 . . . 

19 

16 

12 

15 

0.001 

»J 

1966-57 , . . 

99 

57 

30 

61 

0.004 

0.2 

67-58 . . . 

6 

4 

4 

6 

Nil 

Nil 

58-59 ... 
69-60 . . . 

73 

21 

8 

33 

0.002 

0.1 

9 Years’ Average 

28 

16 

10 

18 

0001 

Nil 

Month JANUARY 

Year 

_4_ 

Mean discharge {(Msecs) 


Volume of flow for 

1 





{June to May) 




Whole 

month 

V 

. 

1-10 

11-20 

21-31 

M. A. F. 

' 

T. M. 0. 

1949-50 . . . 

2 

2 

1 

1 

Nil 

Nil 

60-51 . . . 

6 

2 

1 

3 


»» 

1951-52 . . . 

13 

10 

7 

10 

0.001 

Nil 

52-53 . , , 

5 

5 

4 

5 

Nil 


53-54 , . . 

2 

1 

1 

1 



54-55 . . . 

7 

5 

6 

6 



55-56 . . ; 

8 

5 

4 

5 


>> 

1956-67 . . . 

19 

16 

12 

15 

0001 

Nil 

67-58 . . , 

3 

3 

3 

3 

Nil 


68-59. . . . 

59-60 . , ; 

6 

6 

5 

5 

>> 


19 Years’Average 

7 

5 

4 

5 

Nil 

Nil 


* Not considered for calculating the average. 

28.4^ 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No. 28 


River BHAMA(BHIMA) Site WAKI Month FEBRUARY 


Tear 

{June to May) 

Mean discharge {Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-28129 

Whole 

month 

M. A. F. 

T.M.C. 

1949.60 . . . 

1 

1 

1 

1 

Nil 

Nil 

60-61 . . . 

1 

1 

1 

1 

>5 

99 

1951-62 . . . 

3 

3 

2 

3 

Nil 

Nil 

52-63* . . . 

3 

2 

2 

2 

>» 

99 

63-64 . . . 

1 

1 

Nil 

1 

99 


64-65 . . . 

4 

3 

2 

3 

99 

99 

55-66 . . . 

3 

3 

2 

3 

99 

}9 

1966-57 . . . 

9 

6 

4- 

6 

NU 

Nil 

67-68 . . . 

2 

2 

1 

1 

9» 

1 ? 

68-59 . . , 

2 

1 

1 

1 

99 

99 

69-60 , . . 







9 Years'Average 

3 

2 

2 

2 

m 

NU 


Month MARCH 


Mean discharge [Cusecs) 

Volume of flow for 

Tear 





the month 

{June to May) 

1-10 

11-20 

21-31 

fr /iUtC 

month 

M. A. F. ] 

T. M. C. 

1949-60 . . . 

1 

1 

1 

1 

Nil 

Nil 

50-61 . . . 

1 

1 

Nil 

1 


9$ 

1961*82 . . . 

2 

2 

2 

2 

Nil 

Nil 

62-63* . . , 

2 

1 

1 

1 

99 

99 

63-64 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(NU) 

64-66 . . . 

2 

1 

1 

1 

Nil 

Nil 

66'66 . . . 

2 

2 

2 

2 

ff 

1* 

1956-67 , . . 

4 

4 

4 

4 

Nfl 

Nil 

' 67-58 . . . 

Nil 

Nil 

Nil 

Nil 

99 

9* 

68-59 . . . 

1 

>» • 

»» 

>9 

*♦ 

9> 

69-50 . . . 







9 Years'Average 

1 

1 

1 

1 

Nil 

NU 


• No* c»i>8ide#®d for calculating the average. 


( 28 . 6 ) 






MEAN DISOHaME BY lO-DAY FEmOBB AEB MONTHS 
AND THE VOMJMB OF FLOW BY MONTHS 

SERIAL No. 28 


River BHAMA (BHIMA) WAKI Mmh APIHL 



Mean discharge {Cusees) 

Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11-20 

21-30 

Whole 

month 

M. A. E. 

T. M. €. 

1949-50 . , . 

1 

1 

1 

1 

Nil 

Nil 

50-51 . . . 

Nil 

Nil 

Nil 

mi 

a 


l!'5l-52 , . . 

(Nil) 

(Nil) 

(Nil) 

{Nit) 

(Nil\ 

(Nil) 

62 53* . . . 

1 

Nil 

Nil 

Nil 

Nil' 

Nil 

63-64 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

64-55 , . . 

1 

1 

Nil 

1 

Nil 

Nil 

55-56 . . . 

1 

1 

♦ * 

1 

>» 


1966-57 . , . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

67-58 , . . 

Nil 

Nil 

Nil 

NU 

Nil 

Nil 

58-59 . , . 



8i 


it 

>3 

69-60 . . . 







9 Years’ Average 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 


Month MAY 



Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11-20 

21-31 

month 

M.A.F. 1 

T. M. C. 

1949-50 . . . 

Nil 

Nil 

2 

1 

Nil 

Nil 

60-61 . . . 

>5 


39 

u 

0.001 


1951-62 - . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

62-63* . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

m 

53-54 . . . 


5 

3 

3 



54-55 . . • 

2 

1 

Nil 

1 

ti 


65-66 . . . 

Nil 

Nil 

109 

39 

0.002 

m 

1966-87 . . . 

(Nil) 

(tel) 

(Nil) 

Nil 

(NB) 

(NP) 

67-68 . . . 

tel 

Nil 

30 

10 

0001 


68,59 . . . 

7 7 

»» 

13 

5 

Nil 

r» 

59-60 . . . 







9 Years’ Average 

Nil 

1 

22 

8 

Nil 

m 


• Not considered for calculating the average. 












MEAN DTSCHARGE BY IG-DAY PEElOBS AND MONTHS 
AND tHE VOBUME OF PLOW BY MONTHS 

81ERIAL No. 29 

River KUDIL NALLA (BHIMA) Sife WADIVALE Month JUNE 


Tear 

1 Mean di-^charge (Cusecs) \ 

Volume of flow for 


1 


Whole 

month 

the month 

{June to May!j, j 

' N.10 

11-20 

21-30 

M. A. P. 1 T. M. 0. 


10.49-60 . . . 

7 

7 

50-51 . . . 

1 

1 

1951-52 . . , 

2 

22 

62-63 , , * 

2 ft 

13 

63-54 . . . 

Nil 

106 

54-55 . .. . 

65-66 . 


2 

1956-57 . . . 

57-58 . . . 

1 

1 

58-59 . . . 

1 

Nil 

69-60 . . . 

60-61 . . . 

2 

-2 


17 


7 

7 

m 

Nil 

2 

1 

tt 

n 

128 

51 

0003 

0.1 

391 

143 

0009 

04 

2,075 

727 

0.043 

1.9 

100 

33 

0.002 

0.1 


413 

138 

0.008 

0.4 

118 

40 

0.002 

0.1 

46 

m 

0.001 

NU 


128 0.008 


0-Years’ Average 


4 


364 


0.3 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 29 


River KUDIL NALLA (BHIMA) Site WADIVALE Month JULY 



Mean discharge {Cusees) 

1 V olume of flow for 

Tear 



1 

Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-31 

M, A. F. 

T. M. G. 


1949-50 . . . 

266 

1,668 

60-61 , . . 

480 

6,622 

1951-62 . . . 

88 

626 

62-53 . . . 

94 

1,028 

63-54 . . . 

1,684 

424 

64-65 . . . 

55-66 . . . 

2,068 

2,061 

1966-67 . . . 

67-68 . . . 

611 

1,722 

68-59 . . . 

(200) 

(300) 

69-60 . . . 

60-61 . . . 

1,099 

1,178 

9 Years’ Average 

720 

1,724 


766 

892 

0.055 

2-4 

4,965 

5,094 

0-313 

13.6 

2,041 

922 

0.057 

25 

7,565 

3,046 

0187 

8.2 

67 

704 

0.043 

1.9 

369 

1,456 

0.090 

3.9 


535 

910 

0.056 

2.4 

(400) 

{303) 

(0.019) 

(0.8) 

1,806 

1,376 

0.085 

3.7 

2,056 

1,634 

0.101 

4.4 


( 29 . 2 ) 





MEAN DISCHAEGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SEBIAL No. 29 

Eiver KUDIL NALLA (BHIMA) Site WADIVALE Month AUGUST 


Year 

1 Mean discharge (Cuseca) 

Volume of flow for 





the month 

(June to May) | 

1.10 

11-20 

21.31 

W nOlC 

month 

M. A. F. 

T. M, C. 


1949-50 . . . 

1.521 

580 

60-61 . . . 

824 

462 

1961-52 . . . 

3,739 

434 

52-53 . . . 

7,253 

1,919 

53-64 . . . 

3,179 

3,041 

64-55 . , . 

2,697 

412 

56-56 . . . 



1956-67 . . . 



67-58 . . . 

2,114 

1,329 

68-59 . . . 

647 

617 

69-60 . . . 

1,054 

465 

,50-61 . . . 



9 Years’ Averai.- 

2,547 

1,028 


129 

724 

0.045 

1.9 

39 

426 

0.026 

1.1 

245 

1,433 

0.088 

3.8 

830 

3,253 

0.200 

8.7 

522 

2,192 

0.135 

5.9 

119 

1,045 

0.064 

2.8 


473 

1,278 

0.079 

3.4 

1,037 

743 

0.046 

2.0 

1,739 

1,107 

0.068 

3.0 

571 

1,356 

0.083 

3.6 


( 29 . 3 ) 





MEAW DWHARGE BY lO-D/^Y PERIODS AND MOYTTIS 
AND THE VOLDMB DP FDGW BY MONTHS 

SWKI AL iSb 29 


EUDIL NALLA (BHIMA) Sm WADIVALE Month SEPITEMBER 


Yaai' 

[ Mean di-^cha.rr^e (Vu^ecs) | 

Volume of flow for 


j j 

Whole \ 

month j 

1 „i 

the month 

{June, to Mxiy), 

MO j 

I1-2V 2M0 1 

M. A. F. 1 T. M. C 


1949-60 . . 

342 

207 

60-51 . . . 

1,711 

114 

1961-52 . . . 

42 

43 

6^53 . , . 

186 

44 

63-54 . , . 

206 

94 

64-66 . . . 

2,408 

738 

65-56 . , . 

1956-57 .. . . 

57-68 . . ■ 

81 

73 

68-59 . . . 

633 

863 

69-60 . . . 

(1,400) 

(1,100) 

60-61 . . . 

Years^ Average 

m 

364 


617 

S89 

0023 

1.0 

407 

744 

0.044 

19 

25'. 

37 

0,002 

01 

13 

81 

0.005 

0.2 

20 

107 

0.006 

03 

607 

1,217 

0.072 

3.2 


16 

57 

0003 

01 

173 

'557 

0.033 

1.4 

(800) 

(MOO) 

(0.065) 

(2.9) 

286 

477 

0:028 

1.2 


( 29 . 4 ) 




mean discharge by 10-day periods and months 

AND THE VOLUME OP FLOW BY MONTHS 
SERIAL No. 29 


River KUDIL NALLA (BHIMA) Site WADIVALE Month OCTOBER 


1 

Year 


Mean diseharae {Gusecs) 


Volume of flow for 

1 



Whole 

month 

the month 

{June to May) 

1 

11-20 

21-31 

M. A. F. \ T.M. C 


1949-50 . . . 

85 

19 

60-51 . . . 

575 

30 

1951-52 . . . 

9 

10 

52-53 . . . 

3 

9 

63-64 . . . 

10 

24 

64-55 . . . 

88 

10 

55-56 . . . 



1956-67 . . . 



57-58 . . . 

8 

5 

68-59 . . . 

31 

9 

69-60 . . . 

(500) 

236 

60 61 . . . 



9 Years’ Average 

145 

39 


11 

37 

0.002 

0.1 

14 

200 

0.012 

0.5 

12 

10 

0.001 

Nil 

5 

9 

0.001 

if 

4 

13 

0.001 

19 

6 

33 

0.002 

0.1 


6 

fl 

Nil 

Nil 

6 

15 

0.001 

9 9 

160 

294 

0.018 

0.8 

25 

69 

0.004 

0.2 


( 29 . 5 ) 





MEAN DISCHARGE BV lO-I AY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 29 

River KUDIL NALLA (BHIMA) Site WADIVALE Month NOVEMBER 


Year 

Mean discharge (Cuseca) 

Volume of flow for 




Whole 
mon h 

the month 

{June to May) 

1-10 

11-20 

21-30 

! M. A. F. 

T. M. G. 


1949-60 . . , 

6 

3 

60-51 . . . 

11 

6 

1961-52 . . 

8 

3 

52-63 . . . 

6 

6 

63-64 . . . 

3 

3 

64-56 . . . 

3 

3 

65-56 . . . 



1956-67 . . . 



67-68 . . . 

3 

3 

68-69 . . . 

(6) 

(4) 

69-60 . . . 

(6) 

(i) 

60-61 . . . 



9 Yean'Average 

« 

4 


3 

4 

Nil 

Nil 

3 

6 

ft 

t* 

4 

5 

Nil 

Nil 

6 

5 

f* 

9 $ 

3 

3 

it 

99 

3 

8 

it 

tt 


3 

3 

Nil 

Nil 

( 3 ) 


(Nil) 

(Nil) 

( 3 ) 

{i) 

if 

t » 

3 

4 

NU 

NU 


( 29 . 6 ) 










MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 29 

River KUDIL NALLA (BHIMA) Site WADIVALE Month DECEMBER 


Year 

1 Mean discharge {Cusecs) 

Volume of flow fcr 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-31 1 

M.A.F. 

T. M. G 


1949-50 . , . 

3 

2 

2 

2 

Nil 

Nil 

60-51 . . . 

3 

2 

2 

2 

»» 


1951-52 . . . 

4 

2 

2 

2 

Nil 

Nil 

52-53 . ... 

3 

3 

3 

3 

»* 


63-54 . . . 

2 

2 

2 

2 


S9 

64-66 . . 

2 

2 

2 

2 



65-56 , . 







1956-67 . . . 







67-68 . . . 

2 

2 

2 

2 

Nil 

Nil 

68-69 . . . 

6 

4 

(2) 

4 


>9 

69-60 ... 

(3) 

(2) 

(2) 

(2) 

(Nil) 

(NU) 

60-61 . . . 







9 Years' Average 

3 

2 

2 

2 

NU 

NU 


( 29 . 7 ) 










MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


SERIAL No. 29 

River KUDIL NALLA (BHIMA) Site WADIVALE Month JANUARY 



Mean discharge {Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-31 

M. A. F. 

T. M. G. 

1949-50 . . . 

(2) 

(2) 

1 

2 

Nil 

Nil 

50-51 . . . 

2 

2 

2 

2 


99 

1961-52 . . . 

2 

2 

2 

2 

Nil 

Nil 

62-53 . . . 

3 

3 

2 

3 

99 

tf 

53-54 . . . 

1 

1 

1 

1 

99 

99 

64-55 . . . 

56-56 . . . 

2 

2 

2 

2 

9 9 

9 t 

1956-57 . . . 







67-68 . . . 

2 

2 

2 

2 

Nil 

Nil 

68-69 . . . 

(2) 

(2) 

(2) 

m 

(Nil) 

(Nil) 

69-60 . . . 

(2) 

(2) 

(2) 

(2) 

9 9 

99 

60-61 . . . 







9 Years’ Average 

2 

2 

2 

2 

Nil 

Nil 


( 29 . 8 ) 





MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 

and the volume of flow by months 

SERIAL No. 29 

River KUDDL NALLA (BHIMA) Sih WADIVALE Month FEBRUARY 


Tear 

1 Mean discharge (Cusecs) 

Volume offiowjor 

1 

\ 1 



the month 

(June to May) 

1-10 


21-2SI29 

i M.A.F. 

T. M. G. 


1949-r.O . 
60-61 . 

1951-52 . 

52-53 . 
63-54 . 


54-65 . 


55-56 


1 1 1 

2 2 2 

2 2 2 

2 2 2 

I 1 1 

1 1 1 


1 Nil Nil 

2 ,, t> 

2 Nil NU 

2 

I j> ») 

I »j »• 


1966-57 . . . 

67- 58 . . • 

68- 69 . . • 
6.)-60 . . ’ 
60-61 . . ■ 

9 Years’ Average 


1 

1 

( 1 ) 


1 


1 

1 

( 1 ) 


1 


I 1 Nil Nil 

II „ » 

(1) (1) (Nil) (Nil) 


1 1 NR Nil 


(29.9) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

SERIAL No. 29 

River KUDIL NALLA (BHIMA) Site WADIVALE Month MARCH 



Mean discharge {Cusecs) | 

Volume of flow'for 

Year 


Whole 

month 

the month 

{June to May) 

1-10 11-20 21-31 

M. A Fr T. M. C. 


1949-50 . . . 
50-51 . . . 

1961-52 , . . 

62- 63 . . . 

63- 64 . . . 

64- 66 . . . 

65- 66 . . . 

1966-67 . . . 

67- 58 . ; . 

68- 59 . . . 

59- 60 . . . 

60- 61 . . . 

9 years’ Averiige 


1 1 1 

2 2 2 

1 1 1 

2 2 1 

1 1 Nil 

1 1 3 


1 1 1 

1 1 1 

(1) (1) (I) 

1 1 1 


1 Nil Nil 

* 

^ >> »» 

1 Nil Nil 

2 
1 . 

2 


1 Nil Na 

(i) (Nil) (NU) 

1 Nil Na 


(29,10) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 29 

River kudu NALLA (BHIMA) Site WADIVALE Month APRIL 


Year 

{June to May) 

Mean discharge (Cusees) 

Volume of flow for 

1-10 

11-20 

21-30 

Whole 

month 

the mor 

M. A. F. 

ith 

T, M. 0. 

1949-50 . . . 

1 

1 

1 

1 

Nil 

Nil 

50-51 . . . 

2 

2 

2 

2 

»» 

9 f 

1061-52 . . . 

1 

1 

1 

1 

Nil 

Nil 

62-53 . . . 

1 

1 

1 

1 

i 

91 

>9 

63-54 . . . 

Nil 

Nil 

Nil 

Nil 


9> 

64-56 . . . 

(1) 

(1) 

(1) 

(1) 

(Nil) 

(Nil) 

66-56 . . . 







1956-67* ... 

2 

1 

1 

1 

Nil 

Nil 

67-68 . . . 

1 

Nil 

Nil 

Nil 



6859 . . . 

1 

1 

1 

1 

if 

99 

69-60 . . . 

(1) 

(1) 

(1) 

(i) 

(Nil) 

(Nil) 

60-61 . . . 







9 Years’ Average 

1 

1 

1 

1 

NU 

NU 


* Not considered for calculating the average. 


(29.11) 













MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 29 


River KUDIL NALLA (BHIMA) SiU WADIVALF Month MAY 


Year 

1 Mean discharge iCwseca) 

Volume of flow for 




I Whole j 
month 1 

the month 

(Jttne to May) 

1-10 

11-20 

21-31 

' M. A. F. 

T. M. C. 


1949-50 . . . 

1 

1 

1 

1 

Nil 

Nil 

50-61 . . . 

2 

1 

4 

2 


99 

1961-62 . . . 

1 

Nil 

1 

1 

Nil 

Nil 

62-63 . , . 

1 

1 

1 

1 


if 

53-54 . . . 

Nil 

Nil 

Nil 

Nil 

79 

7 7 

64-56 . . . 

66-66 . . . 

(1) 

(1) 

(1) 

{!) 

(NU) 

(Nil) 

1966-57* . . . 

1 

1 

1 

1 

NU 

Nil 

57-68 . . . 

1 

Nil 

1 

1 


77 

68-69 . . . 

1 

1 

1 

1 

•9 

77 

59- 60 . . . 

60- 61 . . . 

(1) 

(1) 

(1) 

w 

(Nil) 

(Nil) 

9 Years' Average 

1 

1 

1 

1 

Nil 

NU 


* Not considered for calculating the aTerage. 


(2y.i2) 













MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

8EBIAL No. 30 

River VEL BHIMA) Site SHIKRAPUR Month JUNE 


Year 

{June to May) 

Mean discharge {Cusecs) \ 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

1 

Whole 

month 

M.A.F. \ 

T. M. C. 

1949-60 . . . 

1 

Nil 

3 

2 

Nil 

Nil 

60-51 . . . 

10 

>> 

Nil 

3 


»* 

1961-52 . . . 

87 

14 

47 

49 

0003 

0.1 

62-63 . . . 

109 

9 

1 

40 

0.002 

0.1 

63-54 . . . 

Nil 

2 

168 

53 

0 003 

0.1 

54-55 . . . 

8 

12 

25 

15 

0.001 

Nil 

65-66* . . . 

N.A. 

N.A. 

N.A. 




1966-67 . . . 

Nil 

Nil 

13 

4 

Nil 

Nil 

67-58 . . . 

4 

7 

416 

143 

0.009 

0.4 

68-59 . . . 

1 

12 

4 

6 

Nil 

Nil 

59-60 . . . 

Nil 

16 

47 

21 

0.001 

0.1 

60-61 . , . 

10 

4 

10 

S 

Nil 

Nil 

11 Years’ Average 

21 

7 

66 

31 

0.002 

0.1 


♦ Not considered for ealcnlating the average. 


(30.1) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 30 

River VEL (BHIMA) Site SHIKRAPUR Month JULY 


Year 

(June to May) 

1 Mean discharge (dusecs) 

Volume of flow for 
the month 

1.10 , 

11-20 

21-31 

Whole 
month 1 

i M. A. F. j 

T. M. 0. 


1949-60 . . . 

Nil 

1 

Nil 

Nil 

Nil 

Nil 

60-51 . . . 

8 

64 

336 

142 

0009 

0.4 

1951-62 . . . 

26 

60 

38 

41 

0.003 

0.1 

62-63 . . . 

Nil 


39 

U 

0.001 

Nil 

53-64 . . . 

7 

1 

Nil 

3 

Nil 

ff 

54-66 . . , 

7 

38 

47 

31 

0.002 

0.1 

56-66* . . . 

N.A. 

N.A. 

N.A. 




1966-67 . . . 

134 

190 

11 

140 

0.009 

0.4 

67-68 . . . 

57 

69 

6 0 

62 

0.004 

0.2 

58-59 ... 

2 

1,301 

219 

498 

0.031 

1.3 

69-60 . . . 

23 

31 

63 9 

244 

0.015 

0.7 

60-61 . , . 

93 

26 

4,2 

63 

0.003 

0.1 

11 Years' Average 

32 

162 

140 

112 

0.007 

0.3 


* Not considered for calculating the average. 


(30.2) 



mean discharge by 10-day periods and months 

AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 30 


River VEL (BHIMA) 

Site SHIKRAPUR 


Month AUGUST 

1 Mean discharge (Gusecs) \ 

Volume of flow for 

Year 

I 


the month 

{June to May) i.iQ 

11-20 21-31 

month 

M. A. F. T. M. C. 


1949-50 . . . 

3 

7 

15 

8 

Nil 

Nil 

50-51 . . . 

128 

64 

92 

91 

).(106 

0.2 

1951-52 . . . 

51 

48 

15 

37 

0.002 

0.1 

52-53 . . . 

147 

61 

35 

76 

0.005 

0.2 

53-54 . , . 

7 

41 

19 

23 

0.001 

0.1 

64-55 ... 

40 

33 

17 

30 

0.002 

0.1 

55-56* . , . 

N.A. 

N.A. 

N.A. 




1966-57 . . . 

1,547 

184 

Ill 

598 

0.037 

1.6 

67-68 . . . 

86 

73 

63 

70 

0.004 

0.2 

58-69 ... 

63 

110 

129 

9S 

0 006 

0.3 

59-60 . . . 

240 

76 

69 

123 

0.008 

0.3 

60-61 . . . 

61 

45 

32 

45 

0 003 

0.1 

11 Years’ Average 

215 

66 

52 

109 

0.007 

0.3 

* Not considered for calculating the average. 

(30.3) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOIV BY MONTHS 

8EBIAL No. 80 

River VEL (BHIMA) Site SHIKRAPUR Month SEPTEMBER 


Year 

{June to May) 

Mean discharge {Cumcs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

j T. M. G. 

1949-50 . . . 

22 

11 

360 

131 

0.008 

03 

60-51 . . . 

66 

72 

1,414 

514 

0.031 

1.3 

1951-52 . . . 

6 

7 

33 

15 

0.001 

Nil 

62-53 . . . 

12 

4 

50 

22 

0.001 

0.1 

63-64 . . . 

6 

19 

15 

14 

0.001 

Nil 

64-55 . . . 

106 

69 

49 

74 

0.004 

0.2 

56-66* . . . 

N.A, 

N.A. 

N.A. 




1956-57 . . . 

161 

110 

263 

173 

0.011 

0.5 

67-68 . . . 

33 

46 

36 

38 

0.002 

0.1 

58-69 . . . 

126 

94 

77 

90 

0.006 

0.3 

69-60 ... 

86 

63 

292 

147 

0.009 

04 

60-61 . . . 

32 

37 

448 

172 

o.oto 

0.4 

11 Yeara’ Average 

59 

48 

276 

128 

0 008 

0.3 


* Not coasidered for calculating the average. 


(30.4) 






MEAN DISCHABGE BY 10-DAY PERIODS AND MONTHS 

and the volume of flow by months 

SERIAL No. 30 


River VEL(BHIMA) Site SHIKRAPUR Month OCTOBER 


Year 

1 Mean discharge {Gmecs) \ 

Volume of flow for 




f Whole 
* month 

the morth 

{June to May) 

1-10 

11-20 

1 21-31 1 

M. A. F \t.M. G. 


1949-50 . . . 

127 

212 

41 

124 

0.008 

0.3 

50-61 . . . 

296 

309 

61 

214 

0.013 

0.6 

1951-52 . . . 

181 

63 

64 

98 


0.3 

62-53 . . . 


16 

9 

31 


0.1 

63-64 . . . 

23 

10 

2 

12 


Nil 

54-65 . . . 

39 

21 

12 

24 


01 

66-56* . . . 

n.a. 

N.A. 

N.A. 




1956-57 . . . 

2,876 

222 

127 

1,045 

0.064 

2.8 

67-68 . . . 

42 

26 

22 

30 


0.1 

68-69 . , . 

63 

43 

24 

39 


0.1 

59-60 

66 

62 

66 

61 


0.2 

60-61 . . . 


324 

111 

176 

0.011 

o.s 

11 Years’ Average 

352 

119 

46 

169 

0.010 

0.5 


* Not considejed foi calculating the average. 


(30.5) 















MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 30 

River VEL (BHIMA) Site SHIKBAPUR Month NOVEMBER 


Year 

1 Mean- discharge (Cusecs) 

Volume of flow for 


1 r 

1 Whole 
month 

the month 

{June to May) 

LIO j 

1 11-20 21-30 

M. A. F. 

[ T. M. C. 


1949-60 . . . 

21 

17 

12 

17 

0.001 

Nil 

60-61 . , . 

27 

19 

8 

18 

0.001 

99 

1961-52 . . . 

22 

11 

143 

58 

0.003 

0.2 

62-63 . . . 

1 

Nil 

Nil 

Nil 

Nn 

Nil 

63-54 . , . 

Nil 

9t 


99 

9f 

99 

64-66 , . . 

2 

1 

I 

1 

99 


66-66* . . . 

N.A. 

N.A. 

N.A. 




1966-67 . , . 

246 

133 

828 

402 

0 024 

lA 

67-58 ... 

12 

15 

9 

12 

0.001 

m 

68-69 . . . 

11 

6 

220 

79 

0.005 

0.2 

69-60 . . . 

44 

650 

42 

245 

0.015 

0.6 

60-61 . . . 

92 

83 

66 

80 

0.005 

0.2 

11 Years’ Average 

43 

85 

121 

83 

0.005 

02 


* Not considered for caleulating the average. 

(30.6) 





MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No, 30 

Ewer VEL (BHIMA) Site SHIKRAPUR DECEMBER 


Year 

(June to May) 

Mean discharge (Cuaecs) ' 1 

Volume of flow for 
the month 

1-10 

11.20 

* 21-31 

Whole 

month 

M. A. F. 

T. M. C. 

1949-50 . . , 

6 

4 

2 

4 

Nil 

Nil 

50-61 . . . 

6 

7 

6 

6 

if 

*» 

1951-62 . . . 

13 

8 

4 

8 

Nil 

Nil 

52-63 . . . 

Nil 

Nil 

Nil 

Nil 

»• 

91 

53-54 . . . 

9i 

9f 


9 9 

»» 


54-56 . . . 

>» 

* i 

5» 

99 

9 9 

9 9 

55-56* . . . 

N.A. 

N.A. 

N.A. 




1966-57 . . . 

85 

61 

33 


0 004 

0.2 

57-58 . . . 

3 

1 

1 

2 

Nil 

Nil 

58-59 . . . 

30 

8 

2 

13 

0.001 

»> 

59-60 . . . 

17 

7 

3 

.9 

0.001 


60-61 , . . ’ 

■25 

13 

14 

17 

0.001 

9* 

11 Yeare' Average 

17 

10 

6 

11 

0.001 

Nil 


’•‘Not considered for calculating the average. 


(30.7) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 30 

River VEL(BHIMA) Site SHIKRAPUR Month JANUARY 



Mean discharge (Cusecs) 

Volume of flow for 

Year 



[ 

Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

M. A. F. 

T. M. 0. 

1949-50 . . . 

1 

1 

1 

1 

Nil 

Nil 

50-61 . . . 

6 

3 

1 

3 


If 

1951-62 . . . 

2 

1 

1 

1 

Nil 

Nil 

62-63 . . . 

(6) 

(3) 

(3) 

(■?) 

(Nil) 

(Nill 

53-64 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

64- 56 . . . 

65- 56* . . , 

(6) 

(3) 

(3) 

(3) 

(Nil) 

(Nil) 

N.A. 

N.A. 

N.A. 




1956-67 . . . 

17 

12 

10 

13 

0.001 

Nil 

67-58 . . . 

1 

1 

2 

1 

Nil 

If 

68-59 . . . 

1 

1 

1 

1 

» > 

If 

59-60 . . . 

3 

3 

2 

2 

1 > 

»> 

60-61 . . . 

11 

6 

6 

S 


f* 

11 Years’ Average 

5 

3 

3 

3 

Nil 

Nil 


* Not considered for calculating the average. 

(30.8) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 30 

River VEL (BHIMA) Si'e SHIKRAPUR Month FEBRUARY 


Year 

(June to May) 

[ Mean discharge (Cusecs) \ 

Volume of flow for 
the month 

M. A. F. 1 T. M. a. 

1-10 

11-20 

21-28129 

Whole \ 
month 

1949-60 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

60-51 . . . 

1 

f t 

# * 


>9 

»> 

1961-62 . . . 

1 

Nil 

Nil 

Nil 

Nil 

Nil 

62-63 . . . 

(2) 

(1) 

(1) 

(1) 

(Nil) 

(Nil) 

63-64 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

64-66 . . , 

(2) 

(1) 

(1) 

(I) 

(Nil) 

(Nil) 

55-66* , . . 

N.A, 

N.A. 

N.A. 




1966-57 . . . 

7 

6 

4 

6 

Nil 

Nil 

67-68 . . . 

1 

1 

1 

1 

» 9 

99 

68-59 . . . 

1 

1 

1 

1 

J J 

99 

69-60 . . . 

2 

1 

Nil 

1 

9 J 

»9 

60-61 . . . 

4 

3 

2 

3 

9 » 

99 

11 Yean’ Average 

2 

1 

1 

1 

Nil 

Nil 


* Not considered for calculating the average. 


(30,0) 





MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 30 


River VEL (BHIMA) SiU SHIKRAPUR Month MARCH 


Year 

[ Mean discharge (Cusecs) 

Volume of flow fvr 


/ 


I Whole 
\" month 

the month 

(June to May) 

1 

1-10 

11-20 

21-31 

M. A. P. j T. M. C. 


1949-60 , . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

60-51 . . . 

*1 

19 


99 

»» 


1961-52 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

62-63 . . . 

CD 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

63-64 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

64-66 . . . 

(D 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

56-66* . . . 

1956-67 . . . 

N.A. 

4 

N.A. 

2 

N.A. 

2 

•rj 

Nil 

Nil 

67-68 . . . 

Nil 

Nil 

Nil 

Nil 

>9 

> 9 

68-59 . . . 

9f 

9 » 

? 9 

>9 

I 9 

*9 

59-60 . . . 

>9 


} 1 

91 

99 

9 » 

60-61 . . . 

1 

1 

1 

1 

»» 

i 9 

11 Years’ Average 

1 

Nil 

Nil 

Nil 

Nil 

Nil 


* Not considered for calculating the average. 


(30.10) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. SO 

River VEL(BHIMA) Site SHIKRAPUR Month APRIL 



1 Mean discharge {Cusecs) \ 

Volume of flow for 

Year 

1 


1 

Whole j 
month 

1 the month 

{June to May) 

I-IO 

11-20 

21-30 

i m.a.'f. 

1 T. M. G. 


1949-60 ... 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

60-51 . . , 


i 

9f 

9 9 

99 

99 

1961-62 , . , 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

52-53 . . . 

6 

>9 

1 

2 

$$. 

$9 

63-54 . , , 

Nil 

9 > 

Nil 

Nil 

9* 

99 

64-56 . . . 

(1) 

(1) 

(1) 

(I) 

(NH) 

(Nil) 

66-66* . . . 

N.A. 

N.A. 

N.A. 




1956-57 . . . 

I 

1 

1 

1 

Nil 

Nil 

57-68 i . . 

Nil 

Nil 

6 

2 

99 

. 99 

68-59 . . . 

» j 

12 

Nil 

4 

99 

9 9 

59-60 , . . 

99 

Nil 

99 

Nil 

9* 

99 

60-61 . . . 

i 9 


99 

99 

99 

ft 

11 Years’ Average 

1 

1 

1 

1 

Nil 

Nil 


*Not considered for calculating the average. 


(30.11) 



MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 30 


River VEL (BHIMA) Site' SHIKRAPUR 


Month MAY 



1 Mean discharge (Uusecs) i 

1 Volume of flow for 

Year 

(Jum to May) 

1-10 

11-20 21-31 

Whole 

month 

M. A- F. 

T. M.G. 


1949-60 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

60-51 . . . 

»» 

99 

18 

6 

99 


1951-62 . . . 

Nil 

Nil 

3 

1 

Nil 

Nil 

52-63 . . . 

99 

99, 

3 

1 

*t 

99 

63-64 . . . 

ft 

99 

Nil 

Nil 

9t 

99 

64-66 . . . 

(14) 

(17) 

(10) 

{13) 

(0.001) 

(Nil) 

65-56* . . . 

41 

19 

328 

136 

0.008 

0.4 

1956-57 . . . 

Nil 

Nil 

19 

7 

Nil 

Nil 

67-58 , . . 

2 

1 

15 

6 

»» 

99 

58-69 . . . 

139 

8 

8 

50 

0.003 

O.l 

69-60 . . . 

Nil 

120 

20 

46 

0.003 

0.1 

60-61 . . . 

>* 

22 

15 

13 

0.001 

Nil 

11 Year*’ Average 

14 

15 

10 

13 

0.001 

NU 


*Not considered for qalculating the average. 


(SO. 12) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SERIAL No. 31 

River MULA-MUTHA (BfflMA) Site PIMPALGAON RAHU Month JANUARY 


Year 

{June to May) 

1-10 

Mean dischar 

11-20 

ge {Cusecs) 

21-31 

WJiole 

month 


Volume offiowfor 
the month 

M. A. F. 

T. M. C. 

1961-52 . . . 

67 

73 

83 

75 


0.2 

62-53 . . . 

54 

33 

27 

38 


0.1 

63-54 . . . 

35 

26 

30 



0.1 

54-66 . . . 

•61 

65 

56 

57 


0.2 

66-56 . . . 

71 

71 

68 



0.2 

1956-57* . . . 

N.A. 

N.A. 

N.A. 




67-68* . . . 

54 

■ 76 

62 

60 

mmm 

02 

58-59 . . . 







59-60 , . . 







60-61 . . . 







5 Years’ Average 

58 

52 

53 

54 

0.003 

0.2 


Month FEBRUARY 


{Mean discharge (Cusecs) 

Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11-20 

21-28129 

month 

M. A. F. 

T. M. G. 

1951-62 ... 

76 

63 

43 

62 

0.004 

0.2 

52-63 . . . 

23 

10 

16 

16 

0.001 

Nil 

63-64 . . . 

26 

30 

30 

28 

0.002 

0.1 

64-56 . . . 

49 

39 

32 

40 

0.002 

0.1 

66-56 . . . 

71 

62 

52 

62 

0.004 

0.2 

1966-57* . . . 

N.A. 

N.A. 

N.A. 




57-58* . . . 

40 

36 

32 

36 

0.002 

0.1 

68-59 . . . 







69-60 . . . 







60-61 . . . 







5 Years’ Average 

49 

41 

34 

42 

0.003 

0.1 


* Not considered for calculating the average. 


(31.1) 













MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 31 

River MULA-MUTHA (BHIMA) Site PIMPALGAON RAHU Month MARCH 


Tear 

(June to May) 

[ Mean discharge (Cusecs) 

Volume offloivfor 

1-10 



Whole 

month 

the month 

11-20 ^ 

21-31 

M.A,F. 

1 

T.M.C. 

194*.50* . . . 

12 

16 

19 

IS 

0.001 

Nil 

50-51* . . . 

12 

23 

13 

16 

0.001 

99 

1951-62 . . . 

30 

26 

14 

23 

0.001 

0.1 

62-63 . . . 

12 

11 

6 

9 

0.001 

Nil 

63-54 . . . 

23 

28 

63 

34 

0.002 

0.1 



64-65 . . . 

33 

31 

28 

31 

0002 

0.1 

56-56 . . . 

5] 

48 

32 

43 

0.003 

O.l 

1966-57* . . . 

N.A. 

N.A. 

N.A. 




67-68* . . . 

29 

27 

26 

27 

0.002 

0.1 

68-59* . . . 

43 

42 

33 

39 

0.002 

0.1 

69-60 , . . 







60-61 . , . 







5 Years’ Average 

30 

29 

27 

28 

0.002 

0.1 


’* Not considered for calculating the average. 

(31.2) 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

SERIAL No. 31 

River MULA-MUTHA (BHIMA) Site PIMPALGAON RAfiU Month APRIL 



1 Mean discharge (Ousecs) 


Volume offiow for 

Year 


j 

■ 1 

Whole 

month 

the month 

(June to May) j 

^ i-io, 

i 

1N20 

21-30 

M. A. F. 1 T. M. C. 


1949.60* . . . 

17 

14 

8 

13. 

0.001 

NU 

50-61* . . . 

16 

8 

6 

10 

0.001 

9 9 

1951-52 . . , 

(10) 

ao) 

(10) 

(10) 

(0.001) 

(Nil) 

52-63 . . , 

27 

.36 

6 

23 

0.001 

0.1 

53-54 . . . 

22 

10 

3 

12 

0.001 

Nil 

54-55 . . . 

14 

10 

33 

19 

0.001 


56-66 . . . 

28 

23 

29 

26 

0.002 

0.1 

1956-57* . . , 

28 

23 

28 

26 

0.002 

0.1 

57-58* . . , 

N.A. 

N.A. 

N.A. 




68-69* . , . 

26 

28 

36 

30 

0.002 

0.1 

69-60 . . . 







60-61 . . . 







5 Years' Average 

20 

18 

16 

18 

0.001 

Nil 


* Not considered for calculating the average. 

(31.3) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. M 


Mvtr MULA MUTHA (BHIMA) Site PIMPALGAON RAHU Monti MAY 


Year 

1 Mean discharge (Cusecs) 


Volume of flow for 




I Whole 

1 month 

the month 

(Jane to May) 

1-10 

11^20 

21-31 

M. A. F. T. M. G. 


1949-60* . . . 

24 

11 

25 

20 

0.001 

0.1 

60-51* . . . 

4 

2 

3 

3 

Nil 

Nil 

1961-62 . . . 

(10) 

(10) 

(10) 

(10) 

(0.001) 

(Nil) 

62-6S . . . 

5 

2 

2 

3 

Nil 

Nil 

63-64 . , . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

84-55 . . . 

30 

40 

12 

20 

0.002 

0.1 

66-56 . . . 

16 

15 

15 

15 

0.001 

Nil 

1966-67* . . . 

16 

15 

14 

15 

0.001 

Nil 

S7-58* . . . 

N.A. 

N.A 

N.A. 




68-59* . . . 

60 

36 

55 

50 

0003 

0.1 

69-60 . . . 







60-61 . . . 







5 Ycmts' Averafe 

12 

13 

8 

11 

0.001 

Nil 


(31.4) 



MEAN discharge BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SERIAL No. 32 


River MULA (BHIMA) 

Site MULSHI DAM 

Month 

JUNE 

1 Mean discharge [Cusecs] 

Volume of flow for 

Year 

: ( 


the month 


[June to May) 1~10 

11-20 ! 21-30 

Whole 

_ _ . _ \ ..... 


1 

^ i 1 

month 

M. A. F. 1 T. M. C. 

1930-31 . . . 


1,778 

0.106 

4.6 

i Tears’ Average 


1,778 

0.106 

4.6 

1931-32 . . . 


■ Nil 

Na 

Nil 

32-33 , . . 


247 

0.015 

0.6 

33-34 . . 


2,048 

0.122 

5.3 

34-35 . . . 


1,608 

0.090 

3.9 

35-36 . . . 


288 

0.017 

0.7 

1936 37 . . , 


2,343 

0.139 

6.1 

37-38 ... 


1,940 

0.115 

5.0 

38-39 . . . 


3,062 

0.182 

7.9 

39-40 . . . 


298 

0.018 

0.8 

40-41 . . . 


1,746 

0.104 

4.5 

10 Years' Average 


1,348 

0.030 

3.5 ' 

1941-42 . . . 


1,414 

0.084 

3.7 

42-43 . . . 


866 

0.052 

2.2 

43-4-!- . . . 


1,647 

0.092 

4.0 

44-46 


602 

0.030 

1.3 

46-46 . . , 


1,259 

0.075 

3.3 

1946-47 . . . 


1,438 

0.086 

3.7 

47-48 . , . 


24 

0.001 

0.1 

48-49 , . . 


441 

0 026 

1.1 

49-60 . . . 


164 

0.010 

0.4 

60-51 . . . 


23 

0.001 

0.1 

10 Years' Average 


768 

0.046 

2.0 

1951-52 . . . 


842 

0.050 

2.2 

52-53 . . . 


916 

0.055 

2.4 

53-54 . . . 


2,261 

0.135 

5.9 

54-65 . . . 


686 

0.041 

1.8 

55-66 . . . 


1,070 

0.064 

2.8 

1966-57 . - , 


960 

0.057 

2.5 

67-58 . . . 


1,227 

0.073 

3.2 

68-59 . . . 


908 

0.054 

2.4 

59-60 . . . 


545 

0.032 

1.4 

60-61 . . . 


1,857 

0.110 

4.8 

10 Years' Average 


1,127 

0:067 

2.9 

31 Years’ Average 


1,103 

0.066 

2.9 


(32.1) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No- 32 


Riwr MULA (BHIMA) Site MULSHI DAM Month JULY 



' Mean discharge (Cusecs) 

1 Volume 

of flow for 

Year 

{June to May) 

1-10 11-20 

^ 21-31 Whole 

month 

the month 

M. A. F. ' T. M. 0. 

1930-31 • - - 


6,724 

0 413 

18.0 

J Years’ Average 


6,724 

0.413 

18.0 

1931-32 . . - 


5,174 

0.31 

813.9 

32-33 . . - 


6,016 

0.37 

016.1 

33-34 . . . 


7,238 

0-44S 

194 

34-35 . . . 


6,077 

0.374 

16.3 

35.36 . - . 


4,727 

0.291 

12.7 

1936-37 . . . 


4,170 

0.256 

11.2 

37-38 . . . 


7,855 

0.483 

21.0 

38-39 . . - 


5,325 

0.327 

14.3 

39-40 , . 


4,934 

0 303 

132 

40-41 . . 


5,920 

0364 

15.9 

10 Years' Average 


5,744 

0.353 

15.4 

1,941-42’ . . . 


5,320 

0.327 

14.2 

42-43 . . - 


9,338 

0.574 

25.0 

43-44 . . . 


9,117 

0.561 

24.4 

44-46 . . . 


7,157 

0-440 

19.2 

46-46 - . . 


7,283 

0.448 

19.5 

1946-47 - . . 


7,376 

0.454 

19.8 

47-48 . . - 


4,461 

0274 

11.9 

48-49 .. . . 


3,342 

0.205 

9.0 

49-50 . . . 


4,251 

0.261 

11.4 

50-51 . . . 


7,407 

0.455 

19.8 

W Years’ Average 


6,505 

0.400 

17.4 

1951-62 . . . 


3,628 

0.223 

9.7 

52-53 . 


5,954 

0.366 

15.9 

53-54 . . . 


4,190 

0258 

112 

54-55 . . - 


6,394 

0.393 

17.1 

55-56 . . - 


3,369 

0.207 

9.0 

1956-67 . . - 


8,391 

0.516 

22.5 

67-68 . . - 


5,050 

0:311 

135 

68-69 . . . 


8,463 

0520 

22.7 

69-60 . . - 


8,702 

0.535 

23.3 

60-61 . . . 


5,696 

0 350 

15.3 

W Years’ Average 


5,984 

0.368 

16.0 

31 Yeairs’ Avetttg^ 


6,098 

0.375 

16.3 


(32.2) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 32 

River MULA (BHIMA) Site MULSHI DAM Month AUGUST 



1 Mean discharge ( Ousecs) 

Volume of flow for 

Feer. 

1 , 1 



Whole 

month 

the month 

(June to May) 

1-10 

1 

11-20 

21-31 I 

M. A. F. 

T. M. C. 


1930-31 . . . 

3,U7 

0.194 

84 

1 Fears’ Average 

3,147 

0.194 

8.4 

1931-32 . . . 

7,577 

0.466 

20.3 

32-33 . . - 

4,038 

0.248 

10.8 

33-34 , . . 

9,155 

0.563 

245 

34-35 . . . 

5,997 

0.369 

16.1 

35-36 . . . 

2,609 

0.160 

7.0 

1930-37 ... 

3,384 

0.208 

9.1 

37-38 ... 

2,717 

0.167 

7.3 

38-39 . , . , 

3,273 

0.201 

8.8 

39-40 . . . 

5,269 

0.324 

14.1 

40-41 . . . 

6,117 

0.376 

16.4 

10 Years' Average 

5,014 

0.308 

13.4 

1941-42 . . . 

2,888 

0.178 

7.7 

42-43 . . • 

4,940 

0304 

13.2 

43-44 . . . 

3,414 

0.210 

91 

44-45 . 

6,640 

0.408 

17.8 

45-46 . . . 

4,774 

0.294 

128 

1946-47 . . . 

6,930 

0426 

186 

47-48 . . . 

3,839 

0.236 

10.3 

4H-49 . . . 

3,989 

0.245 

10.7 

49 60 . . . 

3,439 

0.211 

9.2 

50-51 . - . 

2,105 

0.129 

5.6 

10 Years’ Average 

4,296 

0.264 

11.5 

1951-52 . , • 

4,064 

0.250 

10.9 

52-53 . . . 

3,932 

0.242 

10 5 

53-54 . . . 

5,413 

0.333 

14 5 

54-55 . . . 

4,086 

0.251 

109 

55-56 . . . 

5,298 

0.326 

14.2 

1966-67 . . . 

5,740 

0.353 

15.4 

57-58 . . . 

4,813 

0.296 

12.9 

88-69 . . . 

3,223 

0.198 

8.6 

69-60 . . . 

3,544 

0.218 

9.5 

60-61 . . . 

4,069 

0.250 

109 

10 Years' Average 

4,418 

0.272 

11.8 

31 Years’ Average 

4,530 

0279 

121 







MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SEEIAL No. 32 


Biver MULA (BHIMA) Site MULSHI DAM Month SEPTEMBER 


1 Mean dtscharge (Cmecs) 

Volume oj 

f flow for 

Year 

JMO 

1 

j 11 -20 21-30 


the month 

{June to May) 

month 

M. A. F, 

T. M. C. 

1930-31 . . . 



2,121 

0.126 

5.5 

i Years' Average . 



2,121 

0.126 

5.5 

1931-3^ ... . 



2,114 

0.147 

6.4 

32-33 . . . 



2,296 

0.137 

6.0 

33-34 . . . 



2,743 

0.163 

7.1 

34-35 , . . 



1,910 

0.114 

4.9 

35-36 . . 



2,342 

0.139 

6.1 

l;936-37 . . . 



2,289 

0.136 

5.9 

37-38 . . . 



1,997 

0.119 

5.2 

38-39 . . . 



1,216 

0.072 

32 

39-40 . . . 



2,102 

0.125 

5.4 

40-41 .. 



1,552 

0.092 

4.0 

10 Years’ Average 



2,092 

0.124 

5.4 

1:941.42 . 



212 

0.013 

0.5 

42-43 . . . 



2,250 

0.134 

5.8 

43-44 . . . 



2,178 

0.130 

5.6 

44-46 - . . 



437 

0 026 

1.1 

4:6-46 , . .. 



1,207 

0 072 

3.1 

1 ^ 46-47 . . - 



1,377 

0.082 

3.6 

47-48 . . . 



3,202 

0.191 

8.3 

48-49 . . • 



990 

0.059 

26 

49-60 . . - 



1,861 

0.111 

4.8 

50-51 . • . 



1,839 

0.109 

4.8 

W Tears' Average 



1.555 

0.093 

4.0 

1961-52 . . . 



315 

0.019 

0.8 

52-63 . - . 



332 

0 020 

0.9 

53-64 . - - 



704 

0.042 

1.8 

54-55 . ■ - 



3,678 

0.219 

9.5 

55 - 56 ' . . - 



2,762 

0.164 

7.2 

1966-57 . . - 



1,350 

0.080 

3.5 

57-58 . - . 



648 

0.039 

1.7 

68-59 . . - 



2,088 

0.124 

5.4 

59-60 . - . 



3,253 

0.194 

8.4 

60-61 . . - 



726 

0.043 

1.9 

10 Years’ Average 



1,586 

0.094 

4.1 

31 Years’ Average 



1,756 

0.105 

4.5 

(»2.4) 




MEAN discharge BY 10-DAY PERIODS AND MONTHS 

And the volume op plow by months 

SERIAL No. 32 


River MULA (BHIMA) Site MULSH! DAM Month OCTOBER 


Mean discharge (Cusecs) 

Volume of flow for 

Xear 

(June to May) 2-10 11-20 

21-31 

Whole 

month 

the montri 

M. A. F. 1 T. 

M. G. 

1030-31 . . . 


188 

0.012 

0 5 

1 Year’s Average 


188 

0.012 

0.5 

1931-32 . . . 


2,437 

0 150 

6.5 

32-33 . . . 


501 

0.031 

1.3 

33-34 . . . 


386 

0.024 

1.0 

34-36 . . . 


153 

0.009 

04 

35-36 . . . 


m 

0 006 

0.2 

1936-37 . . 


70 

0.004 

02 

37-38 . . . 


142 

0009 

04 

38-30 . . . 


2,250 

0.138 

60 

39-40 . . 


31 

0.002 

0.1 

40-41 . . . 


343 

0.021 

09 

10 Years’ Average 


641 

0.039 

1.7 

1941-42 . . . 


82 

0.005 

02 

42-43 . . . 


Nil 

Nil 

Nil 

43-44 . . . 


668 

0041 

18 

44-46 . . . 


265 

0.016 

0.7 

46-46 . . . 


117 

0 007 

0.3 

1946-47 . , . 


185 

0011 

0.5 

47-48 . , . 


249 

0.015 

0.7 

48-49 . . . 


175 

0 011 

0.5 

49.50 ... 


248 

0.015 

0.7 

50-61 . . . 


203 

0.012 

0.5 

10 Years’ Average 


219 

0.013 

0 6 

1961-62 . , . 


229 

0.014 

0.6 

62-53 . . . 


116 

0.007 

0.3 

53-64 . , . 


137 

0.008 

0.4 

. 64-56 . , , 


316 

0.019 

08 

55-66 . . . 


659 

0041 

1.8 

10 - 6^57 . . . 


545 

0 034 

IS 

. 57-68 . . . 


119 

0.007 

0.3 

68-59 . . . 


118 

0.007 

0 3 

69-60 . . . 


465 

0.029 

12 

60-61 . . . 


96 

0 006 

0 3 

10 Years’ Average 


280 

0.017 

0.8 

31 Years' Average 


374 

0.023 

10 


(32.5) 












MKAN MSCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


Biwr MULA(BHIMA) 

SERIAL No. 32 

Site MULSHI DAM 


Month NOVEMBER 

1 Mean discharge {Gusecs) 

V olum e of flow for ' 

lear 



the month 

{June to May) l.jQ 

11-20 21-30 

Whole 

month 

M. A. P. 

T. M. G. 

1930-31 . . . 


Nil 

Nil 

Nil 

1 Year’s Average 


Nil 

Nil 

Nil 

1931-32 . . . 


138 

0.008 

0.4 

32-33 - . . 


Nil 

Nil 

Nil 

33-34 . . . 


9i 

»> 

9f 

34-3.5 » . , 


1 9 

99 

99 

36-30 . . . 


99 

99 

i * 

1936 37 . . .. 


Nil 

Nil 

Nil 

37-38 . . 


9f 

9 9 

J 9 

38-39 . . _ 




t* 

39-40 . . , 




*9 

40-41 . . . 



99 

99 

10 Years' Averaget 


14 

O.OOl 

Nil 

1941-42 . . . 


Nil 

Nil 

Nil 

42-43 . . .. 




99 

4,3-44 . . .. 


39 

0.002 

0.1 

44-46 . , 


74 

0.004 

0.2 

^6-46 . . . 


Nil 

Nil 

Nil 

1946-47 . . . 


318 

0.019 

0.8 

47-48 . . . 


Nil 

Nil 

Nil 

48-49 . . . 


349 

0.033 

1.4 

49-50 . . . 


Nil 

Nil 

Nil 

SO- .51 . . . 


*9 

99 

jl 

10 Years' Average 


98 

0.006 

0.2 

1961-52 . . . 


4 

Nil 

Nil 

52 53 . . . 


Nil 


99 

53-54 . . . 


»? 

99 

99 

.54-66 . ., . 


>» 

99 

99 

55-.56 . . . 


55 

0.003 

0.1 

1956 57 . . . 


111 

0007 

0.3 

57-58 . . . 


91 

0005 

02 

58-59 . . . 


Nil 

Nil 

Nil 

59-60 . . . 


$9 

99 

i t 

60-61 


9* 

9 t 

99 

10 Years' Average 


26 

0.002 

0.1 

31 Years’^ Average 


44 

0.003 

0.1 


(32.6) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 32 


Riv^r MULA,(BHIMA) Site MULSHI DAM Month DECEMBER 


Year 

\ Mean discharge (Ouseca) 

Volume of flow for 



1 1 

Whole 

month 

the month 

{June to May) 

1-10 

11-20 ^ 

1 21-31 1 

M. A F. j T. M. C 


1930-31 


I Year’s Average 

1931-32 . . . 

32- 33 . . . 

33- 34 . . . 

34- 35 . . . 

35- 36 . . . 

1936-37 . . , 

37- 38 . . . 

38- 39 . . . 

39- 40 . . . 

lO-tl . . . 


JO Years' Average 

1941-42 . . . 

42-43 . . 

4 3-44 . . . 

41-45 . • . 

4 6-46 . . 

1946-47 . ; . 

47- 48 . . 

48- 49 . . . 

49- 50 . 

50- 51 . . . 

10 Years' Average 

1951-52 . . . 

5?-53 . . . 

63-54 . •. . 

54- 65 . . . 

55- 56 . . . 

1956-57 . . . 

67-58 . . . 

58- 59 . i . 

59- 60 . . . 

60- 61 . . . 


Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

t * 

9 9 

f 9 


9* 

, it 

J s 

99 

9 9 

Nil 

Nil 

Nil 

i ' 

9t 

9 9 

• ? 

9 9 

9 9 

» 

■i 

9 9 

* t 

H 

9 • 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

• > 

«» 

» 9 

• ♦ 

9 1 

• 1 

» 1 

9 9 

9 9 

9 r 

•* 

1 9 

Nil 

Nil 

Nil 



t9 


*» 

.. 

• 9 

” 

»S 

Nil 

Nil 

■ Ni>, 

Nil 

Nil 

Nil 

f • 

t * 


> 9 

99 

♦ > 

» • 

*9 

99 


9 9 

»» 

Nil 

Nil 

Nil 

39 

0.002 

0.1 

Nil 

Nil 

Nil 

• 9 

1 9 

99 

if 

» 9 

9> 

4 

Nil 

Nil 

1 

Nil 

Nil 


10 Years' Average 

31 Years’ Averags 







MEAN DISOHAROE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 
SmiAL No. 32 

Rimr MULA (BHIMA) Site MULSHI DAM Month JANUARY-APRIL 


1 Mean discharge {Cusees] 


1-10 1 

||||||||||M|^^ 

Whole 

month 


Year 

{June to May) 


Volume of flow for 
the month 



i T. M. 0. 

Nil 

Nil 

Nil 

Nil 

NU 

Nil 



.. 


t*. 

*9 

*9 

9 9 

Nil 

Nil 

t9 

99 

9 • 

9> 

*9 

99 

t » 

99 


——- 

Nil 

NU 

Nil 

Nil 

9 9 

9f 

99 

99 

99 

it 

99 

9 9 

Nil 

Nil 

99 

99 

99 

*9 

>» 

99 

99 

99 

Nil 

Nil 

Nif 

Nil 

99 

99 

9» 

ft 

tf 

»» 

9 9 

» r 

Nil 

Nil 

9* 

99 

99 

tp 

9* 

tf 

99 

t» 

Nil 

Nil 

Nil 

Nil 


1930-31 . . . 

I Year’’s Averagei 

1 ^ 31-32 . . - 

32- 33 . . .. 

33- 34 - . 

31-3A . . . 
33 - 3(5 . . .. 


f93fi-37 
37-33 
3H 39 

39- 0 

40- 41 


10 Tears' Averages 

1.94 i-42 . . 

42- 43 . . .. 

43- 44 . . .. 

44- 46 

46- 46 , . .. 

1946-47 . - - 

47- 48 . 

4g-49 . , . 

49- 60 .. . 

50- 61 . . . 

10 Years’ Average. 

l95r'-62 - . .. 

52- 53 . , .. 

53- 64 . . . 

64- 66 . . - 

65- 56 . . 

1956-57 . . . 

67- 68 . . - 

68- 59 . . . 

69- 60 . . - 

60-61 , . . 

10 Years' Average 

31 Years’ Average 


Nil 


Nil 

Nil 


Nil 


Nil 

Nil 


Nil 


Nil 


Nil 


Nil 


Nil 


Nil 


{B2.m 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 

and the volume op plow by months 

SERIAL No. 32 

River MULA (BHIMA) Site MULSHI DAM Month MAY 


Year 

1 Mean discharge (Cusecs) 

V olume of flow for 




Whole 
month 1 

the month 

(June to May) 

1-10 

11-20 1 

1 

21-31 j 

M. A. F. 

T. M. 0. 


1930-31 . . . 

mi 

Nil 

Nil 

1 Year’s Average 

Nil 

Nil 

Nil 

1931-32 . . . 

Nil 

NU 

Nil 

32-33 . . . 


99 

t> 

33-34 . . . 

»> 

99 

5> 

34-35 . . 

*9 

9 9 

9t 

36-36 . . 

99 

99 

f f 

1936-37 . - . 

Nil 

Nil 

NU 

37-38 . . . 

1 9» 

91 

99 

38-39 . . . 

9* 

9 • 

99 

39-40 . . . 

99 

t9 

99 

40-41 . , . 

»f 

99 

99 

10 Years’ Average 

Nil 

NU 

NU 

1941-42 . . . 

Nil 

NU 

Nil 

42-43 . . . 

*9 

99 

99 

43-44 ... 

99 

99 

99 

44-46 . . . 

99 

99 

>9 

46-46 . . . 

99 

9* 

»f 

1946-47 . . . 

Nil 

NU 

Nil 

47-48 . . . 

9 » 

t9 


48-49 . . . 

99 

>9 

99 

49-60 . . . 

99 

*9 

9 9 

60-61 . . . 

99 

9> 

99 

10 Years' Average 

Nil 

NU 

NU 

1961-62 . . . 

Nil 

NU 

Nil 

62-53 . . . 

r> 

99 

99 

63-64 . . . 

9* 

9 * 

5 » 

64-55 . . . 


ft 

9f 

65-66 . . . 

50 

0.003 

0.1 

1966-67 . . . 

12 

0.001 

NU 

67-68 . . • 

42 

0.003 

0.1 

68-69 . . . 

Nil 

Nil 

Nil 

69-60 . . . 

60-61 . . . 

99 

44 

0.003 

9» 

0.1 

10 Years’ Average 

13 

0,001 

Nil 

31 Yeafs' Average 

5 

NU 

NU 


(82.9) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SEBIAL No. 33 

River MUTHA (BHIMA) Site KHADAKWASLA Month JUNE 


Tear 

{June to May) 

Mean discharge (Gusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 . 

Whole 

month 

M. A. F. 

T. M. C. 

1946-47 . . . 

(Nil) 

(Nil) 

1,859 

620 

0.037 

1.6 

47-48 . . . 

»5 

J > 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

r 

GO 

M 

fH 

99 

99 

»* 

99 

49-50 . . . 


99 

99 

99 

99 

99 

50-51 . . , 

»» 

*» 

9t 

99 

99 

9 9 

5 Years' Average 

Nil 

Nil 

872 

124 

0.007 

0.3 

195D62 . . , 

(Nil) 

138 

2,012 

717 

0.043 

1.9 

52-63 . . . 

>» 

1 

2,288 

763 

0.045 

2.0 

53-54 . . . 

1 i 

69 

7,452 

2,507 

0.149 

6.5 

54-55 . . . 


184 

847 

344 

0.020 

0.9 

56-56 . . . 

>> 

46 

2,967 

1,004 

0.060 

2.6 

1956-57 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

57-58 . . . 


2 

4,370 

1,457 

0.087 

3.8 

58-59 . . . 

>> 

46 

1,863 

636 

0.038 

1.6 

69-60 . . . 


11 

149 

53 

0.003 

0.1 

60-61 . . . 


138 

5,278 

1,805 

0.107 

4.7 

iO Tears’ Average 

Nil 

64 

2,723 

929 

0.055 

2.4 

15 Yeats’ Average Nil 

42 

1,939 

660 

0.039 

1.7 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 33 

River MUTHA (BHIMA) Site KHADAKWASLA Month JULY 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. G 

1946-47 . . . 

11,477 

3,966 

24,997 

13,848 

0.851 

37.1 

47-48 . . . 

(Nil) 

11,649 

3,300 

4,929 

0.303 

13.2 

48-49 . . . 

9» 

1,702 

6,842 

2,622 

0161 

7.0 

49-50 . . . 


7,360 

2,116 

3,125 

0 192 

8.4 

60-61 , . . 

943 

18,020 

14,685 

11,328 

0.697 

£0.3 

5 Years’ Average 

2,484 

8,537 

10,188 

7,170 

0,441 

19.2 

1951-62 . . , 

618 

2,921 

11,567 

5,210 

0.320 

14.0 

62-53 . . . 

1,288 

9,464 

20,700 

10,814 

0.665 

290 

63-64 . . . 

11,994 

7,808 

1,069 

6,767 

0.416 

18.1 

54-56 . . , 

9,441 

18,722 

1,886 

9,754 

0.600 

26.1 

55-56 . . . 

7,417 

4,853 

3,116 

5,064 

0311 

13.6 

1956-57 . . , 

18,285 

16,387 

8,166 

13,759 

0.846 

:!6.9 

57-58 . . . 

4,677 

13,708 

3,116 

7,004 

0.431 

188 

68-69 . . . 

14,687 

24,934 

8,322 

17,347 

1.067 

46.5 

59-60 . . . 

16,214 

14,260 

18,364 

16,020 

0.985 

42.9 

60-61 . . , 

16,628 

1,621 

10,131 

9,159 

0.563 

24 5 

10 Years' Average 

9,905 

11,368 

8,642 

10,090 

0.620 

27.0 

15 Years’ Average 

7,431 

10,424 

9.157 

9,117 

0.560 

24.4 


(33.2) 




EAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No, 33 

Biwr MUTHA(BHIMA) Site KHADAKWASLA Month AUGUST 


Year 

(June to May) 

Mean discharge (Cusees) 

V olume of flow for 
the month 

M A. F. 1 T. M. C. 

NIO 

11-20 

21-31 

Whole 

month 

1946-47 . . . 

17,687 

9,679 

3,619 

10,044 

0.618 

26.9 

47-48 , . . 

606 

2,116 

13,306 

5,567 

0 342 

14.9 

48-49 . . . 

1,690 

13,646 

1,104 

5,307 

0.326 

14.2 

49-60 . . . 

11,316 

1,495 

460 

4,296 

0.264 

11.5 

60-61 . . . 

4,784 

690 

391 

1,905 

0.117 

5.1 

5 Y ears’Average 

7,197 

S,485 

3,756 

5,424 

0.334 

14.5 

1961-62 . . 

17,434 

4,600 

1,380 

7,597 

0.467 

20.3 

62-63 . . . 

11,5'23 

4,715 

1,782 

5,870 

0.361 

15.7 

53-64 . . . 

14,513 

12,063 

1,955 

9,260 

0.569 

24.8 

64-55 . . . 

15,433 

3,059 

1,656 

6,553 

0.403 

17.6 

65-56 ... 

6,033 

6,647 

8,610 

7,110 

0.437 

19.0 

1956-67 . . . 

17,664 

4,140 

886 

7,348 

0.452 

19.7 

67-68 . . . 

7,268 

4,146 

4,416 

5,249 

0.323 

14.1 

68-69 . . . 

2,702 

18,032 

4,197 

8,178 

0.503 

21.9 

69-60 ... 

6,106 

2,392 

8,644 

5,773 

0.355 

15.5 

60-61 . . . 

11,132 

7,239 

1,828 

6,588 

0.405 

17.6 

10 Years’ Average 10,981 

6,703 

3,515 

6,953 

0.428 

18.6 

15 Years’ Average 9,719 

6,297 

3,S9S 

6,443 

0.396 

17.3 


(33.3) 




mean discharge by 10-day periods and months 

AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 33 

River MUTHA (BHIMA) Site KHADAKWASLA Month SEPTEMBER 



Mean discharge (Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-80 

M.A.F. 

T.M.G. 

1946-47 . . . 

2,231 

563 

368 

1,054 

0.063 

27 

47-48 . . . 

5,865 

606 

5,704 

4,025 

0.240 

10.4 

48-49 . . . 

652 

518 

402 

490 

0.029 

1.3 

49-50 ... 

218 

288 

2,783 

1,096 

0.065 

28 

60-51 ... 

1,263 

1,219 

621 

1,031 

0 061 

2 7 

5 Years' Average 

2,024 

619 

1,976 

1,539 

0.092 

4.0 

1961-52 . . . 

322 

322 

195 

279 

0 017 

0 7 

62-53 ... 

552 

276 

173 

334 

0.020 

0 9 

53-54 . . . 

885 

724 

299 

636 

0.038 

16 

54-56 . . . 

6,336 

3,013 

2,277 

3,875 

0.231 

10.0 

55-56 . . . 

8,222 

644 

1,495 

3,454 

0.206 

9.0 

1956-67 . . . 

678 

494 

1,322 

831 

0.049 

2.2 

57-58 . . . 

713 

172 

Nil 

295 

0 018 

0.8 

68-59 . . . 

2,656 

2,502 

540 

1,899 

0.113 

4.9 

.59-60 . . . 

12,386 

1,736 

552 

4,891 

0 291 

12.7 

60-61 . . . 

747 

609 

1,863 

1,073 

0.064 

28 

10 Years' Average 

3,350 

1,049 

872 

1,757 

0.105 

4.6 

15 Years’ Average 

2,908 

906 

1,240 

1,684 

0.100 

4.4 


( 33 . 4 ) 



MEAK DISCHAEGB BY lO-DAY PEEIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 33 


Bimr MUTUA CPHIMA) Site KHADAKWASLA MM OCTOBER 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SEBIAL No. 33 


River MUTHA (BHIMA) Site KHADAKWASLA Month NOVEMBER 



Mean discharge (Cusecs) 

Volume of fioiv for 

Year 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-30 

M. A. F. 

T. M. G. 

1946-47 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

47-48 . . . 

1 f 

»» 

99 

It 

99 

t 9 

48-49 . . . 

69 

35 

2,300 

801 

0.048 

2.1 

49-60 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

60-51 . . . 

»» 


># 

99 

9 9 

ti 

5 Years’ Average 

14 

7 

460 

160 

0.010 

0.4 

1961-52 . . . 

69 

23 

(Nil) 

31 

0.002 

0.1 

62-63 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

63-64 . . 

54-55 . . . 


l> 

99 

99 


l> 

99 

99 

99 

99 

99 

i9 

56-56 . . . 

99 

99 

t 9 

99 

9 9 

99 

1956-67 . . . 

322 

116 

ll5 

184 

0.011 

0.5 

57-68 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

58-69 . . . 

99 

t 

99 

99 

9 9 

5 9 

69-60 . . . 

99 

99 

99 

99 

99 

9 9 

60-61 . . . 

9 9 

9 t 

99 

99 

99 

99 

10 Years' Average 

39 

u 

12 

22 

0.001 

0.1 

15 Years’ Average 

31 

12 

161 

68 

0.004 

0.2 


( 33 . 6 ) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 33 

River MUTHA(BHIMA) Site KHADAKWASLA Month DECEMBER 


Year 

(June tv May) 

Alean discharge {Gusecs) 

Volume of floiofor 
the month 

1-10 

11-20 

21-31 

Whole 

month 

, 

M. A. F. 

1 T. M. 0, 

1946-47 . . . 

104 

94 

44 

79 

0.005 

0.2 

47-48 .. . . 

18 

6 

18 

14 

0.001 

Nil 

48-49 . . . 

Nil 

60 

84 

46 

0.003 

0.1 

49-60 . . . 

23 

16 

20 

20 

0 001 

0.1 

60-61 . . . 

61 

40 

33 

41 

0.003 

0.1 

5 Tears* Average 

39 

41 

40 

40 

0.003 

0.1 

1951-62 . . . 

34 

20 

8 

21 

0.001 

0.1 

62-63 . . , 

26 

36 

30 

30 

0 002 

0.1 

63-64 . . . 

21 

21 

16 

29 

0.002 

0.1 

64-65 . . . 

3 

26 

17 

19 

0 001 

0.1 

65-66 . . . 

36 

29 

29 

31 

0.002 

0.1 

1966-57 . . . 

6 

24 

30 

20 

0.001 

0.1 

67-58 . . . 

16 

19 

27 

21 

0.001 

0.1 

58-69 ... 

17 

8 

1 

9 

0.001 

Nil 

69-60 . . . 

32 

22 

S 

21 

0.001 

0.1 

60-61 . . . 

6 

13 

8 

9 

0.001 

Nil 

10 Tears' Average 

20 

22 

17 

21 

0.001 

0.1 

15 Years’ Average 

27 

28 

25 

27 

0.002 

0.1 


(33.7) 




MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. S3 

River MUTHA (BHIMA) Site KHADAKWASLA Month JANUARY 


Year 

[June to May) 

Mean discharge {Cusecs) 

Volume of flow for 
the month 

l.w \ 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. 0. 

1945-46* . . . 

5 

5 

3 

4 

Nil 

Nil 

1946-47 . . . 

66 

5 

85 

S3 

0.003 

0.1 

47-48 . . . 

7 

13 

18 

36 

0.002 

0.1 

48-49 . . . 

28 

38 

25 

30 

0.002 

01 

49-50 ... 

13 

24 

26 

21 

0.001 

0.1 

60-51 . . . 

35 

22 

33 

30 

0.002 

0.1 

5 Years’ Average 

30 

20 

37 

34 

0.002 

0.1 

1951-62 . . . 

2 

9 

8 

6 

Nil 

Nil 

82-53 . . . 

22 

12 

,12 

U 

0 001 

1 * 

63-54 . . . 

25 

24 

18 

22 

O.OOl 

0.1 

64-56 . . . 

20 

25 

26 

24 

0.001 

0.1 

66-56 . . , 

24 

18 

14 

19 

0.001 

0.1 

1956-57 . . . 

20 

4 

19 

14 

0.001 

Nil 

57-58 . . . 

8 

13 

10 

10 

0.001 

* > 

68-59 . . . 

Nil 

Nil 

2 

1 

Nil 

it 

59-60 . . . 

13 

10 

2 

8 

1 % 

ii 

60-61 . . . 

10 

7 

3 

7 

>2 

19 

10 Years’ Average 

14 

12 

11 

13 

0.001 

Nil 

15 Years’ Average 

20 

15 

20 

20 

0.001 

0.1 


* Not considered for calculating the average. 


( 33 . 8 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 33 

River MUTHA (BHIMA) Site KHADAKWASLA Month FEBRUARY 


Year 

(June to May) 

f Mean discharge (Gusecs) 

Volume of flow for 

1-10 

1 

1 11-20 

i 

21-28129 

Whole 
month j 

trie mo'i 

M. A. F. 

T. M. 0. 

1946-46* . . . 

7 

14 

10 

10 

0.001 

Nil 

1946-47 . . . 

Nil 

6 

26 

10 

0.001 

Nil 

47-48 . . . 

5 

16 

9 

10 

0.001 

99 

48-49 . , . 

14 

38 

6 

19 

0.001 

9 9 

49-50 . . . 

17 

21 

14 

17 

0.001 

H 

60-51 . . . 

27 

16 

33 

25 

0.001 

0.1 

5 Years’ Average 

U 

19 

17 

16 

0.001 

Nil 

1951-52 . . . 

26 

9 

5 

IS 

0.001 

NU 

62-63 . . . 

3 

16 

17 

12 

0.001 

tf 

63-54 . . . 

22 

17 

6 

15 

0.001 

i$ 

64-65 . . . 

13 

9 

3 

8 

NU 

99 

55-56 . . . 

26 

4 

7 

12 

0.001 

99 

1966-57 . . . 

Nil 

5 

3 

3 

Nil 

Nil 

67-58 , . . 

It 

2 

Nil 

1 


99 

58-59 . . . 

2 

3 

14 

6 


91 

69-60 . . . 

Nil 

3 

Nil 

1 

99 

99 

60-61 . . . 


Nil 

»* 

Nil 

>9 

99 

10 Years’ Average 9 

7 

6 

7 


Nil 

16 Years’ Average 10 

11 

9 

10 

0.001 

Nil 


* Not considered for calculating the ayerago. 

( 33 . 9 ) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 33 

River MUTHA(BHIMA) Site KHADAKWASLA Month MARCH 




Mean discharge (Cusecs) 


V olume of flow for 

Year 

{June to May) 

1-10 

I 1L20 

\ 

2L31 

Whole 

month 

the month 

M. A. F. T. M. C. 

1945-46* . . . 

8 

7 

5 

7 

Nil 

Nil 

1946-47 . . . 

2 

3 

9 

5 

NU 

Nil 

47-48 . . . 

14 

6 

6 

9 

0.001 

ff 

48-49 . . . 

12 

13 

/ 

10 

0001 

tf 

49-60 . . . 

9 

9 

23 

10 

0.001 

f f 

60-51 . . , 

15 

17 

21 

18 

0.001 

ff 

S Tears* Average 

10 

lb 

13 

10 

0.001 

Nil 

1961-62 . . . 

8 

10 

3 

7 

Nil 

Nil 

62-63 ... 

10 

9 

8 

.9 

0.001 


63-54 . . . 

2 

14 

15 

10 

0.001 

> 

64-66 . . . 

11 

18 

17 

15 

0001 

»* 

66-66 . . , 

6 

8 

22 

12 

0001 

»» 

1966-67 . . . 

3 

38 

6 

16 

0.001 

Nil 

57-68 . . . 

3 

3 

•>» 

1 

4 

Nil 

ff 

.68-59 , . . 

6 

Nil 

4 

3 

»f 

ff 

59-60 . , . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

1 

o 


t> 

ff 

ff 

ff 

ff 

10 Years’ Average 

5 

10 

8 

8 

Nil 

Nil 

15 Years’ Average 

7 

10 

10 

9 

0.001 

Nil 


Not cooaideted for oaloulating the arerage. 


( 33 . 10 ) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SEBIAL No. 38 

River MUTHA (BHIMA) Site KHADAKWASLA Mordh APRIL 


Year 

{June to May) 

Mean discharge (Gusecs) 


1-10 

11-20 

21-20 

Whole 

month 



1945-46* . . . 

6 

5 

6 

6 

Nil 

Nil 

1941-17 . . . 

25 

17 

Nil 

14 

0.001 

NU 

47-48 . . . 

2 

16 

8 

9 

0.001 

» 

48-49 . . . 

i;! 

3 

3 

6 

Nil 

i 

49-60 . . . 

5 

Nil 

10 

5 

11 

99 

50-51 . . ■ 

3 

17 

20 

13 

0001 

t> 

5 Years’ Average 

10 

11 

8 

9 

0.001 

Nil 

1951-52 . . • 

2i 

8 

2 

10 

0.001 

Nil 

52-63 . . . 

9 

13 

16 

18 

0.001 

»f 

53-64 . . . 

12 

8 

14 

11 

0.001 

}* 

54-56 . . . 

35 

27 

20 

27 

0.002 

0.1 

55-56 . . . 

25 

21 

21 

22 

0.001 

0.1 

1956-57 . . . 

16 

9 

36 

20 

0001 

0.1 

67-68 . . . 

3 

5 

45 

18 

0.001 

Nil 

68-69 . . . 

2 

1 

Nil 

1 

Nil 

»» 

69-60 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(NU) 

(NU) 

60-61 . 

»* 

tt 

9* 

>> 

. 

9* 

10 Years' Average 

12 

9 

15 

12 

0.001 

Nil 

15 Years’ Average. 11 

10 

13 

11 

0.001 

Nil 


"■ Not considered for calculating the average, 

( 33 . 11 ) 










MEAN DISCHAEGE BY 10-DAY PEEIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 33 

River MUTHA (BHIMA) Site RHADAKWASLA Month MAY 




Mean discharge (Cusecs) 


Volume of flow for 

Year 

{June to May) 

1-10 

11-20 

21-31 

Whole 

month 

the month 

M.A.F. 1 T 

M. G 

1846-46 . 

16 

3 

5 

8 

Nil 

Nil 

1946-47 .... 

5 

1 

5 

4 

Nil 

Nil 

47-48 . . . 

9 

5 

14 

9 

0.001 

»} 

48-49 . . . 

6 

Nil 

30 

12 

0.001 

»» 

49-50 . 

9 

6 

60 

22 

0.001 

0.1 

50-51 . . . 

16 

6 

26 

16 

0001 

Nil 

6 Years’ Average 

9 

4 

21, 

13 

0.001 

Nil 

1951-62 . . , 

2 

6 

17 

8 

Nil 

Nil 

62-53 . . . 

3 

16 

4 

8 


»» 

63-54 , . ; 

9 

8 

5 

7 



54-55 . . . 

13 

27 

17 

19 

0.001 

0.1 

55-56 . . . 

18 

15 

7 

13 

0.001 

Nil 

1966-57 . . . 

40 

22 

10 

24 

0.001 

0.1 

67-58 . . . 

3 

Nil 

2 

2 

Nil 

Nil 

68-59 . . . 

4 

1 

3 

3 

9) 


69-60 . . . 

1 

Nil 

Nil 

Nil 

3* 

>f 

60-61 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

10 Years’Average 

9 

9 

6 

8 

Nil 

Nil 

15 Years’ Average 

9 

7 

13 

10 

Nil 

Nil 


* Not considered for calcnlating the average. 

(33.12) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SERIAL No. 34 

River GHOD (BHIMA) Site NIRGUDSAR Month JUNE 


Year 

Mean discharge (Cusecs) 



' 




{June to May) 

1-10 

11-20 

21-30 

M.A.F. 

T. M. 0. 

1906-07 , . . 

Nil 

116 

676 

264 

0.016 

0.7 

07-08 . . . 

10 

66 

213 

96 

0.006 

0.2 

08-09 . . . 

(2) 

(142) 

(868) 

(338) 

(0.020) 

(0.9) 

09-10 . . . 

Nil 

388 

1,531 

640 

0.038 

1.7 

10-11 . . . 


Nil 

1,062 

351 

0.021 

0.9 

5 Years' Average 

2 

142 

868 

338 

0.020 

0.9 

1911-12 . . . 

Nil 

433 

291 

241 

0.014 

0.6 

12-13 . , . 

653 

1,370 

2,904 

1,685 

0.100 

4.4 

13-14 . . . 

868 

735 

8,407 

3,716 

0.221 

9.6 

14-16 . . . 

16 

75 

3,148 

1,346 

0.080 

3.5 

16-16 ... 

Nil 

Nil 

4,019 

1,340 

0.080 

3.5 

1916-17 . . . 

130 

150 

423 

234 

0.014 

0.6 

17-18 . . . 

126 

116 

730 

324 

0 019 

0.8 

18-19 . . . 

19 

9 

29 

19 

0.001 

Nil 

19-20 . . . 

106 

482 

110 

233 

0.014 

0.6 

20-21 . . . 

Nil 

86 

376 

154 

0.009 

0.4 

10 Years' Average 

182 

346 

2,044 

929 

0.055 

2.4 

1921-22 . . . 

Nil 

22 

54 

25 

0.001 

0.1 

22-23 . . . 


i9 

772 

267 

0.016 

0.7 

23-24 . . . 


Nil 

Nil 

Nil 

Nil 

Nil 

24-25 . . . 

> > 

9 » 

52 

17 

0.001 

» 9 

26-26 . . . 

345 

83 

618 

349 

0.021 

0.9 

1926-27 . . . 

4 

5 

31 

13 

0.001 

Nil 

6 Years’ Average 

58 

23 

255 

112 

0.007 

0.3 

21 Years’ Average 

104 

205 

1,253 

555 

0033 

1.4 


( 34 . 1 ) 


















MEAN DISCBAEGE BY 10-DAY PEBIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 


SERIAL No. 34 

River GHOD (BHIMA) Site NIRGUDSAR Month JULY 


Year 

Mean discharge (Cusecs) 

F olume. of flow for 




Whole 

month 

the month 

{June to May) 

1-10 

, 

11-20 

21-31 

M. A. F. 

T. M. G. 

1906-07 • . . 

1,632 

1,292 

6,742 

2,981 

0.183 

8.0 

07-08 . . . 

92 

172 

14,071 

5,078 

0-312 

13.6 

08-09 ... 

3,404 

6,735 

5,192 

4,886 

0300 

13.1 

09-10 . . . 

3,853 

9,308 

7,551 

6,925 

0.426 

18.5 

10-11 . . . 

6,491 

2,372 

1,738 

3,153 

0.194 

8.4 

5 Tears’ Average 

2,894 

3,776 

6,859 

4,605 

0.283 

12.3 

1911-12 . . . 

423 

1.663 

CO 

850 

0.052 

2.3 

12-13 . . . 

2,212 

3,364 

12,661 

6,291 

0.387 

16.8 

13-14 . . . 

4.652 

7,000 

8,434 

6,751 

0.415 

18.1 

14-16 . . . 

4,763 

7,079 

13 003 

8,434 

0.519 

22.6 

15-16 . . . 

1,032 

549 

6,808 

2,926 

0.180 

7.8 

1916-17 . . . 

222 

402 

1,989 

907 

0.056 

2.4 

17-18 . . . 

1,113 

1,262 

2,656 

1,673 

0.103 

4.5 

18-19 . . . 

386 

27 

269 

229 

0014 

0.6 

19-20 . . . 

2,268 

882 

6,210 

3.220 

0 198 

8.6 

20-21 . . . 

2,359 

4,967 

3,526 

3.614 

0.222 

9.7 

IQ Years’ Average 

1,943 

2.720 

6,595 

3,490 

0.215 

9.3 

1921-22 . . . 

66 

135 

11,648 

4,195 

0 258 

11.2 

22-23 . . . 

2,766 

1,428 

6,496 

3,174 

0.195 

8.5 

23-24 . . . 

100 

1,650 

4,453 

2,144 

0.132 

5.7 

24-25 . . . 

416 

1,322 

3,725 

1,998 

0 123 

5.4 

25-26 . . . 

998 

6,271 

2,732 

3,314 

0.204 

8.9 

1926-27 . . . 

1,853 

1,272 

2,561 

1,917 

0.118 

5.1 

6 Years’ Average 

1,031 

2,013 

5,103 

2,790 

0.172 

7.5 

21 Years’ Average 

1,909 

2,769 

5,755 

3,555 

0.213 

9.5 


(34.2) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 34 

River GHOD(BHIMA) Site NIRGUDSAR Month AUGUST 


Year 

{June to May) 

Mean discharge {(Jusecs) 

Volume of fiow for 

1-10 

11-20 

21-31 

Whole 

month 

the mo 

M. A, F, 

nth 

T. M. 0. 

1906-07 . . . ■ 

1,795 

1,079 

2,995 

1,990 

0.122 

5.3 

07-08 . . . 

7,327 

12,267 

3,578 

7,591 

0.467 

20.3 

08-09 . . . 

9,668 

7,787 

6,788 

8,039 

0.494 

21.5 

09-10 . . , 

6,379 

3,872 

1,661 

3,896 

0.240 

10.4 

10-11 . . . 

8,941 

10,060 

6,350 

8,379 

0.515 

22.4 

5 Years’ Average 

<0,822 

7,011 

4,274 

5,979 

0.368 

16.0 

1911-13 . . . 

6,914 

4,216 

3,007 

4,335 

0.267 

11.6 

12-13 . . . 

15,056 

4,024 

3,899 

7,538 

0.463 

202 

13-14 . . . 

7,626 

4,699 

6,041 

6,110 

0.376 

16.4 

14-16 . . . 

9,863 

2,659 

2,184 

4,815 

0.296 

12.9 

15-16 . . . 

7,777 

1,171 

1,452 

3,401 

0.209 

9.1 

1916-17 . . . 

4,237 

6,977 

4,977 

5,061 

0.311 

13.6 

17-18 . . . 

1,715 

1,977 

3,700 

2,504 

0.154 

6.7 

18-19 . . . 

1,862 

1,763 

2,134 

1,927 

0 118 

5.2 

19-20 ... 

4,621 

1,642 

4,793 

3,721 

0.229 

10.0 

20-21 . . . 

4,623 

940 

343 

1,916 

0.118 

5.1 

10 Years’ Average 

6,329 

2,907 

3,253 

4,133 

0.254 

11.1 

1921-22 . . . 

3,272 

3,943 

666 

2,564 

0158 

6.9 

22-23 . . . 

2,634 

1,686 

2,302 

2,178 

0.134 

5.8 

23-24 . . . 

4,.507 

4,446 

1,468 

3,409 

0.210 

9.1 

24-25 . . . 

3,880 

802 

17,104 

7,580 

0.466 

20.3 

25-26. ... . 

1,660 

1,370 

1,681 

1,574 

0 097 

4.2 

26-27 . . . 

4,798 

6,638 

2,742 

4,662 

0.287 

12.5 

6 Years' Average 

3,442 

3,148 

4,327 

3,661 

0.225 

9.8 

21 Years’ Average 

5,622 

3,963 

3,803 

4,438 

0.273 

11.9 


( 34 . 3 ) 













MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SEEIAL No. 34 

River GHOD(BmMA) Site NIRGUDSAR Month SEPTEMBER 


Tear 

(June to May) 

Mean discharge (Cusees) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

T. M. G. 

1906-07 . . . 

2,236 

1,631 

1 591 

1,785 

0.106 

4.6 

07-08 . . . 

1,216 

466 

287 

656 

0.039 

1.7 

08-09 . . . 

2,604 

2,527 

2,938 

2,690 

0.160 

7.0 

09-10 . . . 

2,927 

2,694 

1,091 

2,238 

0.133 

5.8 

10-11 : . . 

4,848 

3,319 

3,321 

3,829 

0.228 

9.9 

5 Years’ Average 

2,m 

. 2,107 

1,846 

2,240 

0.133 

5.8 

1911-12 . . . 

2,344 

666 

366 

1,126 

0.067 

2.9 

12-13 ... 

3,621 

4,156 

2,469 

3,415 

0.203 

8.9 

13-14 ; . . 

6,837 

2,873 

2,074 

3,928 

0.234 

10.2 

14-16 , . . 

634 

5,461 

1,647 

2,578 

0.153 

6.7 

16-16 . . . 

1,962 

1,091 

1,860 

1,637 

0.097 

4.2 

1916-17 . . . 

4,369 

2,626 

2,814 

3,236 

0.193 

8.4 

CO 

1 

2,032 

616 

982 

1,210 

0.072 

3.1 

18-19 ... 

671 

105 

105 

260 

0.015 

0.7 

19-20 , . . 

1,960 

288 

1,379 

1,209 

0.072 

3.1 

20-21 . . . 

269 

617 

344 

410 

0.024 

1.1 

10 Years’ Average 

2,460 

1,839 

1,404 

1,901 

0.113 

4.9 

1921-22 . . . 

995 

2,832 

1,042 

1,623 

0.097 

4.2 

22-23 . . . 

1,398 

1,017 

985 

1,134 

0.067 

2.9 

23-24 . . . 

650 

1,446 

1,827 

1,307 

0.078 

3.4 

24-25 . . . 

2,262 

1,406 

3,190 

2,283 

0.136 

5.9 

26-26 . , . 

312 

175 

186 

\ 224 

0.013 

0.6 

1926-27 . . . 

2,164 

1.010 

1,934 

1,702 

0.101 

4.4 

6 Years’ Average 

1,296 

1,314 

1,527 

1,379 

0.082 

3.6 

21 Years’ Aerage 

2,200 

1,753 

1,544 

1,832 

0.109 

4.7 


( 34 . 4 ) 









ME4N DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


mmAL No, 34 

Biver GHOD (BHIMA) Site NIRGUDSAR Month OCTOBER 




Mean discharge (Ousecs) 


Volume of Jloio for 
the month 

Year 

(June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M,G. 

1 

1906-07 . . , 

200 

83 

32 

103 

0.006 

0.3 

07-08 . . , 

144 

49 

31 

73 

0.004 

0.2 

08-09 . . . 

991 

378 

698 

689 

0.042 

1.8 

09-10 . . . 

2,868 

1,711 

634 

1,667 

0.102 

4.5 

10-11 . . . 

8,661 

1,658 

1,624 

3,837 

0.236 

10.3 

5 Years’ Atierage 

2,573 

756 

564 

1,274 

0.078 

3.4 

1911-12 . . . 

219 

141 

98 

151 

0.009 

0.4 

12-13 . . . 

2,300 

1,943 

1,665 

1,924 

0,119 

5.2 

13-14 . . . 

1,642 

1,604 

1,138 

1,451 

0.089 

3.9 

14-15 . . . 

U1 

300 

128 

319 

0.020 

0.9 

15-16 ... 

1,342 

470 

306 

693 

0.043 

1.9 

1916-17 . , . 

902 

412 

9,816 

3,907 

0.240 

lOsS 

17-18 . . . 

1,875 

444 

183 

813 

0,050 

22 

18-19 . . . 

34 

28 

20 

27 

0.002 

0,1 

19-20 . , . 

889 

138 

66 

355 

0.022 

1.0 

20-21 . . . 

58 

30 

25 

37 

0.002 

0.1 

10 Years’ Average 

981 

551 

1,334 

968 

0.060 

2.6 

1921-22 . . . 

314 

67 

45 

139 

0.009 

0.4 

22-23 . . . 

88 

46 

31 

54 

0.003 

0.1 

23-24 . . . 

166 

60 

30 

77 

0005 

0.2 

24-26 . . . 

586 

142 

98 

269 

0.017 

07 

26-26 . . . 

111 

23 

18 

50 

0.003 

0,1 

26-27 . . . 

414 

97 

46 

181 

0.011 

0.5 


.. . ■ • 

.. 

___ 


-- 

— 

6 Years’ Average 

278 

71 

45 

128 

0.008 

0.3 

21 Years' Average 

1,159 

463 

782 

801 

0.049 

22 


( 34 . 5 ) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 34 

River GHOD (BHIMA) Site NIRGUDSAR Month NOVEMBER 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 

LIO 

11-20 

21-30 

Whole 

month 

the mon 

M. A. P. 

th 

T. M. C. 

1906-07 ... 

30 

17 

8 

18 

0.001 

Nil 

07-08 . . . 

22 

20 

18 

20 

0001 

0.1 

08-09 . . 

24 

60 

38 

38 

0.002 

0.1 

09-10 . . . 

124 

43 

31 

66 

0 004 

0.2 

10-11 . . . 

448 

168 

65 

221 

0014 

0.6 

5 Years’ Average 

130 

60 

32 

74 

0.004 

0.2 

1911-12 . . . 

83 

63 

118 

88 

0.005 

0.2 

12-13 . . . 

1,618 

1,103 

882 

1,168 

0 070 

30 

13-14 . . . 

839 

372 

60 

420 

0.025 

1.1 

14-15 . . . 

77 

66 

42 

62 

0004 

0.2 

16-16 . . . 

201 

87 

64 

114 

0.007 

0.3 

1916-17 . . . 

1,448 

375 

296 

706 

0.042 

1.8 

17-18 . . . 

47 

18 

83 

50 

0 003 

0.1 

18-19 . . 

16 

14 

13 

14 

0.001 

Nil 

19-20 . . . 

116 

65 

45 

72 

0.004 

0 2 

20-21 . . . 

18 

12 

6 

12 

0 001 

Nil 

10 Years’ Average 

436 

216 

159 

271 

0.016 

0.1 

1921-22 . . . 

21 

12 

9 

14 

0.001 

Nil 

22-23 . . . 

497 

186 

30 

238 

0014 

06 

23-24 ... 

18 

17 

11 

15 

0.001 

Nil 

24-26 ... 

68 

44 

20 

47 

0.003 

0.1 

26-26 . . . 

13 

27 

17 

19 

.0 001 

Nil 

1926-27 . . . 

43 

24 

14 

27' 

0.002 

0.1 

6 Years' Average 

no 

52 

18 

60 

0.004 

0.2 

21 Years' Average 

270 

132 

88 

164 

0.010 

0.4 


( 34 . 6 ) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 34 

River GHOD (BHIMA) Site NIRGUDSAR Month DECEMBER 


Year 

{June to May) 


M’ an discharge (Cusecs) 


Volume of flow for 
the month 

M.A.V. i T.M.G. 

1-10 

11-20 

21-31 

Whole 

month 

1906-07 . . , 

7 

4 

2 

4 

Nil 

Nil 

07-08 . . . 

16 

14 

12 

14 

o.coi 

» » 

08-09 , . . 

20 

16 

11 

IS 

OCOl 


09-10 . . . 

21 

16 

12 

16 

O.COI 


10-11 . , . 

49 

41 

32 

40 

0.002 

0.1 

.5 Years' Average 

23 

18 

14 

18 

0.ihi} 

Nil - 

1911-12 . . . 

115 

15 

11 

46 

O.C0.3 

0.1 

12-13 . . . 

19 

13 

9 

14 

0.001 

Nil 

13-14 . . . 

41 

36 

26 

3d 

0.0 2 

0.1 

14-16 . . . 

31 

26 

22' 

26 

0C02 

0.1 

15-16 . . . 

41 

32 

26 

33 

0.C02 

0.1 

1916-17 , . 

130 

30 

23 

60 

0.CO4 

02 

17-18 , , 

10 

26 

21 

19 

0001 

0.1 

18-19 . . . 

16 

10 

9 

11 

O.COI 

Nil 

19-20 . 

25 

21 

17 

21 

0.801 

0.1 

20-21 . . 

3 

2 

2 

2 

Nil 

Nil 

10 Years’ Average 

43 

21 

17 

27 

0.102 

0.1 

1921-22 . 

6 

6 

3 

5 

Nil 

Nil 

22-23 . . . 

13 

6 

4 

8 

» j 

>> 

23-24 . . . 

8 

6 

4 

6 

. 


24-26 . . , 

21 

16 

19 

16 

0.001 

» 

26-26 . . . 

11 

8 

6 

8 

Nil 

»> 

1926-27 . , . 

10 

6 

4 

7 

m 

Nil 

6 Years' Average 

12 

8 

5 

8 

Nil 

Nil 

21 Years’ Average 

29 

17 

13 

19 

0.001 

Nil 


( 34 . 7 ) 









MINA (CHOP) 
AT 

WADGAON 






MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 35 

River MINA (GHOD) Site WADGAON Month JUNE 


Year 

(June to May) 

I 

Mean discharge {Cusecs) 


V olume of flow for 
the month 

! 

i 1-10 

1 11-20 

i 

21-30 

Whole 

month 

M. A. F. 

T. M. C 

]fi04-05 . . . 

Nil 

52 

325 

222 

0.013 

0.6 

05-06 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

1906-07 . . . 

(Nil) 

191 

226 

139 

0.008 

0.4 

07-08 . . . 

»1 

(Nil) 

2 

1 

Nil 

Nil 

08-09 . . . 

99 

»> 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

09-10 . . . 

Nil 

3 

111 

38 

0.002 

0.1 

10-11 . . . 


61 

67 

40 

0.002 

0.1 

1911-12 . . . 

2 

36 

9 

15 

0.001 

Nil 

12-13 . . . 

6 

8 

27 

15 

0.001 

»1 

13-14 . . . 







9 Years’ Average 

1 

39 

84 

52 

0.003 

0.1 

1914-16 . . . 







15-16 . . . 







1916-17 . . . 







>-• 

1 

H-» 

GO 

109 

83 

166 

119 

0.007 

0.3 

18-19 . 

17 

14 

20 

17 

0.001 

Nil 

19-20 . . • 

66 

67 

6 

40 

0.002 

0.1 

20-21 . . . 

Nil 

71 

135 

69 

0.004 

0.2 

1921-22 . . . 

Nil 

Nil 

1 

Nil 

Nil 

Nil 

22-23 . . . 

> 

5 

29 

11 

0.001 

>? 

23-24 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

24-26 . . . 

1 

12 

17 

10 

0.001 

Nil 

8 Tears’ Average 

23 

30 

47 

33 

0.002 

0.1 


(3S.2) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 35 

River MINAfGHOD) Site WADGAON Month JUNE 


Year 

Mean discharge (Cusecs) 

' V olume of flow for 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-30 

M. A. F. 

T. M. G. 

1946-47 . . . 







47-48 . . . 

8 

4 

26 

13 

0001 

Nil 

48-49 . . . 

2 

54 

44 

33 

0.002 

0.1 

49-50 ' . . 

6 

3 

4 

4 

Nil 

Nil 

60-51 . . . 

2 

2 

2 

2 


99 

1951-52* . . . 

N.A. 

N.A.. 

N.A. 




52-63 . . . 

8 

4 

54 

22 

0.001 

0.1 

53-54 . . . 

1 

4 

326 

103 

0.006 

0.3 

64-55 . . . 

9 

2 

20 

10 

0.001 

Nil 

55-56 . , . 

3 

.2 

26 

10 

0.001 

9t 

1956-67* . . . 

N.A. 

N.A. 

N.A. 




67-68 . . . 

3 

2 

626 

177 

0.011 

0.5 

68-69 . . . 

2 

26 

15 

U 

0.001 

Nil 

59-60 . . • 

37 

2 

24 

21 

0.001 

0.1 

60-61 . . . 

4 

3 

13 

7 

NU 

NU 

12 Years’ Average 

7 

9 

90 

35 

0.002 

0.1 

29 Years* Average 

9 

24 

76 

40 

0.002 

0.1 


* Not considered for calculating the average, 

(35.3) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SEBIAL No. 35 


Eivtr MINA (GHOD) 8iU WADGAON Month JULY 


Tear 

\ _ Mean discharge (Guseca) 

Volume of flov for 
the month 

1 


Whole 

month 

(June to May) 

1-10 1 11-20 

( 21-31 

M.A.F. \t.M..O. 

1 ) 


1904-05 , . . 

1,26.5 

272 

3il 

617 

0 038 

17 

05-06 . . . 

1,496 

405 

1,192 

968 

0 060 

2S 

1906-07 . . . 

362 

437 

1,167 

072 

0041 

1.8 

07-08 . . . 

3 

14 

6,431 

2,287 

0141 

6 1 

08-09 . . . 

89 

322 

629 

366 

0.023 

10 

09-10 . . . 

641 

1,753 

1,022 

1,103 

0.068 

3 0 

10-11 . . . 

676 

36 

17 

203 

0.012 

fl.!i 

1911-12 , . . 

63 

246 

86 

127 

0.008 

0.3 

12-13 . . . 

24 

185 

8,418 

3,054 

0.188 

8.2 

13-14 . . . 







.9 Years’ Average 

490 

408 

2,145 

1,044 

0.064 

2.8 

1914-16 . . . 







16-16 . . . 







1916-17 . . . 







17-18 , . . 

200 

359 

561 

379 

0.023 

1.0 

18-19 . . . 

30 

25 

28 

28 

0.002 

0.1 

19-20 . . . 

369 

116 

1,106 

546 

0.034 

1.5 

20-21 . . . 

427 

716 

610 

585 

0.036 

1.6 

1921-22 . . . 

13 

28 

2,718 

977 

0.060 

2.6 

22-23 . . . 

1,093 

183 

1,716 

1,020 

0.063 

2.7 

2.3-24 . . , 

Nil 

788 

1,646 

838 

0.052 

2.2 

24-25 . . . 

28 

96 

730 

299 

0.018 

08 

8 Years’ Average 

269 

289 

1,139 

584 

0.036 

1.6 


(36.4) 







MEAN DISCHARGE BY 10-DAY RERIODS AND MONTHS 
AND THE VOLUME OE ELOW BY MONTHS 

SERIAL No. m 

Btmr MINA (GHOD) SiU WADGAON Month JULY 


Year 

{June to May) 

Mean discharge (Ousees) 

V <j lume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. 0. 

1946-47 . . . 







47-48 . . . 

199 

1,397 

349 

639 

0.039 

1.7 

48-49 . , . 

133 

164 

211 

171 

0.011 

0.5 

49-50 . . . 

21 

179 

140 

114 

0.007 

0.3 

60-51 . . . 

12 

1,006 

1,983 

1,032 

0063 

2.8 

1961-62* . . . 

8 

246 

777 

357 

0.022 

1.0 

62-63 . . . 

75 

298 

2,316 

942 

0.058 

2.5 

53-84 . . . 

379 

97 

62 

m 

0011 

0.5 

64-55 . . . 

353 

1,647 

136 

661 

0.041 

1.8 

55-56 . . . 

113 

65 

-134 

105 

0.006 

0.3 

1966-67* . . . 

N.A. 

n.a. 

N.A. 




67-58 . . . 

754 

1,369 

633 

909 

0.056 

2.4 

58-59 . - • 

1,117 

4,051 

927 

1,996 

0.123 

5.3 

59-60 . . . 

679 

681 

2,605 

1,331 

0.082 

3.6 

60-61 . , . 

666 

83 

460 

405 

0.025 

1.1 

12 Years’ Average 

367 

911 

824 

706 

0.044 

1.9 

29 Years’ Average 

378 

583 

1,323 

777 

0.048 

21 


* Not considered for calculating tlie average. 

(36.5) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

SERIAL No. 35 

River MINA(GHOD) Site WADGAON Motah AUGUST 


Tear 

{June to May) 

\ ■ Mean discharge {Gmeca) 

Volume of floio for 




Whole 

month 

the month 

1 1-10 

11-20 

21-31 1 

' M. A. F. 

T. M. 0. 


1904-05 . . . 

682 

236 

123 

339 

0.021 

0.9 

05-06 . . . 

421 

313 

612 

454 

0.028 

1.2 

1906-07 . . . 

475 

279 

962 

585 

0.036 

1.6 

07-08 . . . 

1,385 

3,319 

655 

1,750 

0.108 

4.7 

08-09 . . . 

1,258 

589 

569 

798 

0.049 

2.1 

09-10 . . . 

1,100 

93 

110 

424 

0.026 

1.1 

10-11 . , . 

1,364 

716 

769 

937 

0.058 

25 

1911-12 . . . 

2,607 

846 

767 

1,386 

0.085 

3.7 

12-13 . . . 

2,297 

841 

224 

1,092 

0.067 

2.9 

13-14 . . . 







9 Years’ Average 

1,287 

803 

531 

863 

0.053 

2.3 

1914-15 . . . 







15-16 . . . 







1916-17 . . 







17-18 . . . 

475 

600 

1,607 

917 

0.056 

2.5 

18-19 . . . 

455 

545 

612 

504 

0.031 

1.3 

19-20 . . . 

1,403 

181 

1,318 

979 

0.060 

2.6 

20-21 . . . 

759 

168 

28 

309 

0.019 

0.8 

1921-22 . . . 

816 

1,104 

226 

700 

0.043 

1.9 

22-23 . . . 

660 

453 

290 

426 

0.026 

11 

23-24 . . . 

1,761 

1,286 

673 

1,186 

0.073 

3.2 

24-25 . . . 

614 

79 

4,214 

1,687 

0.104 

4.5 

S Years* Average 

842 

552 

1,096 

838 

0.052 

2.2 


(36.6) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

8 EBIALN 0.35 

River MINA (GHOD) Site WADGAON Month AUGUST 



f Mean discharge (Gusees) 

Volume of flow for 

Year 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-81 

M. A. F. 

T. M. C. 


1946-47 . 


47-48 . . . 

293 

227 

316 

280 

0.017 

0.7 

48-49 . . . 

138 

437 

103 

222 

0.014 

0.6 

49-50 . , . 

371 

90 

77 

176 

0.011 

0.5 

0 

1 

351 

146 

72 

186 

0.011 

0.5 

1951-52* . . . 

N.A. 

1.048 

460 




52-53 . . . 

2,386 

443 

280 

1,012 

0.062 

2.7 

63-54 . . . 

747 

1,794 

262 

913 

0.056 

2-4 

64-65 . . ; 

718 

248 

88 

342 

0021 

0.9 

55-66 . . . 

702 

866 

1,133 

908 

0.056 

2.4 

1966-67* . . . 

N.A. 

N.A. 

N.A. 




57-58 . . . 

1,161 

1,432 

1,042 

1,203 

0.074 

3.2 

68-59 . . . 

833 

849 

1,166 

956 

0.059 

2.6 

59-60 . . . 

884 

313 

1,762 

1,011 

0.062 

2.7 

60-61 . . . 

760 

626 

417 

563 

0.035 

1.5 

12 Years' Average 

778 

614 

560 

648 

0.040 

17 

29 Years’ Average 

953 

656 

699 

767 

0.047 

20 


* Not ooQsidered for calculating the average. 

(35.7) 




MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 35 

River MINA(GHOD) Site WADGAON Month SEPTEMBER 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 




Whole 

month 

the month 

1-10 

11-20 

21-30 

M. A. F. 

T. M. C 

1904-05 . . . 

130 

1,697 

114 

614 

0.037 

1.6 

05-06 . . . 

248 

203 

124 

192 

0.011 

0.5 

1906-07 . . . 

683 

463 

341 

496 

0.030 

1.3 

Q7-08 . . . 

114 

37 

25 

58 

0.003 

0.2 

08-09 . . . 

168 

62 

108 

109 

0.006 

0.3 

09-10 . . . 

80 

34 

136 

50 

0.003 

01 

10-11 . . . 

360 

99 

120 

193 

0.011 

0.5 

1911-12 . . . 

800 

80 

35 

305 

0.018 

0.8 

12-13 . . . 

224 

50 

31 

102 

0.006 

0.3 

13-14 . . . 







9 Years' Average 

311 

292 

115 

235 

0.014 

0.6 





1914-16 . . . 







15-16 







1916-17 . . • 







17-18 . . . 

673 

228 

761 

518 

0.031 

1.3 

18-19 . . . 

107 

29 

17 

51 

0.003 

0.1 

19-20 . . . 

345 

23 

633 

333 

0020 

0.9 

20-21 . . . 

32 

161 

312 

165 

0.010 

0.4 

1921-22 . . . 

226 

1,641 

441 

769 

0.046 

2.0 

22-23 . . • 

287 

306 

232 

275 

0.016 

0.7 

23-24 ... 

320 

960 

970 

747 

0.044 

1.9 

24-26 . . . 

606 

368 

1,163 

712 

0.042 

1.8 

8 Years’ Average 

312 

462 

565 

446 

0.026 

1.1 


(35.8) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. S5 

River MINA (GHOD) Site WADGAON Month SEPTEMBER 


j 

Year 

j Mean discharge (Ousecs) 

Volume of flow for 

the month 

(June to May) 

1-10 j 11.20 2W0 

M. A. F. T. M. 0. 


1946-47 . 


47-48 . . . 

238 

454 

1,160 

614 

0.037 

1.6 

48-49 . . . 

122 

34 

116 

91 

0.005 

0.2 

49-60 . . . 

270 

268 

746 

425 

0.025 

1.1 

60-61 . . . 

622 

181 

103 

302 

0.018 

0.8 

1961-62* . . .. 

N.A. 

N.A. 

N.A. 




62-53 . . . 

76 

42 

32 

50 

0.003 

0.1 

63-64 . . . 

263 

54 

44 

120 

0.007 

0.3 

64-55 . . . 

1,634 

648 

484 

889 

0.053 

2.3 

66-66 . . . 

1,469 

109 

377 

652 

0.039 

1.7 

1956-57* . . . 

N.A. 

N.A. 

N.A. 




57-58 . . . 

292 

1,076 

162 

507 

0.030 

1.3 

58-69 ... 

1,182 

946 

339 

822 

0.049 

2.1 

59-60 . . . 

1,318 

381 

161 

620 

0.037 

1.6 

60-61 . . . 

126 

86 

224 

155 

0.009 

0.4 

12 Years’ Average 

634 

347 

327 

437 

0.026 

1.1 

29 Years’ Average 

445 

362 

327 

877 

0.022 

1-0 


• Not considered for calculating the average. 


( 35 . 9 ) 



mean discharge by 10-day periods and months 
AND the volume OF FLOW BY MONTHS 


SERIAL No. 35 

River MINA (GHOD) Site WADGAON Month OCTOBER 


Year 

Mean discharge (Gusecs) 

Volume of flow for 




Whole 

month 

the month 

{Jnne to May) 

1-10 

11-20 

21-31 

M. A. F. 

T. M. G. 

1904-05 . . . 

32 

204 

13 

81 

0.005 

0.2 

06-06 . . . 

60 

19 

62 

41 

0.003 

0.1 

1906-07 . . . 

114 

32 

3 

48 

0.003 

0.1 

07-08 . . . 

18 

16 

11 

14 

0.001 

Nil 

08-09 . . . 

23 

12 

29 

22 

0.001 

0.1 

09-10 . . . 

64 

12 

11 

30 

0.002 

0.1 

10-11 . . . 

1,987 

91 

44 

686 

0.042 

1.8 

1911-12 . . . 

28 

17 

12 

18 

0.001 

Nil 

12-13 . . 

496 

208 

40 

241 

0015 

0.6 

13^4 . . . 







9 Years' Average 

311 



131 

0.008 

0.3 

68 

24 

1914-16 . . . 







16-16 . . . 







1916-17 . . . 







17-18 . . . 

333 

91 

249 

225 

0.014 

0.6 

18-19 ... . 

7 

3 

3 

4 

Nil 

Nil 

19-20 . . . 

201 

11 

21 

76 

0.005 

0.2 

20-21 . . . 

20 

49 

40 

38 

0.002 

0 1 

1921-22 . . . 

116 

40 

30 

60 

0.004 

0.2 

22-23 . . . 

44 

72 

11 

41 

0.003 

0.1 

23-24 . . . 

(497) 

24 

20 

175 

0.031 

0.5 

24-25 . . . 

280 

139 

76 

162 

0.010 

0.4 

8 Years' Average 

188 

54 

56 

98 

0.009 

0.3 


( 35 . 10 ) 






MEAN Discharge by io^day periods and months 

AND THE VOLUME OE FLOW BY MONTHS 
SmiAL No. 35 

River MINA (GHOD) Site WADGAON Month OCTOBER 


Year 

Mean discharge {Cusecs) 

Volume of flow for 



■ 1 

Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

1 M. A. F. j 

f T.M.O. 


1946-47 . . . 







47-48 . . . 

637 

297 

26 

278 

0.017 

0.7 

48-49 . , . 

88 

41 

26 

51 

0.003 

0.1 

49-60 , . . 

109 

132 

82 

108 

0.007 

0.3 

60-51 , . . 

111 

64 

17 

59 

0.004 

0.2 

1961-62* . . . 

75 

160 

31 

87 

o.oos 

0.2 

62-63 . . . 

39 

24 

16 

26 

0.002 

0.1 

63-54 . . . 

101 

37 

23 

53 

0.003 

0.1 

64-55 . , . 

84 

28 

25 

45 

0.003 

0.1 

56-66 , . . 

490 

111 

77 

221 

0.014 

0.6 

1966-67* . . . 

N.A. 

N.A. 

N.A. 




57-68 . . . 

140 

26 

117 

95 

0006 

0.3 

58-59 . . . 

72 

36 

25 

44 

0.003 

0.1 

59-60 . . . 

216 

121 

67 

127 

0.008 

0.3 

60-61 . . . 

84 

74 

31 

62 

0.004 

0.2 

12 Years’ Average 

172 

82 

43 

97 

0.006 

0.3 

29 Years' Average 

220 

70 

41 

108 

0.007 

0.3 


♦ Not considered for cftlculating the average. 

( 35 . 11 ) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

8EBIAL No. 35 


River MINA (GHOD) Site WADGAON Month NOVEMBER 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

MO 

11-20 

21-30 

Whole 

month 

■ 

M. A. F. 

T. M. 0 

1904-06 . . . 

3 

3 

2 

3 

Nil 

Nil 

06-06 . . . 

4 

4 

4 

4 

>1 

9» 

1906-07 . . . 

3 

2 

2 

2 

Nil 

Nil 

07-08 . . . 

9 

8 

6 

8 

>» 

>> 

08-09 ... 

19 

11 

8 

13 

0.001 


09-10 . . . 

10 

7 

6 

8 

Nil 


10-11 . . . 

28 

66 

19 

34 

0.002 

0.1 

1911-12 . . . 

9 

7 

263 

93 

0.006 

0.2 

12-13 . . . 

13 

11 

118 

47 

0.003 

0.1 

13-14 . . . 







9 Years’ Average 

11 

12 

48 

24 

0.001 

Nil 

1914-16 . . . 







15-16 . . . 







1916-17 , . . 







17-18 . . . 

66 

30 

26 

37 

0.002 

0.1 

18-19 . . . 

2 

2 

1 

2 

Nil 

Nil 

19-20 . . . 

32 

24 

19 

27 

0.002 

0.1 

20-21 . . . 

3 

3 

2 

3 

Nil 

Nil 

1921-22 . . . 

16 

9 

7 

10 

0.001 

Nil 

22-23 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

23-24 . . . 

10 

10 

8 

9 

0.001 

Nil 

24-26 . . . 

26 

17 

16 

20 

0.001 

0.1 

8 Years’ Average 

18 

12 

10 

14 

0.001 

Nil 


(3S.12) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 35 

River MINA (GHOD) Site WADGAON MorUh NOVEMBER 


Year 

(June to May) 

Mean discharge (Gusecs) 

Volwme of flow for 

1-10 

11-20 

21-30 

Whole 

month 

the, mol 

M. A. F. 

ith 

T. M. 0. 

1946-47 ... 







47-48 . . . 

22 

19 

18 

20 

0.001 

0.1 

48-49 . . . 

34 

25 

178 

79 

0.005 

0.2 

49-50 . . , 

30 

22 

17 

23 

0.001 

0.1 

60-51 . . , 

13 

10 

9 

11 

0.001 

Nil 

1961-52* . . . 

16 

12 

12 

13 

0.001 

Nil 

52-63 . . . 

12 

9 

8 

10 

0.001 


63-64 ... 

12 

9 

8 

10 

0.001 

9» 

54-65 . . . 

19 

14 

11 

IS 

0.001 


65-56 . . . 

30 

16 

11 

19 

0.001 

»» 

1966-67* ... 

N.A. 

N.A. 

N.A. 




67-68 , . . 

20 

42 

16 

26 

0.002 

0.1 

58-59 . . . 

12 

10 

13 

12 

0.001 

Nil 

59-60 . . . 

103 

218 

34 

118 

0.007 

0.3 

60-61 . . . 

22 

18 

17 

19 

0.001 

Nil 

12 Years' Average 

27 

34 

28 

30 

0.002 

0.1 

29 Yeairs' Average 

20 

21 

29 

24 

0.001 

0.1 


*Not considered for calculating the average. 

(36.13) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 35 


River MINA (GHOD) Siu WADGAON Month DECEMBER 


Tear 

(June to May) 

Mean discharge (Gusecs) 

V olume of flow for 
the month 

M.A.F. \T.M.C. 

1-10 

11-20 

21-81 

Whole 

month 

1904-05 . . . 

2 

2 

2 

2 

Nil 

Nii 

05-06 . . . 

4 

4 

3 

3 

) t 

»‘ 

1906-07 ... 

2 

2 

3 

2 

Nil 

Nil 

07-08 . . . 

6 

6 

4 

5 

> > 


08-09 , . . 

6 

6 

16 

10 

0-001 

»> 

09-10 . . . 

5 

6 

4 

i 

Nil 

>> 

10-11 . . . 

13 

10 

7 

10 

0.001 


1911-12 . . . 

81 

16 

11 

19 

0.001 

0.1 

12-13 . . . 

16 

13 

12 

14 

0 001 

Nil 

13-14 . . . 







9 Years' Average 

9 

7 

7 

8 

Nil 

Nil 

1914-15 . . . 







15-16 . . . 







1916-17 . . . 







17-18 . . . 

16 

12 

9 

12 

0.001 

Nil 

18-19 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

i 1 

19-20 . . . 

18 

14 

13 

u 

0.001 

t > 

20-21 . . . 

2 

2 

2 

3 

Nil 

s» 

1921-22 . . . 

5 

4 

4 

4 

Nil 

Nil 

22-23 . . . 

13 

10 

8 

10 

0.001 

> j 

23-24 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

24-26 . . . 

14 

14 

13 

14 

0.001 

Nil 

8 Years’ Average 

8 

7 

6 

7 

Nil 

Nil 


(35.14) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 


SERIAL No. 35 

River MINA (GHOD) Site WADGAON Month DECEMBER 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. C. 

1946-47 

• * 9 







47-18 


13 

13 

12 

13 

0.001 

Nil 

48-49 


72 

37 

20 

4:3 

0.003 

0.1 

49-SO 


17 

12 

10 

13 

0.001 

Nil 

50-61 


8 

7 

6 

8 

Nil 

t* 

1961-52* 


19 

17 

14 

17 

0.001 

Nil 

62-53 


6 

6 

6 

6 

Nil 


53-54 


7 

6 

6 

6 

99 

U 

54-65 


10 

10 

8 

9 

0.001 

ft 

66-56 


9 

8 

7 

8 

Nil 

1* 

1956-57* 


32 

23 

22 

26 

0.002 

0.1 

57-58 


12 

11 

10 

11 

0.001 

Nil 

68-69 


10 

8 

7 

8 

Nil 

99 

59-60 


26 

21 

18 

21 

0.001 

0.1 

60-61 


14 

12 

11 

13 

0.001 

Nil 

12 Years' 

Average 

17 

13 

10 

13 

0.001 

Nil 

29 Years' Average 

12 

9 

8 

10 

0.001 

Nil 


* Not considered for calculating the average. 

(35.15) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 
8EBIAL No. 35 

River MINA (GHOD) Site WADGAON Month JANUARY 


Year 

[ Mean discharge {Cusecs) 

Volume of flow for 




I Whole 
month 

the month 

{June to May) 

1-10 

\ 

11-20 

21-31 

M.A.F. T.M.G 


1946-47* . . . 

38 

38 

34 

37 

0.002 

0.1 

47-48 . . . 

10 

12 

16 

13 

0.001 

Nil 

48-49 , . . 

13 

13 

12 

12 

0.001 

>3 

49-60 . . . 

9 

8 

7 

8 

Nil 


60-61 , . . 

(8) 

(8) 

(8) 

(8) 

(Nil) 

(Nil) 

1961-62* . . . 

N.A, 

N.A. 

N.A. 




62-6S . . . 

6 

6 

5 

5 

Nil 

Nil 

63-54 . . . 

6 

6 

.6 

5 

»» 

If 

54-66 . . . 

7 

7 

6 

7 

If 

i t 

66-56 . . . 

6 

6 

5 

6 

} t 

if 

1956-57* . . . 

N.A, 

N.A. 

N.A. 




67-68 . . . 

7 

6 

6 

6 

Nil 

Nil 

68-59 . . . 

6 

5 

6 

5 

19 

»• 

69-60 . . . 

14 

12 

11 

12 

0.001 

»» 

60-61 . . . 

8 

6 

5 

6 

Nil 

»» 

12 Years* Average 

8 

8 

8 

8 

Nil 

Nil 


* Not considered for calculating the average, 

(35.16) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 35 

River MINA (GHOD) Site WADGAON Month FEBRUARY 



Mean discharge {Cuseca} \ 

Volume of flow for 

Year 


1 


! 

Whole 

month 

j the month 

{JwM to May) j 

1-10 

11-20 

21-28129 

1 M. A. F. j T. M. 0. 


1946-47* . . . 

31 

31 

27 

30 

0.001 

0.1 

47-48 . . . 

13 

12 

12 

12 

0.001 

Nil 

48-49 . . . 

12 

11 

10 

11 

0.001 

f9 

49-60 . . . 

7 

6 

4 

5 

Nil 


60-51 ... 

(6) 

(6) 

(6) 

m 

(Nil) 

(Nil) 

1961-52* . . . 

6 

6 

5 

5 

NU 

Nil 

62-53 . , . 

6 

4 

4 

4 



63-54 . . . 

4 

2 

1 

3 

»» 

»* 

64-65 . . . 

4 

3 

2 

3 



55-66 . . . 

4 

4 

2 

4 

it 

t* 

] 966-67* . . . 

N.A. 

N.A. 

N.A. 




67-58 , . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(NU) 

(NU) 

68-59 . . . 

6 


4 

4 

Nil 

Nil 

69-60 . . . 

10 

8 

7 

8 

9t 


60-61 . . . 

3 

3 

2 

3 


>> 

12 Years* Average 

6 

5 

4 

5 

Nil 

Nil 


* Not considered for calculating the average, 

(36.17) 




MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No. 35 

River MINA (GHOD) Site WADGAON Month MARCH 



1 Mean discharge (Gusecs) 

Volume of flow for 

Year 


] 

1U20 


Whole 

month 

the month 

{June to May) 

1.10 

21-31 

M. A. F. 

1 T. M. G. 

1 


1946-47* . 



26 

26 

26 

26 

0.002 

O.I 

47-48 . 



6 

7 

6 

7 

Nil 

Nil 

48-49 . 



7 

6 

6 

6 


9> 

49-60 . 



2 

2 

2 

2 


»> 

60-61 , 



2 

2 

2 

2 


91 

1061-62* . 



6 

4 

4 

4 

Nil 

Nil 

52-63 . 



4 

3 

3 

S 


9» 

63-64 . 



1 

2 

5 

3 


» 

64-56 . 



3 

3 

2 

3 

»» 


66-66 . 



2 

2 

2 

2 


l> 

1966-67* . 



N.A. 

N.A. 

N.A. 




«7-68 . 



4 

4 

3 

4 

Nil 

Nil 

68-69 . 



3 

2 

2 

2 

II 

99 

69-60 . 



6 

6 

6 

5 


>> 

60-61 . 



2 

2 

1 

2 


»» 

12 Years’ Average 

4 

3 

3 

3 

Nil 

Nil 


* Not considered for calculating the average, 

(36.18) 






MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 35 

River MINA (GHOD) Site WADGAON Month APRIL 


Year 

(June to May) 

1 Mean discharge (Cusecs) 

1 Volume offlcnofor 




Whole 

month 

1 the month 

UlO 

1L20 j 

21-30 1 

M.A.F. 

T.M.C. 


1946-47* . . . 

28 

28 

21 

26 

0.002 

0.1 

47-48 . . . 

4 

3 

2 

3 

Nil 

Nil 

48-49 . . . 

7 

6 

2 

5 


ff 

49-60 . . . 

2 

2 

2 

2 

f* 

ft 

60-61 . . . 

2 

2 

2 

2 

>> 

»t 

1951'52* . . . 

4 

4 

3 

4 

Nil 

Nil 

62-63 . . . 

2 

2 

2 

2 

$i 

ff 

63-54 . . . 

1 

Nil 

Nil 

mi 

ft 

ft 

64-65 , . . 

2 

1 

6 

3 

ft 

ft 

66-66 . . . 

2 

2 

2 

2 

ip 

II 

1966-57* . . . 

N.A. 

N.A. 

N.A. 




67-68 . . . 

2 

7 

7 

6 

Nil 

Nil 

68-69 . . . 

2 

2 

2 

2 

»f 

ft 

69-60 - . . 

4 

3 

8 

4 

ft 

ff 

60-61 . . . 

2 

1 

1 

1 

ff 

tf 

12 Years’ Average 

3 

3 

2 

3 

NU 

Nil 


* Not considered for calculating the average. 

(36. 19) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SMEIAL No. 25 

River MINA (GHOD) Site WADGAON Month MAY 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow'for 

1-10 

11-20 

21-31 

Whole 

month 

the mo 

M. A. F. 

nth 

T. M. C 

1946-47* . . . 

10 

10 

9 

10 

0.001 

Nil 

47-48 . . . 

3 

3 

2 

2 

Nil 

99 

48-49 . . . 

2 

2 

2 

2 


$9 

49-60 . , . 

2 

2 

5 

3 

»9 

9» 

60-61 . . . 

2 

2 

9 

4 


99 

1961-52* . . . 

1 

1 

1 

1 

Nil 

Nil 

82-53 . . . 

1 

1 

1 

1 



63-64 . . - 

Nil 

Nil 

Nil 

Nil 


♦ > 

84-56 . . . 

2 

1 

1 

1 

>9 

99 

65-56 ... 

2 

1 

11 

5 

It 

>9 

1966-67* . . . 

N.A. 

N.A. 

N.A. 




67-68 . . . 

4 

2 

49 

19 

0.001 

0.1 

58-69 . . . 

2 

1 

1 

1 

Nil 

Nil 

69-60 . . . 

3 

7 

10 

7 


ft 

60-61 ... 

1 

11 

11 

7 

»> 

i9 

12 Years’ Average 

2 

3 

8 

4 

Nil 

Nil 


* Not considered for calculating the average. 


(36.20) 






VOLUME OP ANNUAL FLOW 
SERIAL No. 36 

River KUKDI (GHOD) Site 


Year 

Volume 

of flow 

1 

M. A. F. 

T. M. C. 

1906 

0.257 

11. 

07 

0.666 

29.0 

06 

0.567 

24.7 

09 

0.558 

24.3 

If) 

0.608 

26.5 

1911 

0.441 

19.2 

12 

0.512 

22.3 

13 

1.113 

48.5* 

It 

0.962 

41.9 

15 

0.611 

26,6 

1916 

0.937 

40.8 

17 

0.693 

30.2 

18 

0,271 

11.8 

19 

0.716 

31.2 

20 

0.315 

13.7 

1921 

0.461 

20.1 

1.1.22 to 30.4.22) Nil 

Nil 

1,5.22 to 30.4.23 0.539 

23.5 

1923-24 

0.519 

22.6 

24-25 

0.700 

30.5 

25-26 

0.420 

18.3 

20 Years’ 

0.592 

25.8 

Average 




* Doubtful 

f Not considered for calculating the average. 


(36.1) 


EDGAON 



MEAN DISCHARGE BY IG-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 
8EBIAL No. 37 


River HANGA (GHOD) Site VISAPUR Month JUNE 


Year 1 

Mean discharge (Gusecs) \ 

Volume of flow for 

] 

1 


Whole \ 
month 

the month 

{June to May) 

1-10 

11-20 

21-80 

M. A. F. 1 T, M. 0. 


1948-49 . . . 







49-50 . . . 







50-51 . . . 

77 

!6 

5 

83 

0.002 

0.1 

1951-62 . . . 

112 

59 

136 

102 

0.006 

0.3 

52-53 . . . 

191 

13 

1 

68 

0.004 

0.2 

53-54* . . . 

N.A. 

N.A. 

N.A.' 




54-56 . . . 

39 

25 

9 

24 

0.001 

0.1 

55-56 . . . 

6 

2 

31 

13 

0.001 

Nil 

1966-57 . . . 

Nil 

15 

60 

25 

0.001 

0.1 

57-58 ... 

2 

16 

66 

28 

0.002 

0.1 

68-59 . . . 

3 

3 

64 

23 

0.001 

0.1 

69-60 . . . 

Nil 

6 

6 

4 

Nil 

Nil 

60-61 . . . 

101 

81 

8 

63 

0.004 

0.2 

10 Years’ Average 

53 

23 

39 

38 

0.002 

0.1 


♦ Not considered for calculating the average. 


(37.1) 





MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No, 37 

Eivtr HANGA(GHOD) Site VISAPUR Month JULY 



\ Mean discharge (Cusecs) 

V olume of flow for 

Tear 



Whole 

month 

the month 

(June to May) 


11-20 j 21-31 

M. A. F. j T. M. C. 


1948-49 . . . 







49-50 . . . 







fiO-ftl . . - 

10 

14 

2 

9 

0.001 

Nil 

1961-52 . . . 

102 

189 

20 

101 

0.006 

0.3 

62-63 . . . 

9 

40 

9 

19 

0.001 

0.1 

63-64* . . . 

N.A. 

N.A. 

N.A. 




84-66 . . - 

6 

9 

84 

33 

0.002 

0.1 

65-66 . . . 

9 

6 

16 

10 

0.001 

Nil 

1956-57 . . . 

28 

40 

37 

35 

0.002 

0.1 

57-5S . . . 

14 

3 

Nil 

6 

Nil 

Nil 

68-69 . . • 

89 

123 

4 

10 

0 004 

0.2 

80-60 . . . 

17 

7 

4 

9 

0.001 

Nil 

60-61 . . . 

13 

3 

28 

15 

0.001 

>> 

10 Years’ Average 

30 

43 

20 

31 

0.002 

0.1 


* Not coMidered fqr oaloolating the average. 

(37.2) 







MEAN DISOHAEGE BY iO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 37 


River HANGA(GHOD) 

Site 

VISAPUR 


Month 

AUGUST 


Mean discharge {Cusecs) 

\ Volume of flow for 

Year 





the month 

{June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

1 T. M. 0. 

1948-49 . . . 







49-60 . . . 







60-61 . . . 

8 

13 

16 

12 

0.001 

Nil 

1961-62 . . . 

10 

6 

3 

6 

Nil 

Nil 

52-63 . . . 

6 

8 

4 

6 

9f 

%% 

63-64* ... 

N.A. 

N.A. 

N.A. 




64-66 ... 

8 

10 

44 

21 

0.001 

0.1 

66-56 . . . 

12 

9 

9 

10 

0.001 

NU 

1966-67 . . . 

110 

74 

291 

163 

0.010 

0.4 

67-68 . . . 

160 

9 

37 

65 

0004 

0.2 

68-69 . . . 

187 

83 

1,777 

718 

0.Q44 

1.9 

69-60 . . . 

8 

2 

26 

12 

0.001 

NO 

60-61 . . . 

8 

1 

6 

5 

Nil 

%% 

10 Years’ Average 51 

22 

221 

102 

0.006 

0.3 


* Not considered for oalculftting the average. 

(37.3) 





MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

8EBIAL No. 37 


River HANGA (GHOD) 


Site VISAPUR 


Month SEPTEMBER 


Year 

(June to May) 


Mean discharge {Cusecs) 

1-10 

1120 

21-30 

Whole 

month 


Volume of flow for 
the month 


M. A. F. \ T. M. 0. 


1948-49 . 
49-50 . 


50-51 . . . 

288 

6C8 

1,181 

660 

0.039 

1.7 

1951-62 . . . 

135 

107 

17 

86 

0.005 

0.2 

52-53 . . . 

Nil 

8 

109 

39 

0.002 

0.1 

63-54» . . t 

N.A. 

N.A. 

N.A. 




54-56 . . . 

66 

20 

39 

42 

0.002 

0.1 

55-66 . . . 

9 

95 

in 

272 

0.016 

0.7 

1966-57 . . . 

99 

106 

411 

205 

0.012 

05 

67r68 . . . 

14 

21 

17 

17 

0.001 

Nil 

68-69 . . . 

646 

51 

46 

248 

0.015 

0.6 

69-60 . . . 

12 

7 

38 

19 

0.001 

Nil 

60-61 . . . 

147 

115 

663 

305 

0.018 

0.8 

10 Years' Average 

142 

104 

322 

189 

0.011 

0.5 


* Not considered for calculating the average. 


(37.4) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 37 


River HANGA (G 

pOD) 

Site VISAPUR 


Month OCTOBER 

Year 

1 Mean discharge (Cusecs) 

I Volume of flow for 

1-10 

11-20 


[ Whole 
month 

1 the month 

[June to May) 

\ 

21-31 I 

M. A. F. 1 

T. M. G. 


194'‘'-49 

49-50 


50-51 . . . 

16 

18 

Nil 

11 

0.001 

Nil 

1951-52 . ; . 

246 

122 

41 

133 

0.C08 

0.4 

62-53 . . . 

30 

7 

2 

13 

0.001 

Nil 

63-64*'. . . 

N.A. 

N.A. 

N.A. 




54-55 . . . 

22 

25 

11 

19 

0.001 

0.1 

55-56 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

1966-67 . . . 

495 

97 

34 

203 

0.012 

0.5 

57-58 . . . 

15 

24 

111 

62 

0.003 

0.1 

58^59 . . . 

46 

74 

14 

44 

0.003 

0.1 

59-60 . . . 

100 

41 

12 

50 

0.003 

0.1 

60-61 . . . 

231 

84 

8 

104 

0.006 

0.3 

10 Years' Average 

120 

49 

23 

63 

0004 

0.2 


♦Not considered for calculating th.e average. 

(37.6) 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 37 

River HANGA (GHOD) Site VISAPUR Month NOVEMBER 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 

1.10 

11-20 

■21-30 

Whole 

month 


nth 

TM.C. 

1948-49 , . . 







49-60 , 







50-61 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

1961-62 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

52-83 . . . 


9* 

»> 

tf 

»» 

9f 

S3-64* . . . 

N.A. 

n.a. 

N.A. 




S4-55 ... 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

55-66 . . . 

♦ S 


»> 


9f 

»» 

1986-67 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

57-68 . . . 

35 

45 

36 

38 

0.002 

0.1 

58-59 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

69-60 . . . 

141 

72 

17 

77 

0.005 

0.2 

60r61 . . . 

24 

17 

9 

17 

0001 

Nil 

lO Years' Average 

20 

13 

6 

13 

0.001 

Nil 


♦ Not considered for culoulating the average, 

(37.6) 







MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 37 

Ewer HANGA(GHOD) VJSAPUR Month DECEMBER 


Yeotr 

{June to May) 

Mean discharge (Ousecs) 

Volume of flow for 
the month 

1 

1-10 

11 -20 

21^31 

Whole 

month 

M. A. F. 

T. M. C 

1948-49 . . . 







49-60* . . . 

45 

62 

60 

52 

0.003 

0.1 

50-51 . . . 

38 

44 

6 

29 

0.002 

0.1 

1951-52 . . . 

25 

22 

9 

19 

0.001 

0.1 

52-53 . . . 

20 

20 

19 

20 

0.001 

0.1 

63-64* . . . 

15 

11 

21 

16 

0.001 

Nil 

54-55 . . . 

6 

20 

.14 

13. 

0.001 


56-66 , . . 

10 

20 

18 

16 

0.001 

>» 

1956-57 . . . 

35 

24 

13 

24 

0.001 

0.1 

67-58 . . . 

8 

6 

16 

10 

0.001 

NO 

68-59 . . . 

11 

Nil 

10 

7 

Na 

»f 

69-60 . . . 

16 

17 

13 

15 

0.001 

t* 

60^61 . . . 

17 

13 

22 

17 

0.001 

99 

10 Years’ Average 

19 

19 

14 

17 

0.001 

Na 


* Not considered for calculating the average. 

(37.7) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 
SERIAL No. 37 


River HANGA^GHOD) Site VISAPUR Month JANUARY 



1 Mean discharge {Cusees) 

Volume of flow for 

Year 




1 Whole 

1 month 

1 the month 

{June to May) 

1-10 

11-20 

21-31 j 

M. A. E. j T. M. C, 


1948-49* . . . 

19 

8 

31 

19 

0.001 

0.1 

49-50* . . . 

20 

1 

Nil 

7 

Nil 

Nil 

50-61 • . . 

16 

21 

7 

15 

0001 


1951-62 . . . 

18 

9 

10 

12 

0.001 

Nil 

62-63 . . . 

16 

(Nil) 

(Nil) 

5 

Nil 

)» 

63-64* . . . 

21 

17 

19 

19 

0.001 

0.1 

54-66 . . . 

14 

11 

13 

13 

0.001 

Nil 

65-66 . . . 

14 

6 

8 

9 

0.001 

ft 

1956-57 . . . 

16 

21 

21 

19 

0.001 

0.1 

67-68 ... 

7 

3 

8 

6 

Nil 

Nil 

68-59 . . . 

12 

8 

7 

9 

0.001 

>» 

59-60 . , . 

13 

9 

13 

12 

0.001 


60-61 . . . 

10 

9 

10 

10 

0.001 

py 

10 Years’ Average 

14 

10 

10 

11 

0.001 

Nil 


♦Not considered for calculating the average 


(37.8) 




MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 37 


River HANGA (GHOD) 


Year 

(June to May) 


Site VISAPUH 


Mean discharge (Cuseca) 


Month FEBRUARY 


olume of flow for 
the month 


M. A. E. T.M.C. 



* Not considered for calculating the average. 

(37.9) 













MEAN DISCHARGE BY 10-DAY PERIOD^ AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 
SEBiAL No 37 

Bimr HANGA (GHOD) Site VISAPUR Month MARCH 


Year 

(June to May) 

Meari discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. ' 

T. M. C. 

1948-49* . . . 

8 

9 

24 

13 

0.001 

Nil 

49-60* . , . 

20 

16 

11 

.15 

0.001 

>> 

60-61 . . . 

11 

13 

11 

12 

0.001 

tf 

1961-62 . . . 

8 

17 

33 

19 

0001 

0.1 

62-63 . . . 

(Wil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

63-64* . , . 

16 

20 

16 

17 

0001 

Nil 

64.66 . . . 

27 

24 

22 

24 

0.001 

0.1 

66-66 . . . 

6 

21 

8 

11 

0.001 

Nil 

1966-57 . . . 

10 

7 

14 

10 

0.001 

Nil 

67,68 . . , 

6 

8 

2 

5 

Nil 

>> 

68-69 . . , 

7 

7 

9 

8 

»» 

ft 

69-60 . . . 

8 

8 

2 

6 

>» 

»r 

60-61 . , . 

7 

5 

6 

6 


>> 

10 Years' Average 9 

11 

11 

10 

0.001 

Nil 


^JiotiJoasidered foi’^lotiiating^tES average. 


(37.10) 





Fear 

{June to May) 


1948-49* . . . 

16 

2 

49-50* . . . 

3 

20 

60-51 . , , 

9 

2 

1961-52 ... 

25 

VD 

52-63 . . . 

(Nil) 

(Nil) 

53-54* . , . 

14 

14 

54-56 . . . 

9 

5 

66-66 . . . 

6 

6 

1956-67 . . . 

3 

Nil 

67-58 . . . 

3 

9 

58-69 . . . 

5 

Nil 

69-60 . . . 

1 

6 

60-61 . . . 

6 

1 

10 Years’ Avwfage 

7 

4 


* Not considered for calculating the 


lO-DAY PERIODS AND MONTBJS 
ME OP PLOW BY MONTHS. 

'lAL No. 37 

VISAPUR McnUh APRIL 


rge {Cusecs) 
~~ 21.30 




WTinJfi 

mofdh 

M. A. F. 1 


2 

7 

NU 

NU 

10 

11 

0.001 


13 

8 

Nil 


14 

13 

0.001 

NU 

(Nil) 

(Nil) 

(NU) 

(NU) 

13 

U 

0.001 

NU 

8 

7 

Nil 

If 

10 

7 


Si 

1 

1 

Nil 

Ntt 

1 

4 

*» 

»» 

1 

2 

»» 

%> 

2 

3 

ft 

M 

7 

7 

9» 


6 

5 

NU 

NU 


41 ) 










MEAN DISCHAEGE BY 10-DAY BEEIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 37 

River HANGA(GHOD) Site VISAPUR Month MAY 



HH 

Mean discharge (Cusecs) 

Volume of flow for 







the month 





M. A. F. 

T. M. C. 

1948-49* . 

• « 

7 

22 

25 

8 

0.001 

Nil 

49-60* . 

* « 

13 

13 

10 

12 

0.001 


60-51 . 

• t 

18 

16 

11 

15 

0 001 


1961-ae . 

« « 

11 

9 

8 

9 

0.001 

Nil 

62-53. . 

• • 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

53 64* . 

• t 

15 

15 

75 

36 

0.002 

0.1 

64-66 . 

>. • 

16 

14 

39 

28 

0001 

0.1 

55-66 . 

* 4 

63 

3 

39 

32 

0.002 

0.1 

1966-67 . 

* • 

8 

6 

7 

7 

Nil 

Nil 

67-58 . 

« • 

3 

2 

2 

2 

»f 


58-59 . 

• • 

Nil 

Nil 

9 

3 


»l 

59-60 . 

• • 

6 

75 

7 

28 

0.002 

0.1 

60-61 . 

• • 

16 

69 

9 

31 

0.002 

0.1 

10 Years Average 

13 

19 

13 

15 

0.001 

NU 


* Not considered for calculating the average. 


(37.121 










VOLUME OF ANNUAL PLOW 
SERIAL No. 38 

Rimr NIRA (BHIMA) Site NATAMBI 


Year 

[ Volume of flow 


M. A. F. 

T. M. 0. 

1906 

0.282 

12.3 

07 

0.471 

20.5 

08 

0.468 

20.4 

09 

0.432 

18.8 

10 

0.597 

26.0 

1911 

0.230 

10.0 

12 

0.358 

15.6 

13 

0.673 

29.3 

14 

0.592 

25.8 

15 

0.331 

14.4 

1916 

0.537 

23.4 

17 

0.556 

24.2 

18 

0.195 

8.5 

19 

0.732t 

31.9t 

20 

0.503 

21.9 

1921 

0.489 

21.3 

.1.22 to 30.4.22* Nil 

Nil 

1922-23 

0.603t 

21.9t 

23-24 

0.514 

22.4 

24-25 

0.418 

18.2 

25-26 

0.349 

15.2 

20 Years’ 
Average 

0-462 

20.1 


* Not considered for calculating the average, 
t Doubtful 

NOTE The figures for the years 1906 to 1919 are the volumes of flow for seven 
months (June to December 1 only. The figures for the years 1922-23 to 
1925-26 are for twelve months from 1st. May to 30th. April. The position 
regarding figures for 1920 and 1921 is not clear. 


(38.1) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 


SERIAL No. 39 


River NIRA 


Site 

VIR 


Month 

JUNE 


Mean discharge [Gusecs) 

Volume of flow for 

Year 





the month 


{June to May) 

1-10 

11-20 

21-30 

month 

M. A. F. 1 T. M. 0. 

1942-^3* . . . 

N.A. 

N.A. 

N.A. 




43-44 . . . 

597 

1,377 

1,262 

1,079 

0.064 

2.8 

44-45 . , . 

(795) 

4,262 

1,789 

2,279 

0.136 

5.9 

45-46 . . . 

932 

828 

1.748 

1,169 

0.070 

3.0 

1946-47 . . , 

666 

387 

1,680 

878 

0.052 

2.3 

47-48 . . . 

1,028 

928 

902 

953 

0.057 

2.5 

48-49 . . . 

847 

587 

932 

789 

0,047 

2.0 

49-60 . . . 

1,031 

1,199 

859 

1,030 

0.061 

27 

60-61 . . . 

567 

671 

611 

616 

0.037 

1.6 

8 Years’ Average 

795 

1,279 

1,223 

1,099 

0.066 

2.8 

1961-52 . . . 

618 

565 

1,901 

1,028 

0.061 

2.7 

52-53 . . . 

645 

451 

387 

494 

0.029 

1.3 

53-54 . . . 

1,037 

508 

7,728 

3,091 

0.184 

8.0 

54-55 . . . 

517 

494 

740 

583 

0.035 

1.5 

65-56 . . . 

926 

1,170 

1,492 

1,196 

0.071 

3.1 

1966-57 . . . 

in 

905 

2,418 

1,365 

0.081 

3.5 

67-58 . . . 

(751) 

(642) 

(2,675) 

{1,356) 

(0.081) 

(3.5) 

68-69 . . . 

679 

733 

1,470 

961 

0.057 

2.5 

69-60 ... 

637 

436 

(2,675) 

1,249 

0.074 

3.2 

60-61 . . . 

929 

515 

5,265 

2,236 

0.133 

5.8 

10 Years’ Average 

751 

642 

2,675 

1,356 

0.081 

3.5 

18 Yean’ Average 771 

925 

2,030 

1,242 

0.074 

3.2 


* Not. considered for calculating the average. 
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MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 
SERIAL No. 39 


River NIKA Site VIR Month JULY 


Tear 

(June to May) 

1 Mean discharge iCusecs) 

Volume of flow for 



/ 

Whole 

month 

the month 

1-10 

. 11-20 

. 

! 21-81 

M. A. F. 

T. M. 0. 

1942-43* . . . 

16,801 

6,414 

21,286 

15,042 

0.925 

40.3 

43-44 . . . 

11,326 

22,269 

16,079 

16,542 

1.017 

44.3 

44-46 . . . 

3,106 

24,476 

13,790 

13,790 

0.848 

369 

46-46 . . . 

15,178 

11,034 

3,286 

9,621 

0.592 

25.8 

1946-47 . . . 

7,009 

2,282 

25,643 

12,061 

0.742 

32.3 

47-48 . . . 

1,094 

11,764 

8,128 

7,032 

0.432 

18.8 

48-49 . . . 

1,262 

1,896 

7,737 

3,764 

0.231 

lO.l 

49-60 . . . 

864 

8,489 

4,956 

4,772 

0.293 

12.8 

60-51 . . . 

1,070 

8,799 

11,244 

7,173 

0.441 

19.2 

3 Years' Average 

5,112 

11,376 

11,345 

9,344 

0.575 

25.0 

1951-52 . . . 

1,562 

1,401 

6,967 

3,429 

0.211 

9.2 

52-53 . . . 

1,021 

6,029 

17,284 

8,407 

0.517 

22.5 

53-54 . , . 

11,486 

5,443 

1,854 

6,119 

0.376 

16.4 

54-55 . . . 

12,006 

27,957 

5,019 

14,672 

0.902 

39.3 

55-56 . . . 

5,743 

4,900 

3,434 

4,652 

0.286 

12.5 

1956-57 . . . 

20,371 

18,093 

10.009 

15,959 

0981 

42.7 

57-68 . . . 

2,063 

10,946 

3,716 

5,512 

0.339 

148 

68-69 . . . 

8,028 

26,676 

6,554 

13,488 

0.829 

36.1 

59-60 . , . 

18,011 

11,707 

26,489 

18,986 

1.167 

50.9 

60-61 . . . 

22,287 

2,646 

11,667 

12,183 

0.749 

32.6 

10 Years’ Average 

10,257 

11,570 

9,299 

10,341 

0.636 

27.7 

18 Years’ Average 

7.970 

11,484 

10,209 

9,898 

0.609 

26.5 


♦ Not considered for calculating the average. 


( 39 . 2 ) 







MEAN DISCHARGE BY lO-DAT PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 39 

River NffiA Site VIR Month AUGUST 


(Mean discharge (Cuseca) i Volume of flow for 


Year 

{June to May) 

LIO 

11-20' 

21-31 

Whole 

month 

the month 

M. A. F. 

T. M. C. 

1942-43* 


22,338 


2,626 

11,172 

0.687 

29.9 

43-44 


14,694 


2,166 

6,881 

0.423 

18.4 

44-46 


14,180 

9,587 

11,925 

11,899 

0.732 

31.9 

46-46 


1,410 

23,165 

8,642 

10,978 

0675 

29.4 

1946-47 


29,900 

16,678 

12,757 

19,661 

1.203 

52.4 

47-48 


2,221 

4,479 

16,317 

7,961 

0.489 

21.3 

48-49 


5,781 

13,486 

4,316 

7,746 

0.476 

20.7 

49-60 


17,778 

6,440 

2,790 

8,802 

0.541 

23.6 

60-61 


6,281 

3,960 

965 

3,643 

0 224 

9.8 

8 Years' 

Average 

11,618 

10,268 

7,482 

9,683 

0.695 

25.9 

1961-62 


9,603 

4,223 

2,434 

5,292 

0.325 

14.2 

52-53 


12,785. 

11,199 

6,495 

9,687 

0.596 

25.9 

53-54 


19,468 

25,008 

6.433 

16,630 

1.023 

44.5 

64-55 


30,539 

18,215 

1,879 

16,394 

1.608 

43.9 

56-56 


6,789 

5,580 

6,271 

6,893 

0.362 

15.8 

1956-57 


27,970 

1,155 

3,598 

10,672 

0.656 

28.6 

57-58 

* . • 

8,428 

5,190 

8,637 

7,458 

0.459 

20.0 

68-59 

• « 

4,783 

4,462 

8,902 

6,141 

0 378 

16.4 

69-60 

* • i 

16,702 

6,341 

11,666 

11,260 

0.692 

30.1 

60-61 

. . . 

18,606 

17,175 

9,134 

14,761 

0.907 

39.5 

10 Years' Average 

15,'447 

9,766 

6,443 

10,417 

0.641 

27.9 

IS Years’ 

Average 13,701 

9,983 

6,906 

10,090 

0.620 

27.0 


■"Not considered for calculating the average. 

(39.3) 






AN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No. 39 


River NIRA (SfiieVIR Month SEPTEMBER 


Year 

{June to May) 

Mean discharge {Cusecs) 

F olume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

T. M. 0. 

1942-43* . . • 

9,150 

1,725 

1,830 

4,235 

0.252 

11.0 

43-44 . . . 

3,015 

3,539 

2,961 

3,172 

0.189 

8.2 

44-45 . ■ • 

1,829 

1,465 

1,289 

1,628 

0.091 

4.0 

45-46 . . . 

2,336 

2,389 

2,027 

2,251 

0.134 

5.8 

1946-47 . . , 

5,744 

3,468 

1,735 

3,649 

0.217 

9.5 

47-48 . . . 

13,213 

3,170 

12,5s9 

9,657 

0.575 

25.0 

48-49 . . . 

1,764 

1,291 

9,068 

4,041 

0.240 

10.5 

49-60 , . . 

3,310 

2,396 

5,660 

3,788 

0.225 

9.8 

50-61 . . . 

4,H2 

3,830 

3,904 

3,949 

0.235 

10.2 

8 Years’ Average 

4,415 

2,693 

4,904 

4,004 

0.238 

10.4 

1951-82 . . . 

1,314 

1,217 

1,048 

1,193 

0.071 

3.1 

52-53 . ■ • 

1,772 

1,679 

1,205 

1,552 

0.092 

4.0 

53-54 ... 

3 010 

4,106 

1,444 

2,853 

0.170 

7.4 

54-55 . . ■ 

13,803 

4,602 

3,143 

7,183 

0.427 

18.6 

55-56 . . . 

17,497 

2,285 

3,795 

7,858 

0.468 

20.4 

1956-57 ... 

3,039 

2,472 

3,997 

3,169 

0.189 

8.2 

67-68 . . . 

2,022 

3,101 

1,265 

2,129 

0.127 

5.5 

58-59 . . . 

6,974 

6,167 

1,726 

4,952 

0.295 

12.8 

69-60 . . . 

25.386 

6,217 

4,509 

12,037 

0.716 

31.2 

60-61 . . . 

7,312 

3,587 

6,881 

9,260 

0.551 

24.0 

10 Years’ Average 

8,213 

3,642 

3.901 

5,219 

0.311 

13.5 

18 Years’ Average 

6,525 

3,165 

4,347 

4,679 

0278 

12.1 


* Not considered for calculating the average. 
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mean T5ISC®AKQ!E BY lO-IJAY PERIODS ANB MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 
SERIAL No. m 


River NIRA VIR Monifh OCTOBER 


Year 

(J une to May) 

1 Mean discharge {Cusees) 


1-10 

m 

21-31 j 

1 Tf^o^e 

1 month 

M.A.E. 

T. M. C. 

1942-43* . . . 

1,768 

1,266 

1,178 

1,397 

0.086 

3.7 

43-44 . . . 

2,868 

4,982 

1,610 

3,100 

0.191 

8.3 

44-46 . . . 

1,286 

1,009 

1,260 

1,187 

0.073 

3.2 

45.46 . . . 

1,734 

1,539 

1,274 

1,608 

0.093 

4.0 

1946-47 . . . 

2,313 

1,420 

1,736 

1,820 

0.112 

4:9 

47-48 .... 

7,667 

1,163 

1,646 

3,394 

0.209 

9.1 

48-49 . . . 

7,659 

681 

1,092 

3,036 

0:187 

8.1 

49-60 . . . 

1,927 

1,077 

Nil 

969 

0 060 

2.6 

60-61 . . . 

3,377 

1,144 

1,142 

1,864 

O.llS 

5.0 

8 Years’ Average 

8,601 

1,611 

1,207 

2,110 

0.130 

6.7 

1951-62 . . . 

2,366 

988 

733 

1,342 

0.083 

3.6 

52-63 . . . 

1,111 

736 

1,218 

1,928 

0.063 

28 

63-54 . . . 

2,203 

1,486 

388 

1,328 

0.082 

3.6 

54-65 . . . 

1,643 

1,623 

134 

1,037 

0064 

2.8 

56-66 . . . 

5,555 

1,480 

4:998 

4,041 

0 248 

10.8 

1956-67 . . . 

10,455 

11,107 

1,162 

7,364 

0.4S3 

19.7 

67-58 . . . 

1,269 

1,315 

4,114 

2,290 

0.141 

6.1 

58-69 . , . 

1,382 

831 

997 

1,068 

0.066 

2.9 

69-60 . . . 

2,411 

1,688 

1,266 

1,768 

0.109 

4.7 

60-61 . . . 

3,605 

1,573 

1,601 

2,206 

0.136 

5.9 

10 Years’ Average 3,179 

2,273 

1,659 

2,347 

0.144 

6.3 

18 Years’ Average 3,367 

1,978 

1,458 

2,242 

0.138 

5.0 


* Not considered for calculating the average. 


(39.5) 









MEAN DISCHAEGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SERIAL No. 39 

River NIRA Site VIR Month NOVEMBER 




Mean discharge (Cusecs) 


Volume of flow for 

Year 

{June to May) 

1-10 

11-20 

21-30 

Whole 

month 

the mo 

M. A. i\ 

nth 

T. M. 0. 

1942-43* . . . 

1,118 

1,630 

N.A. 




43-44 ... 

1,097 

1,512 

1,610 

1,373 

0,082 

3 6 

44-45 ... 

816 

1,267 

1,582 

1,222 

0.073 

3,2 

46-46 . . . 

1,502 

1,825 

1,744 

1,690 

0.101 

4.4 

Z946-47 . . . 

1,487 

566 

977 

1,010 

0.060 

26 

47-48 . . . 

1,178 

<.623 

1,596 

1,465 

0.087 

38 

48-49 . . . 

884 

841 

380 

702 

0.042 

1.8 

49-60 ... 

1,191 

1,502 

1,616 

1,436 

0.085 

37 

SO-51 . . . 

1,716 

1,708 

1,711 

1,712 

0.102 

4.4 

8 Years’ Average 

1,234 

1,356 

1,389 

1,326 

0.079 

3.4 

1961-62 . . . 

1,439 

1,631 

1,241 

1,403 

0.083 

3.6 

62-53 . . . 

1,877 

1,789 

1,249 

1,638 

0.097 

4.2 

53-54 . . . 

412 

1,963 

2,028 

1,468 

0.087 

3.8 

54-55 . . . 

1.762 

1,718 

1,181 

1,554 

0.092 

4.0 

65-56 . . . 

589 

1 434 

1 776 

1,266 

0075 

3,3 

1956-67 . . . 

4,857 

1,898 

2,044 

2,933 

0.175 

7.8 

67-68 . . . 

688 

1,097 

644 

810 

0.048 

2.1 

68-59 . . . 

1,600 

1,798 

1,322 

1,573 

0.094 

4.1 

69-60 . . . 

1,204 

1,026 

1,410 

1,213 

0 072 

3.1 

60-61 . . . 

958 

1,141 

443 

847 

0.050 

2.2 

10 Years’ Average 

1,539 

1,540 

1,334 

1,470 

0.087 

3.8 

18 Yean’ Average 

1,403 

1,458 

1358 

1,406 

0 084 

3.6 


* Not considered for calculating the average. 


(39.6) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 

and the volume of flow by months 

SERIAL No. 39 


River NBRA Site VIR Month DECEMBER 


Tear 

{June to May) 

1-10 

Mean disch 

11-20 

arge {Cusecs) 

21-31 

Whole 

month 

Volume of flow for 
the month 

M. A. F. 

T. M. C. 

1942-43* . . . 

N.A. 

N.A. 

N.A. 




43-44 . , . 

1,563 

1,612 

1,291 

1,450 

0.089 

3.9 

44-46 , . • 

1,843 

1,766 

974 

1,506 

0.093 

40 

46-46 . . ■ 

1,517 

1,400 

1,485 

1,468 

0.090 

3.9 

1946-47 . . . 

1,139 

1,370 

1,194 

1,233 

0.076 

3.3 

47-48 . . . 

1,529 

1,078 

1,430 

1,348 

0.083 

36 

48-49 . . . 

384 

1,441 

1,699 

1,156 

0.071 

31 

49-50 ... 

1,597 

1,630 

1,285 

1.497 

0.092 

4.0 

60-51 . . • 

1,293 

1,258 

1,235 

1,261 

0.078 

3-4 

8 Tears' Average 

1,358 

1,430 

1,312 

1,365 

0.084 

3.7 

1961-52 . . • 

1,104 

980 

1,568 

1,225 

0.075 

3.3 

62-53 . . • 

2,905 

1,727 

1,182 

1,914 

0.118 

5.1 

63-54 . • . 

1,742 

1,362 

1,993 

1,708 

0.105 

4.6 

54-56 . - ■ 

988 

1,652 

1,178 

1,270 

0078 

3.4 

55-56 . . • 

1,236 

1,645 

1,583 

1,491 

0.092 

4.0 

1956-67 . . » 

913 

1,669 

1,680 

1,394 

0.086 

3.7 

67-58 . • • 

1,765 

1,926 

1,500 

1,723 

0.106 

4.6 

58-69 . • • 

833 

1,059 

1,562 

1,161 

0.071 

3.1 

69-60 . . . 

1,365 

1,828 

1,386 

1,521 

0.094 

4.1 

60-61 . ■ • 

1,768 

1,661 

1,084 

1,489 

0.092 

4.0 

10 Tears’ Average 

1,461 

1,540 

1,470 

1,490 

0.092 

4.0 

18 Years’ Average 

1,415 

1,491 

1,399 

1,434 

0.088 

3.8 


* Not considered for calculating the average. 

(39.7) 











MEAN mSCHAiiQE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF‘PLOW BY MONTHS 




SESlAL No. 39 

Bite VIR 


Month }AN1£^^ 

Tear 

{June to May) 




Volurne of flow for 
the 'month 

hio 

11-20 

21.31 


ry ibalB 

month 

M, A. F, T. 

■ 

U.G. 

1942-43* . . . 

N.A. 

N.A. 

N.A. 




43-44 . . . 

1,280 

1,238 

821 

1,104 

0.068 

30 

44-45 . . . 

1,266 

1,123 

1,013 

1,130 

0.069 

3 0 

46-46 . . . 

1,384 

1,383 

1,046 

1,264 

0.078 

3.4 

1946-47 . . . 

866 

1,292 

924 

1,024 

0.063 

2.7 

47-48 . . . 

1,646 

1,115 

723 

1,147 

0.071 

3.1 

48-49 . . . 

1,685 

1,279 

1,006 

1,313 

0.081 

3.5 

49-60 . . . 

1,370 

1,218 

986 

1,184 

0.073 

3.2 

60-51 . . . 

1,098 

1,094 

1,240 

1,147 

0071 

3.1 

8 Years' Average 

1.324 

1,218 

970 

1,164 

0 072 

3,1 

1951-62 . . . 

704 

968 

590 

745 

0.046 

2.0 

62-63 .. . 

460 

936 

774 

722 

0.044 

19 

63-64 . . . 

1,513 

831 

972 

1,101 

0.068 

29 

64-55 ... 

1,185 

668 

769 

871 

0.054 

2.3 

56-56 . 

1,192 

1,123 

880 

1,059 

0.065 

2.8 

1956-57 ... 

1,286 

869 

985 

1,045 

0.064 

2.8 

67-68 ... 

804 

965 

868 

904 

0.056 

2.4 

68-69 . • . . 

1,047 

629 

457 

703 

0.043 

1.9 

69-60 . . . 

1,144 

899 

799 

943 

0.058 

2.5 

60-61 . . . 

1,572 

712 

722 

993 

0 061 

2.7 

10 Years’ Average 

1,099 

8S8 

782 

909 

0.056 

2.4 

18 Years* Average 

1.199 

1,018 

865 

1,022 

0.063 

2.7 


* Not considered for calculating the aTerage. 


(39.8) 






MEAN DISOHAfiGE BY lO-DAY PEBIODS ANB MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

serial No. 39 


River NIHA 


Site 

VIR 


Month 

1 

1 

y«c*r 

{June to May) 

. Mean discharge (Cusecs) 

Volume of fioui for 
thfi month 

LIO 

1L20 1 

21-28129 

Whole 

month 

M. A. F. T. M.C. 

1942-43* . . . 

N.A. 

N.A. 

N.A. 




43-44 . , . 

1,230 

669 

782 

898 

0.052 

2.3 

44-46 . . . 

954 

927 

69S 

843 

6.047 

2.0 

46-46 ... 

1,064 

.61 

370 

504 

0028 

1.2 

1946-47 . . . 

898 

774 

926 

862 

0 048 

21 

47-48 . . . 

1,036 

861 

621 

816 

0.047 

2.0 

48-49 . . . 

1,116 

642 

800 

856 

0.048 

21 

49-60 . . . 

751 

987 

703 

822 

0.046 

2.0 

50-61 . . . 

888 

697 

299 

652 

0.036 

1.6 

8 Years' Average 

991 

702 

625 

782 

0.043 

1J9 

1951-52 . . . 

6(^ 

669 

747 

636 

0.037 

16 

62-63 . . . 

617 

338 

730 

550 

6.031 

1.3 

63-54 . . . 

854 

689 

441 

677 

0.038 

1.6 

64-66 . . . 

1,216 

626 

891 

912 

0.051 

2.2 

66-66 . T . 

727 

820 

886 

6M 

0.038 

1.6 

1966-67 . . . 

976 

733 

616 

7M’ 

0.044 

IS 

37-68 . . . 

1,199 

903 

681 

ml 

0.052 

2.3 

68-69 . . . 

n% 

1,030 

663 

m 

0.04S 

1.9 

69-60 . . . 

983 

643 

1,438 

972 

0.056 

2.4 

60-61 . . . 

1,236 

861 

172 

794 

6.044 

1.9 

10 Tears' Average 

919 

m 

mo 


oim 

m 

18 Years’Average 981 

707 

645 

776 

0M3 

IS 


* Not considered for oaloulating the average. 











MEAN DISCHABGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 39 


River NmA Site VIR Month MARCH 


Tear '* 

[June to May) 

1 Mean discharge (Cusees) 1 

1 Volume of flow for 

1-10 

11-20 

21-31 1 

1 Whole 

1 mn%ih 

the me 

M. A. F. 

mth 

T. M.C 

1942 43* . . 

N.A. 

N.A. 

N.A, 




43-44 . . 

774, 

700 

680 

717 

0.044 

19 

44-45 , . , 

773 

807 

798 

793 

0.049 

2.1 

45-46 . ., , 

BIO 

686 

627 

640 

0.039 

17 

1946-47 . , , 

826 

809 

692 

773 

0 048 

21 

47-48 , .. . 

456 

613 

712 

565 

0.035 

1.5 

48-49 , . . 

199 

875 

711 

599 

0.037 

1.6 

49-69 . 

758 

756 

801 

773 

0.018 

2.1 

60-61 . , . 

1,694 

689 

668 

970 

O.OaO 

2.6 

S Tears' Average 

1 

§ 

729 

710 

• 729 

0.045 

2.0 

1951-52 , . . 

641 

642 

567 

551 

0.034 

15 

62-63 , , . 

764 

613 

619 

664 

0.041 

1.8 

63-64 . , , 

682 

B12 

636 

662 

0.041 

1.8 

64-66 . ^ , 

663 

841 

749 

715 

0 044 

1.9 

66-66 ... 

669 

646 

760 

636 

0.0^0 

1.8 

1966-67 . . . 

683 

624 

754 

689 

0.042 

1.8 

67-68 . . . 

493 

816 

771 

696 

0.043 

19 

68-69 . . . 

634 

786 

736 

687 

0.042 

1.8 

69-60 . - . 

423 

682 

761 

594 

0.037 

1.6 

60-61 , , . 

1.206 

696 

789 

893 

0.055 

2.4 

I0 Tear$* Average 

644 

682 

713 

681 

0.042 

1.8 

18 Yeare’ Avenge 

690 

703 

712 

702 

0.043 

1.9 


* Not considered for caioulating the average. 


(39.10) 




MEAN DISCHARGE >Y lO-DAY PERIODS AND MONtHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No. 39 


River NIRA VIR Monih APRIL 




Mean discharge (Gusecs) 


Volume of flow for 

Year 




Whole 
mofUh j 

the month 

(June to May) 

1-10 

11-20 

21-30 

M.A.F. 

T. M. C. 

1942-43* . . . 

N.A. 

N.A. 

H.A. 




43-44 . . . 

676 

829 

720 

742 

0.044 

1.9 

44-45 . . . 

764 

749 

965 

823 

0.049 

2.1 

45-46 . . . 

494 

621 

648 

554 

0.033 

14 

1946-47 . , . 

711 

593 

1,039 

781 

0.046 

2.0 

47-48 . . . 

674 

795 

960 

810 

0:048 

2.1 

48-49 ■ . . 

907 

686 

986 

859 

0:051 

2.2 

49-50 , . . 

836 

760 

835 

807 

0.048 

2.1 

60-51 . . . 

768 

837 

852 

816 

0.049 

21 

8 Years’ Average 

m 

720 

876 

774 

0Q46 

2.0, 

1951-52 . . . 

694 

624 

694 

637 

0.038 

1.7- 

52-53 ... 

501 

796 

681 

659 

0 039 

1.7 

53-64 . . . 

796 

718 

766 

756 

0045 

2.0 

54-66 . . . 

818 

797 

730 

778 

0.046 

20 

55-66 . . . 

883 

824 

1,107 

938 

0 056 

2.4 

1966-57 . . . 

816 

1,072 

1,281 

1,056 

0.063 

2.7 

67-68 . . . 

828 

851 

938 

872 

0.052 

2.3 

68-69 ... 

730 

796 

7114 

763 

0.045 

2.0 

69-60 . . . 

922 

1,081 

1,266 

1,086 

0.065 

2.8 

60-61 . . . 

986 

918 

806 

903 

0.054 

2.3 

10 Years’ Average 

787 

848 

901 

845 

0.050 

2.2 

18 Years’ Avenge 

760 

791 

890 

813 

0.048 

2.1 


* Not considered for calculating the average. 


(39.11) 











MEAN DlgGKABG® BY 10-DAY PBRIOBB AND MONTHS 
AND THE YOLtJME OP PLOW BY MONTHS 

SERIAL No. 39 


3Kf»f NIRA 


Site, 

VIR 


Month 

MAY 


Mean, discharge (Cusecs) 

Volume of fiow for 

Fear 





me month 


(June to May) 

1^10 

11-20 

21-31 

Whale 

month 

M. A. F. 1 T. 

M. G 

1942-43* . . . 

N.A., 

NA. 

N.A. 




43-44 . . . 

829 

819 

838 

829 

0.051 

2.2 

44-46 , . . 

693 

807 

861 

789 

0.049 

2.1 

46-46 . * . 

•608 

575 

690 

S94 

0.037 

1.6 

1946-47 . . . 

894 

862 

1,120 

961 

0.059 

2.6 

47-48 . . . 

802 

691 

776 

757 

0.047 

2.0 

48-49 . , , 

993 

1,032 

766 

921 

0.057 

2.S 

49-60 . . , 

694 

737 

98 

496 

0.030 

1.3 

60-61 . . . 

1,036 

949 

926 

968 

0.060 

2.6 

8 Tears’ Average 

806 

808 

758 

789 

0.049 

2.1 

1961-62 . . . 

667 

648 

591 

566 

0.035 

IS 

62-63 . , ! 

653 

684 

622 

652 

0.040 

1.7 

63-64 . . . 

836 

791 

599 

737 

0.045 

2.0 

64-66 . . , 

863 

706 

664 

738 

0.045 

2.0 

66-64 . . . 

887 

825 

772 

826 

0.051 

2.2 

1966-67 . . . 

1,512 

1,388 

1,010 

1,294 

0.080 

3.5 

67-68 ... 

1,016 

1.087 

974 

1,024 

0.063 

2.7 

68-69 . . . 

721 

970 

89 

577 

0.035 

15 

69-60 . . . 

1,241 

1,307 

589 

1,031 

0.063 

2.8 

60-61 . 

961 

964 

406 

765 

0.047 

2.0 

10 Tears’ Average 

m 

927 

631 

821- 

0.050 

2.2 

18 Years' AvMage 

872 

874 

687 

807 

0.050 

2.2 


* Not considered for oalonlating tbe average. 


(39.12) 




MEAN DISGHAHGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 40 


Riper NIRA (BHIMA) 

Site 

SARATI 


Month JANUARY 


1 

Mean discharge (Vusecs) 


V otume of flow, for 

Year 

1 



Whole 

month 

the month 

(June to May) j 

' 1-10 

11-20 

21-31 

m: A.F. j T. M. c. 


1948-49 . 

(9-50 . 
50-51 . 


1951-52 

52- 53 

53- 54 


54 - 55 , . , 

55 - 56 , . . 

119 

167 

143 

143 

0.009 

0.4 

1956-57 , . . 

57 - 58 . . . 

58 - 59 . . . 

274 

258 

118 

207 

0.013 

0.6 

59 - 60 . . . 

60 - 61 . . . 

278 

242 

210 

237 

0.015 

0.6 

3 Years' Average 

224 

222 

157 

196 

0.012 

0.5 


(40.1) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 40 

River NIRA (BHIMA) siu SARATI Month FEBRUARY 


Year 

t Mean discharge (Cusecs) \ 

Volume of flow for 


1 1 

Whole 

month 

the month 

{June to May) 

' ■ ■ .1 

1-10 \ 

11-20 \ 21-28129 

i 1 

M. A. F. j T. M. C. 


1948-49 

49-50 


50-51* . 

69 

68 

67 

68 

0.064 

02- 

l051-.<52 . 

.^2-53 . 







53-64 . i . 







54-55 , . . 

124 

161 

100 

131 

0,007 

0.3 

65-56 . . . 







1966-57 . . . 

67-58 . . . 

99 

87 

92 

93 

0005 

0.2 

58- 59 . . . 

59- 60 . . . 

60- 61 . . . 

201 

164 

97 

152 

0.009 

0.4 

3 Years’ Average 

141 

134 

96 

125 

0.007 

0.3 


* Not considered for calculating the average. 

(40.2) 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 
SERIAL No. 40 

River NIRA (BHIMA) Site SARATI MARCH 


Y ear 1 

Mean discharge (Ousecs) 

1 Volume of flow for 




Whole 

month 

the month 

{June to May) 

1-10 < 1L20 

21-31 

i 

M. A. F. 

1 

[ T. M. C. 


49-50* . 


106 

98 

77 

89 

0.005 

0.2 



58 

56 

6!) 

58 

0.004 

0.2 

105!-52 . 








52-53 . 








53-54 , 








64-56 . 


102 

107 

98 

m 

0.006 

0.3 

55-66 . 








1056-67 . 








67-5S . 


76 

84 

85 

82 

0.005 

0.2 

58-69* . 


45 

38 

45 

42 

0.003 

0.1 

59-60 . 


95 

92 

80 

89 

0.005 

0.2 

60-61 . 








3 Years’ Average 

91 

94 

88 

91 

0.005 

0.2 


* Not considered for calculating the average. 

(40.3) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 40 

River NIRA (BHIMA) Site SARATI Month APRIL 


Mean discharge {Cusecs] 

Volume of flow for 

Y ear i 


the month 

{June to May) 1-10 11-20 \ 21-W 

1 1 

month 

M.A.F. T.M.C. 


1918-49=^ . , . 

118 

110 

114 

114 

0 007 

0,3 

49-50* ... 

74 

73 

69 

72 

0.004 

0.2 

59-61* . . . 

68 

57 

57 

58 

0 003 

0.2 


19C1.52 

52-53 

63-54 


64-55 . . . 

55 56 

164 

72 

88 

108 

0.006 

0.3 

1956-57 . . . 

57-5'! . . . 

81 

77 

100 

86 

Q.OOS 

0 2 

58-59* . . . 

33 

66 

58 

52 

0.003 

0.1 

69-60 . . . 

60-61 , . . 

85 

83 

114 

94 

0.006 

0.2 

3 Years’ Average 

110 

77 

101 

96 

0 006 

0.2 


♦ Not considered for calculating the average. 

(40.4) 



MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 40 

River NIRA (BHIMA) Site SARATI Month MAY 




Mean discharge (Cusecs) 


Volume of flow for 

Tear 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

M.A.F. 

T. M. G. 

1948-49* . . . 

133 

121 

N.A. 

129 

0.008 

0.3 

49-60* . . . 

71 

71 

78 

72 

0.004 

0.2 

60-61* , . . 

1951-52 . . . 

62- 53 . . . 

63- 54 . . , 

68 

6S 

210 

112 

0,007 

0.3 

54-65 . . . 

65-66 . . . 

83 

82 

98 

87 

0.005 

0.2 

1956-67* . . . 

142 

124 

162 

140 

0.009 

0.4 

67-68 . . , 

104 

107 

105 

106 

0.007 

0.3 

68-59* . . . 

61 

76 

186 

95 

0.006 

0.3 

69-60 . . . 

60-61 . . . 

106 

127 

273 

149 

0.009 

0.4 

3 Years’ Average 

98 

105 

159 

114 

0.007 

0.3 


♦ Not considered for calculating the average. 





MEAN DISCHARGE BY 11»DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLO W BY MONTHS 

SmiAL No. 41 


River NffiA (BHIMA) -S»<e NABASINGPUR m»th JAmAM 


Year 

Mean discharge (Gusees) 

Volume of flow for 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

M. A. F. 

T. M.C‘ 

1949-60* . . . 

N.A. 

N.A. 

N.A. 




60-61* . . . 

if 


*> 




1961-62 . . . 

207 

132 

(126) 

154 

0.009 

0.4 

62-53 . . . 

74 

84 

102 

87 

0.005 

02 

63-64* , . , 

212 

212 

159 

193 

0.012 

0.5 

64-66 . . . 
66-66 . . . 

(140) 

286 

262 

227 

0.014 

0.6 

1956-57 . . . 







67- 58* . . . 

68- 69 . . . 

36 

63 

28 

39 

0.002 

0.1 

3 Years' Average 

140 

167 

160 

156 

0.009 

0-4 


Month FEBRUARY 



Volume of flow for 

Tear 




WhoU 

month 

the month 

(June to May) 

1-10 


21-28(29 

M. A.JF. 

T, M. C. 

1949-60* . . . 

N.A. 

N.A. 

N.A. 




60-61* . . . 

126 

139 

156 

141 

0.008 

0-3 

1961-52 . . . 

120 

94 

84 

99 

0.006 

0-2 

62-63 . . . 

76 

62 

43 

61 

0.003 

0.1 

63-64* . . . 

156 

160 

121 

144 

0.008 

0.3 

54-65 . 

65-66 . . . 

227 

236 

214 

249 

0.014 

0.6 

1956-67 . . . 







67-68 . . . 
58-569* . . . 

162 

142 

161 

148 

0.008 

0.4 

3 Years’ Average 

141 

130 

114 

136 

0.008 

0l3 


* Not considered for calculating the average. 

(41.1) 










MEAN DISCHABGE BY 10-DAY PERIODS AND MONTHS 
and THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 41 

River NIRA (BHIMA) NARASINGPUR Month MARCH 



( Mean discharge (Ctisecs) | 

Volume of Jlow fur 

Year 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

M. A. F. .,| T. if,a 


1949-SO* . . . 

N.A, 

N.A. 

139 




60-51* •, . . 

126 

108 

83 

105 

0.006 

03 

1961-62 . . . 

80 

76 

68 

74 

0.005 

02 

62 53 . . * 

21 

23 

22 

22 

0.001 

0.1 

63-64* . . . 

116 

111 

116 

114 

0.007 

0.3 

64-65 . . . 

207 

202 

189 

199 

0.012 

0.5 

65-56 . . . 







1966-57 . . . 







57-68 . . , 







68-69* . . . 

106 

107 

102 

105 

0006 

0.3 

3 Years' Average 

103 

100 

93 

98 

0.006 

0.3 


• Not coMidered for calculating the average, 

(41.2) 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. M 

Ewer NIRA(BHIMA) NARASINGPUR Month APRH. 


Tear ^ 

{June io May) 

Mean discharge [Ousees) 1 

Volume of flow for 
the month 

M. A. F. ! T. M.G- 

1-10 

11-20 

21-30 1 

i 

Whole \ 
month 

1949-60* . . . 

171 

108 

88 

122 

0.007 

0.3 

60-61* . . . 

76 

72 

108 

85 

o.oos 

0.2 

1951-62 . . . 

44 

46 

36 

42 

0.002 

0.1 

52-63 . . . 

21 

112 

81 

77 

0.005 

0.2 

63-64* . . . 

N.A. 

N.A. 

N.A. 




64-66 . . . 

182 

182 

186 

m 

0.011 

0.5 

66-66 . . . 







1966-67 . . . 







67-68 . . * 







68-69* . . . 

97 

101 

123 

107 

0.006 

03 

3 Yean’ Average 

82 

113 

101 

101 

0.006 

0.3 


* Not opnsidored for calculating the average. 

(41.8) 









15MCSJEG1 KERIOm MCMllHS 

jSi® T»E WEDME or BEOW B¥ MONTHS 

8EMIAL Jfo. 41 

River NIRA (KHIMA) Site H^IRMI^NGPUR Month MAY 


Year 

{June to May) 

Mean discharge (Vusecs) 

Volume of fiow for 
the mmih 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. C. 

1949.6** . . . 

84 

71 

N.A._ 




50-61* . . . 

88 

77 

93 

86 

0.005 

0.2 

1961-52 , . . 

29 

23 

11 

24 

0.001 

01 

62-418 . . . 

64 

36 

21 

36 

0 002 

Oil 

63-64* . . . 

N.A. 

N.A. 

N.A, 




64-66 . . . 

185 

168 

224 

191 

0.012 

dS 

56^6* . . . 

N A, 

N.A. 

N.A. 




1966-57* . . . 

103 

90 

71 

88 

0.005 

02 

67*58 . . . 







58-69* . . , 

128 

109 

148 

126 

0.008 

0.3 

69*60 ... 







60 di . . . 







3 YcikM’ Averaff* 

89 

76 

8& 

>4^ 

0.005 

0.2 


* Not considered for calculating the average. 


(41.4) 




MEAN D3ECHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 


SERIAL No. 42 

River YELWANDI (NIRA) Site BHATGHAR Month JUNE 


Year 

{June to May) 

, Mean discharge {Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

T. t 

1941-42 • . . 

Nil 

Nil 

1,725 

575 

0.034 

1.5 

42-43 . . . 



859 

286 

0.017 

0.7 

43-44 . . . 

>> 

1,666 

1,064 

910 

0 054 

2.4 

44-45 . . . 


719 

628 

416 

0.025 

1.1 

4.5-46 . . . 

t » 

Nil 

1,965 

652 

0 039 

17 

1946-47 . . . 

Nil 

Nil 

2,489 

830 

0.049 

22 

47-48 . . . 

9.3 


Nil 

31 

0 002. 

0.1 

48-49 , . . 

Nil 

»> 

t 9 

Nil 

Nil 

Nil 

49-50 . . . 

M 

fl 

99 

99 

»♦ 

ft 

.50-51 . . . 

t9 

91 

ff 

9 9 

9f 

IS 

10 Years’ Averaije 

9 

238 

862 

370 

0:022 

1.0 

1951-52 . . . 

Nil 

Nil 

2,861 

964 

0.057 

2.5 

52-63 . . . 


t1 

1,714 

571 

0.034 

1.5 

53-64 . . . 

ft 

99 

4,092 

1,364 

0.081 

3.5 

54-55 . . . 

It 

9i 

613 

204 

e.Q12 

05 

56-66 . . . 

9t 

9i 

Nil 

Nil 

NU 

Nil 

1966-67 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

57-68 . . . 

>9 

»> 

»» 

99 

ft 

tt 

68-59 . . . 


99 

1,866 

455 

.0.027 

1.2 

59-60 . . . 

t 9 

It 

Nil 

Nil 

Nil 

Nil 

60-61 . . . 

99 


• I 

19 

ft 

$f 

10 Yeari’ Average 

Nil 

Nil 

1,065 

355 

0.021 

0.9 

20 Yean’ Average 

s 

tl9 

063 

362 

0.022 

0.9 


(42.1) 








MEAN DISCHAKGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 42 

River YELWANDI (NIRA) Site BHATGHAR Month JULY 


Year 

{June to May) 

Mean discharge {Cusecs) 

Volume of flow for 
the, month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

[ T. M. G. 

1041-42 . . . 

14,143 

',568 

990 

6,387 

0.393 

17.1 

42-43 ... 

11,374 

.5,223 

9,717 

8,802 

0.541 

23.6 

43-44 . . . 

7,988 

9,057 

7,-ISO 

8,191 

0.504 

21.9 

44-45 . . . 

4,280 

12,174 

10,234 

8,939 

0.550 

23.9 

46-46 . . . 

9,790 

7,4,‘>8 

1,7.30 

6,171 

0.379 

16.5 

1946-47 . . . 

7,345 

3,242 

12,963 

8,016 

0.493 

21.5 

47-48 . . . 

711 

7,909 

4,176 

4,262 

0 262 

11.4 

48-49 . . . 

516 

2,569 

5,114 

2,810 

0173 

7.5 

49-50 , . . 

876 

0,652 

3,411 

. 3,606 

0.222 

9.7 

60-61 . . . 

Nil 

11,117 

8,886 

6,739 

0414 

18.0 

10 Years' Average 

6,702 

6,9S5 

6,481 

6,392 

0,393 

17.1 

1961-52 . . . 

614 

1,148 

6,469 

2,864 

0.176 

7.7 

52-53 . . . 

1,173 

5,942 

1,208 

2,724 

0.167 

7.3 

63-54 . . . 

6,929 

4,846 

1,198 

4,223 

0.260 

11.3 

54-66 . , . 

7,098 

10,104 

1,713 

6,157 

0379 

16.5 

55-.56 . . . 

4,559 

4,359 

2,231 

3,668 

0.226 

9.8 

1956-57 . . . 

11,796 

6,883 

3,765 

7,358 

0 452 

19.7 

57 -58 . . . 

666 

6,757 

2,914 

3,396 

0.209 

9.1 

58-59 . . . 

7,602 

14,619 

3,218 

8,310 

0.511 

22.3 

69-60 . . . 

9,437 

9,098 

9,096 

9,207 

0.566 

24.7 

60-61 . . . 

9,786 

9,281 

4,909 

7,892 

0.485 

21.1 

10 Years Average 

5,966 

7,304 

3,671 

5,580 

0.343 

14.9 

20 Years’ Average 

5,829 

7,144 

5,076 

5,986 

0.368 

16.0 


(42.2) 





MEAN DISCHAEGE EY IG-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY' MONTHS 


SEBIAL No. 42 


Biver YELWANDI (NIRA) 

Site BHATGHAR 


M onth 

AUGUST 

Tear 

Mean discharge (Gusecs) 

Volume of flow for 
the month 




W h 
month 

{June to May) 

1-10 

11-20 

21-31 

M. A. F. 

1 T. M. C. 

1941-42 . . . 

1,994 

5,039 

1,237 

2,708 

0.167 

7.3 

42-4.1 . . . 

8,662 

3,561 

1,353 

4,388 

0.270 

11.8 

4.1-44 . . . 

4,630 

1,357 

607 

2,147 

0.132 

5.8 

44-45 . . . 

9,689 

23,3^9 

8,638 

13,735 

0.845 

36.8 

45-46 . . . 

744 

9,097 

3,689 

4,484 

0.276 

12 0 

1946-47 . . . 

11,299 

7,242 

4,695 

7,611 

0.468 

204 

47-48 . . . 

1,006 

1,141 

7,460 

3,340 

0.205 

8.9 

48-49 , , . 

l,581i 

8,632 

2,244 

4,091 

0.252 

11.0 

49-60 , . . 

9,651 

2,911 

732 

4,280 

c.2e3 

11.5 

1 

o 

6,261 

1,536 

2i6 

2,602. 

0 leo 

70 

10 Years' Average 

5,532 

6,390 

3,080 

4,939 

0.304 

13.2 

1951-52 . . . 

6,874 

2,979 

1,661 

3,768 

0.232 

10.1 

52-53 . . . 

6,824 

6,288 

1,265 

4,356 

0.268 

11.7 

53-54 . . . 

8,553 

8,203 

1,722 

6,016 

0.370 

16.1 

64-55 . . . 

8,041 

4,421 

714 

4,273 

0.263 

114 

65-56 . - . 

3,7.58 

3,795 

4,6ui 

4,034 

0.2^8 

10.8 

1956-57 . . . 

11,476 

4,.538 

1,043 

5,536 

0.340 

14.8 

.57-58 . . . 

5,282 

3,816 

3,495 

4,175 

Q.2W1 

112 

68-59 . . • 

2,164 

2,606 

3,663 

2,835 

0.174 

7.6 

59-60 . . . 

5,001 

1,831 

3,269 

3,364 

0.207 

9,0 

60-61 . . . 

6,802 

5,020 

2,336 

4,642 

0.285 

12.4 

10 Years* Average 

6,478 

4,250 

2,366 

4,300 

0.264 

11.5 

20 Years’ Average 

6,005 

5,320 

2,723 

4,619 

0.284 

~124 


(42.3) 






MffiAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


SERIAL No. i2 

River YELWANDI (NIRA) N*7e BHATGHAR Mor^th SEPTEMBER 


Year 

{June to May, 


Mean discharge (Cusecs) 


Volume of fiow for 

MO 

11-20 

\ 

Whole 

month 

the month 

21-80 

M. A, F. 

T.M. G. 

1941-42 . . . 

283 

764 

196 

414 

0.025 

1.1 

42-43 . . • 

4,188 

313 

335 

1.612 

0.096 

4.2 

43-44 . . . 

56 

927 

623 

735 

0 044 

1.9 

44- 45 » * 

498 

415 

246 

886 

0623 

10 

45-46 . . . 

917 

<01 

',67 

762 

C.045 

2 0 

1946-47 . . . 

1,277 

641 

1,50 

656 

0,039 

1.7 

47-48 . . • 

4,095 

672 

3,4.50 

2,766 

P 161 

7 0 

48-49 ... 

1,028 

389 

443 

• 620 

0.037 

1.6 

49-50 . . . 

957 

265 

1,950 

1,057 

0.063 

2.7 

50-61 ... 

1,609 

632 

331 

791 

0.047 

2.1 

10 Years’ Average 

1,541 

582 

849 

974 

0.058 

2 .r> 

1961-62 . . . 

486 

445 

185 

372 

0.022 

10 

52-53 . . . 

109 

114 

118 

114 

0 007 

0.3 

53-64 . . . 

447 

179 

113 

246 

0.015 

0.6 

64-56 . . . 

4,922 

1,576 

1,380 

2,626 

0.156 

6.8 

65-66 . . . 

6,972 

509 

889 

2 790 

0.166 

7.2 

1956-57 . - . 

850, 

305 

1,186 

780 

0.046 

20 

67-88 . . . 

340 

828 

Nil 

389 

0-023 

10 

58-69 ... 

1,988 

2,169 

»i 

1,386 

0.082 

3.6 

69-60 . . . 

8,473 

994 


3,156 

0.188 

8.2 

60-61 . . . 

1,231 

827 

958 

1,005 

0.060 

2.6 

10 Years" Average 

2,582 

105 

488 

1,286 

0.076 

3.3 

20 Yeiurs’ Average 

2,061 

663 

666 

1,130 

0067 

2.9 



MEAN BISCHARQE BY lGrI>AY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

S^EEJAL No. 42 

Ewet YELWANDI (NIRA) Site BHATGHAR Monm OCTOBER 


Year 

{June to May) 

Mean discharge ( Cusecs) 

Volume of flow for 
the month 

M. A. F. T. AI. G. 

NIO 

1N20 

21-31 

Whole 

month 

1941-42 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

42-43 . . . 

t J 

♦ > 


»» 

9* 

99 

4.3-44 . . . 

242 

693 

64 

324 

0.020 

0.9 

44-46 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

45-46 . . . 


>> 



9 » 

99 

1946-47 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

47'.4§ . . . 

964 

9f 


311 

0.019 

0.8 

48-49 . . . 

199 

67 

f * 

86 

0 005 

0.2 

49-60 . . . 

Nil 

Nil 

> > 

Nil 

Nil 

Nil 

50-51 . . . 

567 

68 

15 

207 

0.013 

0.6 

10 Years’ Average 

197 

82 

8 

93 

0.006 

0.2 

1951-62 . . . 

432 

472 

109 

330 

0.020 

0.9 

.52-53 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

63-54 . . . 

1 

>> 

1 

a 


»• 

51-56 . . . 

216 

71 

ti 

70 

0.004 

0.2 

66-56 . . . 

1,883 

41 

361 

749 

0046 

2.0 

1956-57 . . 

1,416 

1,306 

11 

882 

0.054 

2.4 

57-58 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

68-59 . . . 


1 

»» 

>> 

99 

9 » 

59-60 . . . 

»» 

1 i 

Jf 

19 

19 

.9 7 

60-61 . . . 

> » 

»* 

» 

9 f 

>» 

%f 

10 Years* Average 

395 

182 

48 

203 

0,012 

0.5 

20 Years’ Average 

296 

132 

28 

148 

0.009 

0.4 


( 42 . 5 ) 









MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLITME OP PLOW BY MONTHS 

SERIAL No, 42 

River YELWANDI (NIRA) Site BHATGHAR Month NOVEMBER 




Mean discharge (Cusees) 


Volume of Jlow for 

Year 




Whole 

month 

the month 

(June to May) 

1-10 

1L20 

21-SO 

M.A. F. 

. 

T. M. G. 

1941-42 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

42-43 . . . 

19 

*9 

> 

fs 

9i 

fy 

43-44 . . . 

*> 



if 

i 9 

>9 

44-46 . . . 

9) 

*9 


' * 

•• 

>9 

46-46 . . . 


» » 

»♦ 


99 

i * 

1946-47 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

47-48 . . . 

»» 


91 

i » 

>» 

99 

48-49 . . . 

)» 

>9 

it 

»» 

19 

» > 

49-60 . . . 



99 

»» 

t 1 

>» 

50-61 . . . 

»» 

99 

9* 

99 

99 

99 

10 Tears’ Average 

Nil 

Nil 

Nil' 

Nil 

Nil 

Nil 

1961-52 . . . 

52-63 . . . 

Nil 

y> 

Nil 

»« 

Nil 

9* 

Nil 

99 

m 

f I 

Nil 

j » 

63-64 . . . 

9t 

99 

9> 

99 

*9 

99 

64-56 ... 



ti 

9 9 

9 f 

9 i 

65-66 . . ; 

99 

99 

if 

99 

>» 

9 9 

1956-67 . . . 

365 

23 

.44 

144 

0.009 

6.4 

67-68 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

58-69 . . . 

*> 

99 

»» 

99 

i> 

1* 

69-60 . . . 

*> 

f9 

9 9 

» 

99 

9 9 

60-61 ... 

9> 

99 

9 9 

99 

• t 

99 

10 Years’ Average 

ss 

2 

4 

14 

0.001 

Nil 

20 Years* Average 

18 

1 

2 

7 

Nil 

Nil 


(4a.e) 











MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 42 

Hivtr YELWANDI (NIRA) Site BHATGHAR Month DECEMBER 


Tear 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

\t.m.c 

1941-42 . . . 

276 

149 

241 

222 

0.014 

0.6 

42-43 . . . 

80 

299 

391 

261 

0016 

0.7 

43-44 . . . 

115 

11 

92 

73 

0.004 

0.2 

44.45 . . . 

67 

34 

115 

69 

0.004 

0.2 

45*46 . . . 

34 

149 

103 

95 

0.006 

0.3 

1946-47 ... 

34 

57 

SO 

57 

0004 

0.2 

47-48 . . . 

3 

69 

149 

76 

0.005 

0.2 

48-49 , . . 

23 

115 

11 

49 

0.003 

O.l 

49-50 . . . 

89 

69 

103 

80 

0.005 

0.2 

60-61 . . . 

23 

23 

92 

46 

0.003 

0.1* 

10 Years’ Average 

71 

98 

138 

103 

0.006 

, 0.3 

1951-62 . . . 

69 

69 

172 

106 

0.007 

03 

52-53 . . . 

69 

92 

34 

65 

0004 

0.2 

53-64 . . . 

87 

9 

103 

58 

0 004 

0.2 

64-65 . . . 

46 

230 

161 

146 

0.009 

0.4 

56-66 

69 

92 

92 

84 

0.005 

0.2 

1966-57 , . . 

34 

69 

115 

73 

0.004 

0.2 

57-58 . . . 

23 

127 

80 

77 

0.005 

0.2 

58-59 . . . 

(56) 

(99) 

(102) 

(86) 

(0.005) 

(0.2) 

59-60 . . . 

80 

92 

115 

96 

0.006 

0.3 

60-61 . . . 

67 

115 

46 

72 

0.004 

0.2 

10 Years' Average 

56 

99 

102 

86 

0.005 

0.2 

20 Years’ Average 

64 

98 

120 

95 

0.006 

0.3 


^42.7) 








M^AN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 42 

River YEiWANDI (NIRA) BHATGHAR MowfA JANUARY 




Mean discharge (Ousecs) 


Volume 

of flow for 

Year 

(June to May) 

1-10 

11-20 


Whole 

month 

the Month 

M. A. F. T. m: 0. 

1941-42 . . . 

241 

276 

172 

229 

0014 

0.6 

42-43 . . . 

80 

161 

172 

138 

0.008 

0.4 

43-44 . . . 

Nil 

92 

138 

77 

0.005 

0.2 

44-45 . . . 

57 

80 

103 

80 

0 005 

02 

45-46 . . . 

207 

34 

67 

99 

0.006 

03 

1946r47 . . . 

80 

46 

46 

57 

0.004 

0.2 

47.48 . ... 

69 

46 

80 

65 

0 094 

0 2 

48-49 . . ., 

46 

34 

103 

61 

0.004 

0.2 

49-50 . . . 

46 

23 

103 

57 

0 004 

02 

56-51 . . . 

23 

92 

103 

73 

0.004 

0.2 

10 Years' Average 

85 

88 

108 

94 

0.006 

0.3 

1961-52 . . . 

92 

69 

11 

57 

0.004 

0.2 

62-63 . . . 

92 

69 

11 

57 

0.004 

0.2 

53-64 . . . 

69 

34 

69 

57 

0.004 

8.2 

64-65 . . . 

149 

127 

172 

149 

0.009 

0.4 

55-56 . . . 

149 

103 

149 

134 

0.008 

0.4 

1956-57 . . , 

46 

23 

80 

49 

0.003 

0.1 

57-68 . . . 

69 

116 

46 

77 

0.005 

0.2 

58-69 . . . 

(92) 

(73) 

(69) 

{78} 

(0.005) 

(0.2) 

69-60 . . . 

69 

46 

34 

49 

0.003 

01 

60-61 . . . 

92 

69 

46 

69 

0.004 

0.2 

10 Years’ Average 

92 

7-3 

69 

78 

0.005 

0.2 

20 Years’ Aviivage 

88 

81 

88 

86 

0 005 

02 


( 42 . 8 ) 











MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOl.UME OF FLOW BY MONTHS 

SERIAL No. 42 


River YELWANDI (NIRA) Site BHATGHAR Month FEBRUARY 


1 Mean discharge {Cusecs) 

Volume of flow for 

Year 

{June to May) 

1-10 

11-20 

21-28129 

Whole 

month 

the m( 

M. A. F. 

onth 

T. M. C. 

1941-42 ... 

Nil 

Nil 

Nil 

Nil 

Nil 

NU 

42-43 . . . 

172 

161 

161 

165 

0.009 

0.4 

43-44 . . . 

11 

34 

149 

62 

0.004 

0.2 

44-45 . . . 

57 

103 

87 

72 

0.004 

0.2 

46-46 . . . 

80 

1 

69 

50 

0.003 

0.1 

1946-47 . . . 

11 

92 

69 

57 

0.003 

0.1 

47-48 ... 

57 

69 

23 

51 

0.003 

0.1 

48-49 . . . 

69 

46 

57 

57 

0.003 

01 

49-60 . . . 

149 

69 

1 

78 

0.004 

0.2 

60-61 . . . 

67 

34 

46 

46 

0.003 

0.1 

19 Years' Average 

66 

61 

63 

64 

0.004 

0.2 

1961-52 . . . 

46 

34 

138 

70 

0.004 

0.2 

62-53 . . . 

7 

46 

46 

33 

0.002 

0.1 

63-54 . . . 

23 

80 

34 

46 

0.003 

0.1 

54-56 . . . 

266 

92 

103 

157 

0.009 

0.4 

5.5-66 . . . 

69 

46 

92 

69 

0004 

0.2 

1956.67 ... 

46 

184 

92 

101 

0.006 

0.3 

67-58 . . • 

138 

196 

103 

149 

0.008 

0.4 

68-59 . . - 

(83) 

(89) 

(88) 

{87) 

(0.005) 

(0.2) 

69-60 . . . 

80 

46 

69 

65 

0.004 

0.2 

60-61 . . . 

69 

80 

116 

86 

0005 

0.2 

W Years* Average 

83 

89 

88 

87 

0.005 

0.2 

20 Y«ars' Average 

74 

75 

76 

75 

0.004 

0.2 


( 42 . 9 ) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTES 
AND THE VOLUME OF PLOW BY MONTHS 

SEBIAL No, 42 


Miver YELWANDI (NIRA) Site BHATGHAR 3Ionth MARCH 


; ■ Mean discharge (Cw^ecs) 

Volume of flow for 
the month 

Year j 

{June to May) j 

1-10 

11,20 

21.31 

Whole 

month 

■M. A. F. 

T. M. G. 

ld4l-42 . . . 

161 

966 

1-38 

413 

0.025 

1.1 

42-43 . . . 

34 

11 

69 

38 

0 002 

01 

43-44 . . . 

46 

89 

34 

60 

0.003 

01 

44-46 ... 

115 

57 

230 

137 

0.008 

0.4 

45-46 . . . 

115 

57 

57 

76 

0.005 

0.2 

1946-47 . . . 

80 

69 

23 

■57 

0.004 

0.2 

47-48 . . . 

67 

23 

46 

42 

0.003 

0.1 

48-49 . . . 

92 

103 

69 

88 

0.005 

0.2 

49'’o0 4 . • 

92 

34 

103 

76 

0.005 

0.2 

60-51 . . . 

34 

46 

34 

38 

0 002 

0.1 

10 Years’ Average 

83 

m 

80 

102 

0.006 

0.3 

1961-52 . . . 

23 

23 

57 

34 

0.009 

0.1 

62-53 ... 

34 

34 

46 

38 

0.002 

0.1 

53-54 . . . 

34 

34 

69 

46 

0.003 

0.3 

64-56 . . . 

149 

103 

69 

107 

0.007 

0.3 

66-56 . . . 

149 

67 

138 

115 

0.007 

0:3 

1956-67 . . . 

80 

80 

103 

88 

0.005 

0.2 

67-58 . . . 

103 

116 

80 

99 

0.006 

0.3 

68-59 . . . 

(78) 

(71) 

(71) 

[73) 

(0.004) 

(0.2) 

59-60 . . . 

69 

23 

34 

42 

0.003 

0.1 

60-61 . . . 

57 

172 

48 

90 

0.006 

0.2 

10 Years’ Average 

78 

71 

71 

73 

0.004 

0.2 

28 Yaart' Average 

80 

108 

76 

88 

0.005 

0.2 


{ 42 . 




MEAN DISCHAKGE BY 10-1)AY PERlOBS AND' MONTHS 
AND THE VOLUME OF FLOM^ BY MONTHS 


SERIAL No. 42 

River YELWANDI (NIRA) Site BHATGHAR Month APRIL 


^ Year 

(June to May) 


Mean discharge (Ouseea) 


Volume of flow for 



■MB 

Whole 

the month 

1-10 

11-20 


month 

M. A.F. 

T. M. C. 

1941-42 . . . 

138 

172 

241 

184 

0.011 

0.5 

42-43 . . . 

9 

92 

69 

57 

0.003 

0.1 

43-44 . . . 

80 

4« 

87 

61 

0.004 

02 

44-45 . , . 

69 

11 

23 

34 

0.002 

0.1 

45-46 . , . 

57 

34 

34 

42 

0.002 

0.1 

1946-47 . . . 

46 

28 

115 

61 

0.004 

0.2 

47-48 . . . 

46 

69 

80 

65 

0 004 

0.2 

48-49 . . . 

57 

57 

46 

53 

0003 

0.1 

49-50 . . . 

92 

11 

46 

49 

0.003 

0.1 

50-51 . . . 

67 

69 

46 

57 

0.003 

0.1 

JO Years’ Average 

65 

58 

76 

66 

0^004 

0.2 

1951-52 . . . 

11 

46 

116 

57 

0.003 

0.1 

52-63 . . - 

7 

46 

46 

33 

0.002 

0.1 

63-54 . . . 

46 

92 

34 

57 

0.003 

0.1 

54-55 . . . 

80 

116 

11 

69 

0.004 

0.2 

55-56 . . . 

116 

80 

11 

69 

0.004 

0.2 

1956-67 . . . 

172 

92 

241 

m 

0.010 

04 

67-68 . . . 

116 

80 

34 

76 

0.005 

02 

58-69 , . . 

(76) 

(64) 

(66) 

(67) 

(0.004) 

(0.2) 

69-60 . . . 

80 

23 

11 

38 

0.002 

0.1 

60-61 . . . 

67 

Nil 

Nil 

32 

0.002 

0.1 

10 Years' Average 

76 

64 

56 

67 

0.004 

0.2 

20 Years' Average 70 

61 

66 

66 

0.004 

0.2 













MEAN MSCHABGE BY iO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 42 

River YELWANDl (NIRA) Site BHATGHAR Month MAY 


Year 

{June to May) 

Mean discharge {Cusecs) 

V olume of flow for 

1-10 

n -20 

21-31 

Whole 

month 

the V 

M.A.F. 

lonth 

t! 31. C. 

1941-42 . . . 

149 

263 

138 

180 

0.011 

05 

42-43 . . . 

103 

23 

149 

94 

0.006 

0.3 

43-44 

67 

207 

103 

122 

0.008 

0.3 

44-45 . . . 

103 

266 

116 

161 

0.010 

0.4 

46-46 . . . 

80 

23 

46 

49 

0.003 

0.1 

1946-47 , , . 

69 

46 

11 

42 

0.003 

0.1 

47-48 . . . 

80 

80 

11 

S7 

0.004 

0.2 

48-49 . , . 

3 

34 

11 

16 

0001 

Nil 

49-60 . . . 

67 

92 

34 

61 

0.004 

0.2 

50-51 . . . 

80 

34 

116 

78 

0.005 

0.3 

10 Years' Average 

78 

106 

73 

86 

0.005 

0.2 

1951-62 . . . 

103 

69 

23 

65 

0.004 

02 

62-63 . . . 

34 

46 

46 

42 

0.003 

0.1 

63-64 . . . 

103 

34 

69 

69 

0.004 

0.2 

64-65 . . . 

34 

103 

67 

65 

0.004 

0.2 

66-66 . . . 

69 

138 

92 

100 

0.006 

0.3 

1966-67 . . . 

207 

103 

57 

120 

0.007 

0.3 

67-58 . . . 

115 

92 

149 

119 

0.007 

03 

68-69 , . . 

(83) 

(79) 

(94) 

(86) 

(0.005) (0.2) 

60-60 . . . 

46 

80 

265 

135 

0.008 

0.4 

60-61 . . . 

34 

46 

92 

57 

0.004 

0.2 

10 Years* Average 

83 

79 

94 

86 

0.005 

0.2 

20 Years'Average 80 

92 


86 

0.005 

0.2 













VOLUMK OP AIWOAL PLOW 
SERIAL No. 43 

River GUNJAWANI (NIRA) Site MOHRI 


Tear 

Volume of flow 


M. A. F. 

T.M.C. 

1906 

0.305 

13.3 

07 

0.647 

28.2 

08 

0.574 

25.0 

09 

0.603 

21.9 

10 

0.622 

27.1 

1911 

0.177 

7.7 

12 

0.491 

21.4 

13 

0 562 

24.5 

U 

0.719 

.31.3 

16 

0.494 

21,6 

1916 

0.292 

12.7 

17 

0.667 

24.7 

18 

0.170 

7.4 

19 

0.649 

23.9 

20 

0.649 

23.0 

1921 

0.468 

20.4 

1.1,22 to 30.4.22* 0.002 

0.1 

1922-23 

0.663 


23-24 

0.482 

21.0 

24-25 

0.468 

20.4 

25-26 

0.420 

18.3 

20 Years* 
Average 

0.486 

21.2 


* Not oonaidered for calculating the average. 

NOTE The figures for the years 1906 to 1919, except the figures for 1916 which 
are for twelve months, are the volumes of flow for seven months (June to 
December) only. The figures for the years 1922-23 to 1926-26 are for 
twelve months from Ist. May to 30th. April. The position regarding figures 
for 1920 and 1921 is not clear. 


(48.1) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 44 

River SINA (BHIMA) Site HATWALAN Month JUNE 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

M. A. F. T. M. G. 

MO 

11-20 

2'l-30 

Whole 

month 

1901-02 . . . 







02-03 . . . 

105 

Nil 

65 

57 

0.003 

0.1 

0.3-04 ... 

191 

206 

300 

231 

0.014 

0.6 

04-05* . . . 

3 

47 

143 

65 

0.004 

0.2 

05-06* . . . 

Nil 

4 

396 

133 

0.008 

0.3 

1906-07 . . . 

163 

204 

44 

137 

0.008 

04 

07-08 . . . 

78 

683 

2 

221 

0.013 

0.6 

08-09* . . . 

N.A. 

N.A. 

N.A. 




09-10 . . . 

Nil 

114 

164 

89 

0.005 

0.2 

10-11 . . . 

ft 

1,125 

758 

628 

0.037 

1.6 

1911-12 . . . 

805 

70 

4 

293 

0.017 

0.8 

12-13 . . . 

Nil 

7 

352 

120 

0.007 

0.3 

13-14 ... 


24 

2,260 

760 

0.045 

2.0 

14-15 . . . 

85 

100 

2,029 

738 

0.044 

19 

15-16 , . ■ 

Nil 

352 

416 

256 

0 015 

07 

11 Years' Average 

130 

253 

580 

321 

0.019 

0.8 

1946-47 . . . 







47-48 . . . 







4S-49 . . • 

Nil 

4 

10 

4 

Nil 

Nil 

49-50 . . • 

165 

6 

680 

250 

0.015 

0.6 

50-51 . . . 

382 

2 

Nil 

128 

0.008 

0.3 

1961-52 . . . 

1 

1 

223 

75 

0004 

0.2 

52-53 . . . 

961 

821 

9 

594 

0.035 

1.5 

53-54* . . . 

N.A. 

N.A. 

N.A. 




.54-55 . . . 

(Nil) 

8 

394 

134 

0.008 

0.3 

55-56 . . . 

74 

181 

6 

'87 

0.005 

0.2 

1956-67 . . . 

15 

80 

193 

96 

0.006 

0.2 

57-58 . . . 

2 

71 

1,476 

516 

0.031 

1.3 

58-59* . . . 

N.A. 

N.A. 

N.A. 




59-60 . . . 

276 

78 

654 

336 

0.020 

0.9 

60-61 . . . 







10 Years’ Average 

187 

125 

354 

222 

0.013 

0.6 

21 Year*’ Average 

157 

192 

473 

274 

0.016 

0.7 


* Not considered for calculating the average. 


( 44 . 1 ) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 44 


River SINA(BHIMA) Site HATWALAN ^ordh JULY 


Year 

Mean discharge (Cusecs) 

Volume 

of flow for 


i 


Whole 

month 

trie montn 

{June to May) 

1-10 

j 11-20 

1 

21-31 

M. A. F. 

j T. M. C 

1901-02 . . . 







02-0.'5 . . . 

386 

14 

Nil 

129 

0.008 

0.3 

03-04 . . . 

770 

10 

6 

254 

0.016 

0.7 

04-05* . . . 

3 

N.A. 

N.A. 




06 06* . , . 

10 

Nil 

11 

7 

Nil 

Nil 

1906-07 . . , 

Nil 

30 

1 

10 

0.001 

Nil 

07-08 . . . 

213 

834 

8 

341 

0021 

0.9 

08-09* . . . 

N.A. 

N.A. 

N.A. 




09-10 . . . 

4 

Nil 

Nil 

1 

Nil 

Nil 

10-11 , . , 

5 

126 

1,035 

409 

0.025 

1.1 

1911-12 . . . 

1,978 

138 

164 

737 

0.045 

2.0 

12-13 . . , 

8 

Nil 

Nil 

2 

Nil 

Nil 

13.J4 . . . 

1,669 

908 

22 

807 

0.050 

2.2 

14 16 . . . 

6 

1 

1 

3 

Nil 

Nil 

16-16 . . . 

24 

951 

268 

409 

0.025 

1.1 

11 Years' Average 

451 

274- 

m 

282 

0.017 

0.8 

1946-47 . . . 
4-7-48 . . . 













48-49 . . . 

8 

9 

11 

9 

0 001 

Nil 

49-60 . . . 

22 

11 

(Nil) 

11 

0.001 

*9 

60-51 . . . 

217 

1 

1 

71 

0.004 

0.2 

1951-52 . . . 

270 

792 

58 

363 

0.022 

1.0 

52-53 . . . 

62 

1 

1 

21 

0 001 

0.1 

63-64* . . . 

N.A. 

N.A. 

136 




54-66 . . . 

11 

8 

500 

184 

0 011 

0 5 

56-56 . . . 

2 

6 

81 

31 

0.002 

0.1 

1956-67 , . . 

18 

106 

122 

83 

0 005 

0.2 

57-68 . . . 

112 

22 

16 

49 

0.003 

0.1 

68.69* . . . 

N.A. 

N.A. 

N.A. 


5!t-60 . . , 
60-61 , . . 

7 

4 

6 

6 

Nil 

Nil 

10 Years' Average 

73 

96 

93 

83 

0.005 

0.2 

21 Years’ Average 

271 

189 

109 

187 

0.011 

0.5 


* Not considered for calculating the average. 


( 44 . 2 ) 







MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 44 


River SIN A (BHIMA) Site HATWALAN Month AUGUST 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume ofjtou'for 
the month 

1-10 

11-20 j 

21-31 

Whole 

month 

M. A. F. 

T. M. C. 

1901-02 . . . 







02-03 . . . 

Nil 

52 

53 

35 

0.002 

0.1 

03-04 . . . 

4 

13 

9 

9 

0.001 

NU 

04-05* . . . 

N.A. 

N.A. 

N.A. 




05-06* . . . 

Nil 

3 

12 

5 

Nil 

Ni^ 

1906-07 . . 

Nil 

507 

1,167 

578 

0.036 

1.5 

07-08 . . . 

5 

23 

13 

14 

0.001 

NU 

08-09* . , . . 

N.A. 

N.A. 

N.A. 




09-10 . . . 

Nil 

Nil 

631 

224 

0.014 

06 

10-11 . . . 

17 

6 

381 

143 

0.009 

0.4 

1911-12 ... 

117 

30 

29 

58 

0.004 

0.2 

12-13 . . . 

Nil 

Nil 

82 

29 

0.002 

0.1 

13-14 . . . 

6 

3 

4 

4 

Nil 

Nil 

11-15 . . . 

2 

1,340 

rr 

1 

435 

0.027 

1.2 

15.16 . . .. 

3 

6 

20 

10 

O.COl 

Nil 

11 Years’ Average 

14 

180 

218 

140 

0.009 

0.4 

1946-47 . . . 







47-48 . . . 







48-49 . . . 

132 

20 

12 

53 

0.003 

01 

49-50 . . . 

2 

1 

138 

50 

0 003 

0.1 

60-51 . , . 

1 

1 

57 

21 

0.001 

0.1 

1951-52 . . . 

13 

9 

9 

10 

0.001 

Nil 

52-53 . . . 

1 

Nil 

Nil 

Nil 

Nil 


53-54* . . . 

Nil 

> • 


i • 

i * 


54-55 . . . 

30 

23 

11 

21 

0.001 

0.1 

55-56 . . . 

151 

6 

67 

74 

0.005 

0.2 

1956-57 . . . 

242 

113 

590 

324 

0020 

0.9 

57-58 . . . 

2.113 

415 

473 

983 

0.060 

2.6 

58-59* ... 

N.A. 

N.A. 

N.A. 




59-60 . . . 

4 

2 

300 

109 

0.007 

0.3 

60-61 . . . 







10 Years’ Average 

269 

59 

166 

164 

0.010 

0.4 

21 Years’ Average 

135 

122 

193 

152 

0.009 

0.4 


Net considered for ealoulating the average. 

( 44 . 3 ) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 44 


River SINA (BHIMA) Site HATWALAN Month SEPTEMBER 


Year 

(June to May) 

Mean discharge {Gusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

T. M. G 

1901-02 







02-03 . . . 

44 

285 

7 

112 

0 007 

0,3 

03-04 . . . 

92 

20 

360 

157 

0.G09 

0.4 

04-05* . . . 

750 

436 

13 

249 

0 015 

0.6 

06-05* . . . 

N.A. 

N.A. 

N.A. 




1906-07 . . . 

28 

3 

129 

53 

0.003 

0 1 

07-08 ... 

44 

9 

16 

23 

0 001 

0 1 

08-09* . . . 

N.A. 

N.A. 

N.A. 




09-10 . . . 

667 

17 

1,886 

825 

0 049 

21 

10-11 . . . 

3,142 

377 

2,660 

2,059 

0.123 

53 

1911-12 . . . 

30 

12 

42 

28 

0002 

0.1 

1213 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

13-14 . . . 

3 

28 

214 

81 

0.005 

0.2 

14-16 . . . 

2 

2,466 

695 

1.021 

0.061 

2.6 

16-16 . . . 

296 

86 

412 

265 

0.016 

0.7 

11 Years' Average 

386 

300 

575 

420 

0.025 

1.1 

1946-47 . . . 







47-48 . . . 







48-49 . . . 

19 

16 

1,372 

469 

0.028 

1.2 

49-60 . . . 

2,769 

7 

1,159 

1,308 

0.078 

3.4 

60-61 . . . 

324 

1,602 

1,383 

1,103 

0-066 

2.9 

1961-62 . . . 

120 

177 

63 

116 

0.007 

0.3 

52-53 ... 

Nil 

Nil 

271 

90 

0.005 

02 

63-64* . . . 

143 

427 

42 

209 

0.012 

0.5 

64-56 . . . 

667 

297 

212 

392 

0.O23 

1.0 

65-56 . . .■ 

6 

21 

1,476 

501 

0.030 

13 

1956-67 . . . 

468 

557 

1,079 

698 

0.042 

1.8 

57-68 , . . 

201 

708 

542 

484 

0.029 

1.3 

68-59* . . . 

N.A. 

N.A, 

N.A. 




69-60 ... 

21 

16 

1,170 

402 

0.024 

1.0 

60-61 . . . 







10 Years’ Average 

458 

340 

872 

556 

0.033 

1.4 

21 Years’ Average 

420 

319 

716 

485 

0.029 

1.3 


* Not considered for calculating the average. 





MEA]\ DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 
SERIAL No. U 

River SINA{BHIMA) Site HATWALAN Month OCTOBER 


Year 

(June to May) 


Mean discharge (Guseca) 


Volume of flow for 

MO 

11-20 

21-31 

Whole 

month 

the m 

M. A. F. 

onth 

T. M. G. 

ieoi -02 . . . 







02-03 . . . 

4 

5 

1 

3 

Nil 

NU 

03-04 . . . 

1,734 

83 

39 

600 

0.037 

1.6 

Oi-on* . . . 

9 

364 

44 

136 

O.0O8 

0.4 

06-06* . . . 

Nil 

49 

24 

25 

0.002 

0.1 

1906-07 . . . 

16 

4 

1 

7 

Nil 

NU 

07-08 . . . 

7 

4 

2 

4 

tr 


08-09* . . ; 

N.A. 

N.A. 

N.A. 




09-10 . . . 

292 

71 

44 

133 

0.008 

0.4 

10-11 . . . 

665 

336 

284 

420 

0.026 

1.1 

1911-12 . . . 

10 

Nil 

Nil 

3 

Nil 

NU 

12.13 . . . 

133 

148 

27 

57 

0.004 

0.2 

13-14 . . . 

6 

173 

2 

58 

0.004 

0.2 

14-16 . . . 

90 

33 

17 

46 

0.003 

0.1 

15-16 . . . 

655 

229 

14 

290 

0.018 

0.8 

11 Year*' Average 

327 

99 

39 

147 

0.009 

0.4 

1946-47 . . . 







47-48 . . . 







48-49 . . . 

141 

146 

49 

no 

0.007 

0.3 

49-50 . . . 

324 

684 

366 

451 

0.028 

1.2 

50-61 . . . 

426 

146 

46 

201 

0.012 

0.5 

1961-22 . . . 

708 

83 

29 

266 

0.016 

0.7 

62-63 , . . 

82 

122 

101 

102 

0.006 

0.3 

63-54* . . . 

733 

35 

6 

249 

0.015 

07 

54-56 . . . 

126 

103 

102 

112 

0 007 

0.3 

65-56 . . , 

891 

637 

1,012 

852 

0.052 

2.3 

1966-57 . . . 

2,885 

817 

411 

1,340 

0.082 

3.6 

67-68 . . . 

430 

64 

1,193 

583 

0.036 

1.6 

68-59* . . . 

N.A. 

N.A. 

N.A. 




59-60 . . . 

2,662 

710 

645 

1,246 

0.077 

3.3 

60-61 . . . 







10 Years' Average 

856 

3S1 

384 

526 

0.032 

1.4 

21 Years’ Average 

579 

219 

204 

328 

0.020 

0.9 


* Not considered for calculating the averag©( 

(44.S) 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 
SERIAL No. 44 

River SINA (BHIMA) SiU HATWALAN Month NOVEMBER 


Year 

{June to May) 

1 Mean discharge {Cusecs) 

r Volume of flow for 




1 Whole 

1 month 

1 the month 

1-lV , 

' i 

11-20 1 
_J 

21-30 j 

M. A. F. ’ 

T. M. G. 


1901-02 


02-03 . . . 

66 

9 

5 

26 

0.002 

01 

03-04 . . . 

24 

18 

18 

20 

0001 

01 

04-06* . . . 

17 

6 

1 

8 

Nil 

Nil 

06-06* . . . 

Nil 

Nil 

Nil 

Nil 


> 

1906 07 . . . 

3 

Nil 

Nil 

1 

Nil 

Nil 

07-08 . . . 

2 

*i 

>9 

Nil 

) > 

> J 

08-09* . . . 

N.A. 

N.A. 

N.A. 




09-10 . . , 

20 

5 

Nil 

8 

Nil 

Nil 

10-11 ... 

171 

205 

95 

157 

0.009 

0 4 

1911-12 . . . 

Nil 

Nil 

143 

48 

0003 

0 1 

12-13 . . . 

i 9 

9> 

124 

41 

0.002 

0 1 

13-14 . . . 

>9 


Nil 

Nil 

Nil 

Nil 

14-16 . . . 

26 

9 

6 

13 

0001 

9 1 

16-16 . . . 

34 

36 

28 

33 

0.002 

0.1 

11 Years’ Average 

31 

26 

38 

32 

0.092 

0.1 

1946-47 . . . 







47-48 . , . 







48-49 . . . 

176 

30 

663 

289 

0.017 

0.7 

49-60 . . 

190 

131 

00 

137 

0.008 

0.4 

60-61 . . . 

14 

10 

7 

11 

0.001 

Nil 

1951-62 . . . 

16 

6 

16 

13 

0.001 

Nil 

52-63 . . . 

3 

2 

2 

2 

Nil 


63-54* . . . 

1 

1 

N.A. 




64-56 . . . 

72 

63 

28 

54 

0.003 

0.1 

55-66 . . . 

602 

136 

66 

235 

0.014 

0.6 

1956-67 , . . 

424 

234 

242 

300 

0.018 

08 

57-68 . . . 

91 

72 

44 

69 

0.004 

02 

58-69* . . . 

N.A. 

N.A. 

N.A. 




59-60 . . . 

93 

591 

46 

243 

0014 

0.6 

60-61 . . . 







10 Years’ Average 

158 

128 

120 

135 

0.008 

0.3 

21 Years* Average 

92 

74 

77 

81 

0.005 

0.2 


* Not considered for calculating the average. 


( 44 . 6 ) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 44 

River SINA (BHIMA) Site HATWALAN Month DECEMBER 


Year 

[ Mean discharge (Gusecs) 1 

Volume of flow for 


1 

Whole I 
month 

the month 

(June to May) 

' 1 

1 ^ 

n-20 21-81 

M.A.F. 

T.MG. 


1901-02 . . . 







02-03 . . , 

5 

29 

4 

12 

0.001 

Nil 

03-04 ... 

17 

14 

8 

13 

0.001 


04-06* . . . 

Nil 

Nil 

Nil 

mi 

Nil 

ff 

05-06* . . . 

9 5 

9» 

> > 

9t 

>9 


1906-07 ... 

Nil 

Nil 

87 

31 

0.002 

0.1 

07-08 . . . 

ff 

n.’a. 

Nil 

Nil 

Nil 

Nil 

08-09* . . . 

N.A. 

N.A. 




1)9-LO . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

10 11 ... 

54 

45 

42 

47 

0.003 

0.1 

1911-12 . . . 

37 

Nil 

Nil 

12 

0.001 

m 

12-13 . . . 

' Nil 

t* 

>» 

Nil 

Nil 

ft 

13-14 . . . 

29 

t9 

>* 

9 

0.001 

ft 

14-15 ... 

3 

2 

2 

3 

Nil 

>• 

15-16 . . . 

26 

20 

418 

163 

0.010 

0.4 

11 Years’ Average 

16 

10 

51 

26 

0.002 

0.1 

1916-47 . . . 







47-48 . . . 







48-49 . . . 

99 

40 

23 

,53 

0.003 

0.1 

49-50 . . . 

28 

4 

5 

12 

0.001 

Nil 

60-61 . . . 

6 

5 

5 

5 

Nil 

9» 

1951-52 . . . 

4 

3 

2 

3 

Nil 

Nil 

.52-53 . . . 

1 

Nil 

Nil 

Nil 

it 


53-54* . . . 

N.A. 

N.A. 

N.A. 




64-55 . . . 

(22) 

(18) 

(15) 

(18) 

(0.001) 

(Nil) 

65-56 . . . 

63 

47 

27 

41 

o:oo3 

0.1 

1966-57 . . . 

121 

69 

51 

79 

0.005 

0.2 

67-68 . . . 

29 

22 

17 

23 

0.001 

0.1 

58-59* . . . 

N.A. 

N.A. 

N.A. 




69-60 . . . 

26 

18 

16 

20 

0.001 

0.1 

60-61 . . • 







10 Years’ Average 

39 

23 

16 

25 

0.002 

0.1 

21 Years’ Average 

27 

16 

34 

26 

0.002 

0 .1™ 


* Not considered for calculating the average. 


( 44 . 7 ) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
and the VOLOME of flow by MONTHS 

SERIAL No. U 


Rimr SINA(BHIMA) Site HATWALAN Month JANUARY 




Mean, discharge iCusecs) 


Volume 

of flow for 

Tear 

{June to May) 

1-10 

11-20 

21-31 

Whole 

month 

the month 

M. A. F. I T. M. C. 

1901-02 . . . 

02-03 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

m 

03-04 . . . 

6 

6 

6 

6 

ft 

,, 

04-06* . . . 

Nil 

Ni) 

Nil 

Nil 

7 7 

? t 

05-06* . . 


»» 


ft 

if 

9 

1906-07 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

07-08 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

08-09* . . . 

Nil 

Nil 

Nil 

Nil 

Na 

Nil 

09.10 . , . 


• > 

i* 

ft 

9 t 

‘ t 

10-11 . . . 

126 

61 

31 

71 

0.004 

0.2 

1911-12 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

12-13 . . . 


>9 

if 

99 

ft 

9 * 

13-14 , . . 



a 

9 t 

99 

97 

14-16 , . . 

»9 

9 * 

99 

99 

99 

if 

16-16 . . . 



99 

99 

1 9 

J 7 

11 Years’ Average 

12 

6 

S 

7 

Nil 

Nil 

1946-47 , . . 

47-48 . . . 

48-49 . . , 

52 

30 

19 

33 

0.002 

0.1 

49-60 . . . 

(5) 

(5) 

(5) 

(5) 

(Nil) 

(Nil) 

60-51 . . . 

4 

3 

3 

3 

Nil 

Nil 

1951-62 . . . 

1 

1 

1 

1 

Nil 

Nil 

52-63 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

53- 54* . . . 

54- 66 . . . 

N.A. 

11 

N.A. 

9 

N.A. 

8 

9 

0.001 

NO 

65-66 . ... 

24 

21 

21 

22 

0.001 

0.1 

1966 67 . . . 

34 

29 

26 

29 

0.002 

0.1 

67-58 . . . 

12 

12 

11 

11 

0.001 

Na 

58-59* . . . 

13 

11 

10 

11 

0.001 

it 

69-60 . . . 

14 

14 

12 

13 

0.001 

9 t 

60-61 ... 

10 Yeah’ Average 

10 

12 

11 

13 

0.001 

Nil 

21 Years’ Average 

14 

9 

7 

10 

0.001 

Na 


Not considered for calculating the average. 


(44.8) 







MEAN DISCHARGE BY IQ.DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SERIAL No. U 


River SINA (BHIMA) Site HATWALAN Month FEBRUARY’ 


Year 

{June to May) 


Mean discharge {Ousecs) 


F olume of how for 

1-10 

11-20 j 

21-28129 

Whole 

month 

the n 

M. A. F. 

rionth 

T. M. C. 

1901-02 . . . 







02-03 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

03-04 . . . 

6 

5 

4 

6 



04-06* . . . 

Nil 

Nil 

Nil 

Nil 



05-06* . . . 

t> 

9» 

Si 

a 

v 

a 

1906-07 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

07-08 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

08-09* . . . 

Nil 

Nil 

Nil 

Nil. 

Nil 

Nil 

09-10 . . . 


99 

>9 

Si 



10-11 . . . 

27 

22 

20 

23 

0.001 

0.1 

1911-12 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

12-13 . . . 

it 

9» 

ft 

iS 

l>» 

99 

13-14 . . . 

t » 


*i 

iS 

St 

SS 

14-16 , . . 

9 J 

»» 

S) 

it 

it 

Si 

15-16 . . . 

>» 

a 

a 

fS 

Si 

99 

11 Years' Average 

3 

2 

2 

3 

Nil 

Nil 

1946-47 . . . 







47-48 . . . 







48-49 . . . 

19 

20 

15 

18 

0.001 

Nil 

49-50 . . . 

5 

5 

4 

5 

Nil 


60-61 . • . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

1961-52 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

.Nil 

52-53 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

53-54* . . . 

N.A. 

n:a. 

N.A. 




64-56 . . . 

8 

8 

8 

8 

Nil 

Nil 

55-56 . . . 

14 

11 

8 

11 

0.001 

Si 

1966-57 . . . 

23 

18 

16 

19 

0.001 

Nil 

57-68 . . . 

(10) 

(10) 

(10) 

{10) 

(0.001) 

(Nil) 

58-59* . . . 

9 

8 

5 

8 

Nil 

Nil 

59-60 . . . 

11 

9 

7 

9 

0.001 

ss 

60-61 . . . 







10 Years' Average 

9 

8 

-7 

8 

0.001 

Nil 

21 Years’Average 

6 

5 

4 

5 

Nil 

Nil 


* Not considered for calculating the average. 


( 44 . 9 ) 









MS:AN DISCHARGE B'f 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 44 


River SINA (BHIMA) 


Site 

HATWALAN 


Month 

MARCH 



Mean discharge (Cusecs) 


Volume of flow for 

Lear 

{June to May) 

1-10 

j 11-20 

21-31 

Whole 

month 

the month 

M. A. F. T. M. G. 

1901-02 , . . 







02-03 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

03-04 . . . 


n 

fi 

9 f 

>1 

If 

04-05* . , . 



9 9 

9 t 

If 

?9 

06-06* . . . 

If 

♦ » 

i 9 

9* 

9 i 

9 • 

1906-07 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

07-08 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

08-09* . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

09.10 . . . 


*» 

99 

ft 

ff 

9 9 

10-11 . . . 

19 

16 

14 

16 

0.001 

1 1 

1911-12 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(NU) 

12-13 . . . 

** 

»» 

9* 

99 

99 

9 9 

13-14 . , . 



99 

99 

' » 

9 9 

14-15 . . . 


If 

>9 

I ) 

>* 


16-16 . . . 

>» 


1 1 

9% 

>1 

9 9 

11 Years’ Average 

2 

1 

1 

1 

Nil 

Nil 

1946-47 . . . 







47-48 . . . 







48-49 . . . 

10 

9 

1 

9 

0.001 

Nil 

49-60 . . . 

4 

3 

3 

3 

Nil 


60-61 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nii) 

1951-62 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

62-63 . . . 

*> 

5 > 

♦ 9 

if 



63-64* . . . 

N.A. 

N.A. 

N.A. 




64-66 . . . 

7 

7 

6 

7 

Nil 

Nil 

66-66 . . . 

6 

6 

3 

5 

»> 

? 

1966-67 . . . 

12 

10 

9 

10 

0.001 

NU 

57-68 . . . 

8 

6 

4 

6 

Nil 


68-69* . . . 

4 

4 

3 

4 



69-60 . . . 

12 

6 

3 

6 



60-61 . . . 







10 Tears’ Average 

6 

i 

4 

5 

Nil 

Nil 

21 Years* Average 

4 

3 

2 

3 

Nil 

Nil 


* Not ooBsidered for calculating the average. 


(44.10) 







MEAN DISCHAEGE BY IQ-BAY PEEIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. U 


Rivtr SINA(BHIMA) Site HATWALAN Month APRIL 


Tear 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M: A. F. 

T. M. C. 

1901-02 . . . 








02-03 . . . 

Nil 

Nil 

Nil 

Nil 


Nil 

Nil 

03 04 . . . 




9 9 


1 1 

99 

04-05* . , . 



99 

9t 


99 

tt 

06-06* . . . 

i > 

9 y 

tt 

99 


99 

91 

1906-07 . . . 

Nil 

Nil 

Nil 

Nil 


Nil 

Nil 

07-08 . . , 

(Nil) 

(Nil) 

(Nil) 

(Nil) 


(Nil) 

(Nil) 

08-09* , . . 

Nil 

Nil 

Nil 

Nil 


Nil 

Nil 

09-10 . . . 

9> 

>> 

tt 

»» 


»» 

9l 

10-11 ... 

12 

9 

2 

7 


>♦ 

19 

1911-12 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(NU) 

(Nil) 

12-13 . . . 



n 

tt 


19 

9 ‘ 

13-14 , . . 

ft 


> * 

*) 


99 

9 1 

14-15 . . . 

»* 

9 t 

yy 

' 9 


9 1 

91 

15-16 . , . 

y* 


. tt 

9 


t 9 

9 ► 

11 Years’ Average 

1 

1 

Nil 

1 


Nil 

Nil 

1946-47 . . . 








47*4H . , , 








48-49 . . . 

4 

4 

2 

3 


Nil 

Nil 

49-60 ... 

4 

3 

2 

3 


9 t 

9 t 

50-51 . , . 

(NiJ.) 

(Nil) 

(Nn> 

(Nil) 

(Nil) 

(Nil) 

1951-52 . . . 

(Nil) 

(Nil) 

(Nil) 

(Ni 


(Nil) 

(Nil) 

62-53 . , . 


; t 

99 

ft 


f9 

»» 

63-54* . . . 

N.A. 

N.A. 

N.A. 





64-56 . . . 

6 

6 

3 

S 


Nil 

NU 

56-66 . . . 

3 

6 

4 

4 


11 

99 

1956-57 . . . 

63 

12 

7 

27 


0.002 

0.1 

57-58 . . , 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

68-59* . . . 

2 

3 

1 

2 


Nil 

Nil 

69-60 . . . 

2 

2 

1 

2 


M 

11 

60-61 . . . 








10 Tears’ Average 

8 

3 

2 

4 

Nil 

Nil 

21 Yean' Average 

A 

2 

1 

4 

* 

Z 

NU^ 

Nil 


* Not considered for calculating the average. 


(44.11) 








MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OE PLOW BY MONTHS 

8EBIAL No. 44 

Biver SINA (BHIMA) Site HATWALAN Month MAY 


Tear 

{June to May) 

Mean discharge {Cusecs) 

Volume of flow for 
the month 

YIO 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. G. 

1901-02 . . . 







02-03 , . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

03-04 . . . 


99 

} 9 

99 

9 9 

99 

04-06* . . . 

» t 

»> 

99 

99 

f 9 

it 

05-06* . . . 

99 

if 

99 

99 

*9 

i> 

1906-07 . . . 

1 

Nil 

Nil 

Nil 

Nil 

Nil 

07-08 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

08-09* . . , 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

09-10 . . . 

y* 

3i 

9f 

» 9 

)« 

tf 

10-U - . . 

1 

9i 

6 

2 

i» 

• 

191 M2 . . . 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

(Nil) 

12-13 . . . 


99 

99 

99 

99 

9 

13-14 . . . 

99 

tt 

99 

99 

99 

99 

14-15 . . . 


99 

99 

99 

99 

9> 

15-16 ... 

99 

99 

99 

99 

9 9 

1 > 

11 Years’ Average 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

1946-47 . . . 







47-48 . . . 







48-49 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

49-50 ... 

1 

Nil 

4 

2 

Nil 

Nil 

60-51 ... 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

1951-52 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

62-53 . . . 

99 


»> 

99 



53-54* . . . 

N.A. 

N.A. 

N.A. 




54-56 . . . 

2 

1 

1 

1 

Nil 

Nil 

56-66 . . . 

383 

7 

634 

315 

0.019 

08 

1956-57 . . . 

4 

2 

10 

6 

Nil 

Nil 

57-58 . . . 

(Nil) 

(Nil) 

(Nil) 

{Nil) 

(Nil) 

(Nil) 

58-59* . . . 

1 

1 

6 

2 

Nil 

Nil 

59-60 . . . 

1 

8 

10 

7 



60-61 . . . 







10 Years’ Average 

39 

2 

56 

33 

0.002 

0.1 

21 Years' Average 

19 

1 

27 

16 

0.001 

Nil 


* Not considered for calculating the average. 

(44.12] 







MEAN DISCHARGE BY 10-DAY PERIODS AND. MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 45 


River SINA(BHIMA) Site WADAKBAL Month JANUARY 


Year 

(June to May) 

Mean discharge (Cusecs) \ 

Volume of flow for 
the month 

1-10 

11-20 

21-31 ■ . I 

Whole 

month 

M.A.F. i 

T. M. 0. 

1961-52 . . . 







62 53 , . . 

(6) 

6 

4 

0 

NU 

Nil 

53-64 . . , 

9 

8 

•9 

9 

0.001 


54-55 , . . 







66-56 . . , 







1956-67 . . . 







ST-SS* . . . 

106 

99 

93 

99 

0.006 

0.3 

58-69 . . . 

(139) 

(139) 

139 

139 

0.009 

0.4 

69-60 . . . 

96 

160 

128 

125 

0.008 

0.3 

60-61 . . . 

(62) 

(76) 

(70) 

(70) 

(0.004) 

(0.2) 

5 Years' Average 

62 

76 

70 

70 

0.004 

0.2 


Month FEBRUARY 



Mean discharge {Ckisecs) 


Volume of flow for 

Year 





the month 

(June to May) 

1-10 

11-20 

21-28129 

month 

M.A.F.' 

T. M. C. 

1961-52 . . . 







62-63 . . . 

6 

5 

5 

5 

Nil 

NU 

63-64 . . . 

8 

7 

7 

7 

5« 



64.66 . 
55-66 . 


1966-67 . . . 
57-68’» . . . 

100 

96 

9$ 

98 

0.005 

0.2 

68-69 . . . 

126 

127 

125 

126 

0.007 

0.3 

69-60 . , . 

114 

118 

109 

114 

0.007 

0.3 

60-61 . . . 

62 

70 

60 

60 

0.003 

0.1 

5 Years' Average 

61 

65 

61 

62 

0.003 

0.1 


* Not considered for calouleting the average. 










MlAI? MSCJHAKtiE Bt 10.DAY PERIODS AWD MONfHS 
AND THE VOLUME OF FLOW BY MONTHS 

BEEIAL No. M 


SINA (BHIMA) 


Site WADAKBAL 


Fear 
to May] 


1-10 


Mean discharge {Cwsecs) 

1 11-20 21-31 


Month MARCH 


Whole 

Volume of flow for 
the month 

month 

j M. A. F. j T.M.C, 


1961-52* . , , 

2 

a 

2 ■ 

2 

Nil 

NU 

62-53 . . . 

6 

6 

8 


»* 


68-64 . . . 

64-66 . . , 

66-66 . . . 


4 

6 

6 

» 9 


1956-67 ... 

67-58* . . . 

97 

101 

92 

96 

0.006 

0.3 

68-69 . . . 

126 

m 

128 

126 

0008 

0.3 

69-60 . . . 

102 

97 

90 

96 

0006 

0,3 

60-61 . . . 

67 

-59 

11 ■ 

52 

0.003 

0.1 

5 Years^ Average 

tS9 

ts 

S4 

57 

0.003 

01 


* Not considered for caloulating the average. 





MtEAN BiSOttARGE BY 4©-D AY PERIDIXS jANB ^MCaffTiHg 
AND TBE VOBDMB OP PLOW BY UONTHS 
SEBIA^ No, 45 

Mver SINA (BHIMA) ISiU W^AKBAL Month APRIL 



Mean discharge {0usees') 

Volume of flow far 

Year 


1 '! 

Whole 

month 

the month 

{June to May) 

1 

1-10 

11-20 I 21-ZO 

M.A.E. j 



1949-60* . . . 

50-61 . . . 

31 

26 

17 

25 

0001 

0.1 

1951-52* . . . 

2 

3 

2 

2 

Nil 

NU 

52-53 . . . 

4 

6 

6 

S 

if 


03-64 . . . 

64-56 . . . 

66-66 . . . 

1966-57 . . . 

67-68 . . . 

6 

8 

6 

s 



58-69 . . . 

123 

120 

126 

123 

0.007 

03 

69-60 ... 

92 

88 

89 

90 

0 005 

0.2 

60-61 . . . 

66 

38 

38 

44 

0.003 

0.1 

S Years' Average 

56 

51 

53 

54 

0.003 

0;1 


* Not considered for cftloulatiag the average- 

(45.8) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 45 

River SINA (BHIMA) WADAKBAL Month MAY 



Mean discharge {€usees) 1 

Volume of flow for 

Tear 




Whole 

-month 

the month 

{June to May) 

LJO 

, 1 

1 11.20 

21-31 

M. A. F. j T. M. C. 


1949-60* 


• > 

13 

8 

60-61 





1961-62* 



2 

2 

62-63 


• • 

4 

4 

63-64 - 



(4) 

(4) 

54-56 


* • 



55-66 


« * 



1966-67* 


* • 

127 

98 

67-68 

■ 

• • 



68-69 

*' 

• 

122 

122 

69-60 


e • 

83 

41 

60-61 

• 

•- • 

64 

31 

S Years’ Average 

S3 

40 


3 

s 

NO 

NO 

1 

2 

Nil 

NO 

4 

4 


12 

w 

{4) 

(NO; 

(NO) 


97 

107 

0.007 

03 

Nil 

79 

9.005 

0.2 

77 

68 

0.004 

0.2 

67 

48 

0.003 

0.1 

28 

41 

0^002 

0.1 


* Not considered for calculating the average. 

(4§.4) 




MEAN IMSGHARGE BY 10-DAY PERIODS xVND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 
SEBIALl^o. m 

River EKRUK NALLA (SINA; Site EKRUK TANK Month JUNE 



Mean discharge (Gusecs) 

Volume of flow for 

Year 




Whole \ 
month 

the month 

{June >0 May) 

1-10 

j IMO ! 

1 

21-30 

M. A. F. 

T. M. G. 

i'i)44-45 . . . 

Nil 

-38 

Nil 

13 

0.001 

NU 

45-4(i 

J 5 

Nil 

52 

17 

0.001 

>> 


1940-47 . . . 

39 

104 

Nil 

48 

0.003 

0.1 

47-48 . . . 

6 


201 

70 

0.004 

0.2 

48-49 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

NU 

49-50 . . . 

>1 

116 

672 

262 

0.016 

0.7 

60 61 . . . 

133 

Nil 

12 

48 

0 003 

0.1 

7 Years Average 

25 

37 

134 

65 

0.004 

0.2 

1961-52 . . . 

Nil 

Nil 

641 

180 

o.oil 

0.5 

62-53 . . . 

383 

4 

Nil 

129 

0.008 

0.3 

53-54 . . . 

Nil 

439 

» 

146 

0.009 

0.4 

64-56 . . . 

3.10 

124 

124 

193 

0.011 

0.5 

55-66 . . . 

Nil 

118 

26 

48 

0.003 

0.1 


1966-67 . . . 

Nil 

44 

26 

23 

0.001 

04 

57-68 . . . 

#♦ 

Nil 

252 

84 

0.005 

11.2 

68-69 . . • 


t» 

Nil 

Nil 

NU 

m 

69-60 , . . 

240 

6 

>» 

82 

0.005 

0,2 

60-61 . . . 

85 

13 

10 

36 

0.002 

0.1 

10 Years’ Average 

104 

75 

98 

92 

0.605 

0.^, 

17 Years’ Average 

71 

59 

113 

81 

OiOOS 

0.2 






MEAN BISCHAEGE BY 10-BAY PEEIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 46 


River EKRUK NALLA (SINA) Site EKRUK TANK Month JULY 



1 Mean discharge { 0usees) ] 

Volume of flow for 

Tear 




1 Whole 

1 month 

the month 

(June to May) 

1-10 

11-20 i 

21-31 

M. A. F. 1 T M. C. 


1944-45 . . 


183 

109 

45-46 , . 

• 

Nil 

Nil 


1946-47 . . . 

2 

2 

47-48 . . . 

24 

51 

48-49 . . . 

Nil 

1 

49-60 . . . 

197 

78 

60-61 . . . 

Nil 

Nil 

7 Years’ Average 

58 

25 

1951-52 . . . 

Nil 

974 

62-63 . . . 

9 i 

439 

63-64 . . . 

9 

103 

64-65 . . . 

113 

705 

65-56 . . . 

126 

Nil 


1966-67 . . . 

11 

165 

67-58 . . • 

12 

Nil 

68-69 . . . 

Nil 

49 

59-60 . . . 

13 

16 

60-61 . . . 

Nil 

Nil 

19 Years’ Average 

m 

245. 

17 Ymts' Averag* 

41 

155 


57 

114 

0.006 

0.2 

158 

56 

0.003 

0.1 


8 

4 

Nil 

Nil 

12 

29 

0.002 

01 

36 

13 

0.001 

Nil 

299 

195 

0.012 

0 5 

14 

5 

Nil 

Nil 

88 

66 

0.003 

0.1 

Nil 

314 

0.019 

0.8 

15 

147 

0.009 

0.4 

5,346 

1,933 

0.119 

5.2 

3,448 

1,487 

0.091 

4.0 

662 

272 

0 017 

0.7 


2,810 

1,054 

0065 

2.8 

194 

73 

0.004 

0.2 

Nil 

16 

0.001 

NU 

1 

10 

0.001 

n 

45 

16 

0.001 


1,251 

532 

0.033 

1.4 

770 

336 

0021 

0.9 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 


SERIAL No. 46 

River EKRUK NALLA (SINA) Site EKRUK TANK Month AUGUST 


Year 

(Jnnejo Man) | 

1 Meath discharge (Cusecs) 

Volume of flow for 


11-20 1 


Whole 

month 

the month 

1 


21-31 

M.A,F. 1 

T.M.C. 

1944-45 . . . 

4 

Nil 

Nil 

1 

Nil 

NU 

45-46 . . . 

168 

101 

26 

9.6 

0.006 

0.8 


1946-47 . . . 

16 

36 

76 

44 

0.008 

0.1 

47-48 . . . 

103 

394 

511 

341 

0.021 

0.9 

48-49 . . . 

1,115 

280 

27 

460 

0.028 

1.2 

49-50 . . . 

298 

163 

,68 

169 

0.010 

0.5 

50-51 . . . 

Nil 

Nil 

35 

13 

0.001 

Nil 

7 Years’ Average 

243 

139 

105 

161 

0.010 

0.4 

1961-62 . . . 

642 

142 

163 

311 

0.019 

0.8 

52-53 . . . 

9 

1 

Nil 

3 

Nil 

Nil 

53-54 , . . 

1,064 

299 

58 

460 

0.028 

1.2 

54-56 . . . 

1,064 

469 

163 

549 

0.034 

1.5 

5.5-56 . . . 

1,309 

647 

1,683 

1,196 

0.074 

3.2 

1956-67 . . . 

741 

68 

106 

295 

0.018 

0.8 

67-58 . . . 

261 

606 

no 

283 

0.017 

0.8 

58-69 . . . 

29 

1,701 

1,548 

1,107 

0.068 

3,0 

59-60 . . ; 

11 

Nil 

636 

194 

0.012 

0.5 

60-61 . . . 

Nil 

$9 

Nil 

Nil 

Nil 

Nil 

10 Years’ Average - 

512 

371 

437 

440 

0.027 

1.2 

17 Year*’ Average 

401 

276 

300 

32S 

0.020 

0.9 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTBS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 46 

River EKRUK NALLA (SINA) Site EKRUK TANK Month SEPTEMBER 


1 

Year 

j Mean discharge [Guaecs) 

Volume of flow for 



i . 

Whole 

month 

the, month 

{June td May) 

1-10 1 

1 

11-20 

j 21-30 

M. A. F. 

T. M. G. 

1944-45 . . . 

Nil 

112 

45 

52 

0.Q03 

0.1 

45-46 , . . 

162 

'7 

Nil 

56 

0.003 

0 1 


1946-47 . . . 

120 

13 

18 

50 

0003 

0.1 

47-48 . . . 

1 

104 

355 

153 

0009 

04 

48-49 . . . 

28 

118 

1,277 

473 

0.028 

12 

49-50 . . . 

1,425 

459 

8,715 

3,533 

0.210 

9.2 

50-51 . . . 

423 

401 

486 

438 

0 026 

1.1 

7 Years’ Average 

308 

175 

1,555 

680 

0.040 

1.8 

1951-52 . . . 

299 

150 

299 

250 

0.015 

0.6 

52-53 , . . 

Nil 

9 

470 

160 

0.009 

0.4 

63-54 . . . 

1,098 

1,S02 

962 

1,117 

0 066 

2.9 

54-66 . . . 

1,180 

377 

1,064 

874 

0.052 

23 

56-56 . . . 

105 

105 

377 

196 

0.012 

0.5 


1966-57 . . . 

1,302 

163 

741 

735 

0.044 

1.9 

57-68 . . . 

258 

846 

68 

387 

0 023 

1.0 

58-69 . . . 

1,302 

163 

68 

508 

0.030 

1.3 

59-60 . . . 

738 

246 

278 

421 

0.025 

11 

60-61 . . . 

80 

734 

510 

441 

0.026 

11 

10 Yeart’ Average 

636 

410 

481 

509 

0.030 

1.3 

17 Yeart’ Average 

501 

313 

923 

579 

0.034 

15 


f46.4) 











MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 46 

River EKRUK NALLA (SINA) Site EKRUK TANK Month OCTOBER 



1 Mean discharge (Vuaecs) 

Volume of flow for 

Year 

1 


1 

Whole 

the month 

(June to May) 

1-10 

11-20 

21-31 

month 

M.A.F. 

T. M. C. 

1944-45 . . . 


4 

182 

61 

o.oos 

0.2 

46-46 . . . 

Nil 

2 

2 

1 

Nil 

Nil 


1946-47 . . . 

33 

Nil 

Nil 

11 

0.001 

Nil 

47-48 . . . 

45 

62 

12 

39 

0.002 

0.1 

48-49 . . . 

1,646 

841 

364 

899 

0.05S 

2.4 

49-50 . . . 

710 

377 

459 

514 

0.032 

1.4 

60-61 . . . 

665 

377 

298 

439 

0.027 

1.2 

7 Years' Averege 

429 

237 

191 

283 

0.017 

0.8 

1961-52 . . . 

952 

163 

68 

380 

0.023 

1.0 

52-53 . . . 

39 

7 

Nil 

15 

0.001 

NU 

53-64 . . . 

2,390 

1,300 

1,643 

1,738 

0.107 

4.7 

64-56 . . . 

841 

341 

341 

502 

0.031 

1.3 

66-66 . . , 

299 

68 

20 

122 

0.008 

0.3 

1966-67 . . - 

1,064 

1,064 

106 

724 

0.045 

1.9 

57-68 . . . 

163 

Nil 

377 

187 

0.011 

0.5 

58-69 . . . 

58 

105 

68 

73 

0.004 

0.2 

59-60 . . . 

846 

163 

299 

432 

0.027 

1.2 

60-61 . . . 

29 

12 

Nil 

13 

0.001 

Nil 

10 Years’ Average 

668. 

321 

280 

419' 

0.026 

1.1 

17 Years' Average 

570 

287 

243 

363 

0.022 

1.0 


(46.6) 







MEAN DISCHAEGE BT 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


SERIAL No. 48 

River EKRUK NALLA (SINA) Site EKRUK TANK Month NOVEMBER 


i 


Mean discharge (Gusecs) 


Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-30 

M. A. F. 1 

T. M. C. 

1944-45 . . . 

46 

Nil 

Nil 

4 

Nil 

Nil* 

45-46 . . . 

Nil 

i f 

f } 

Nil 


; 1 


1946-47 . . . 

10 

10 

Nil 

7 

Nfl 

Nil 

47-48 . . . 

Nil 

40 

»f 

13 

0.001 

* > 

48-49 . . . 

135 

647 

741 

474 

0.028 

1.2 

49-60 . . . 

68 

Nil 

Nil 

19 

0.001 

Nil 

50-61 . . . 

20 


»» 

7 

Nil 

99 

7 Years' Average 

33 

85 

106 

75 

0.004 

0.2 

1951-52 . . . 

Nil 

Nil 

Nil 

Nil 

NU 

Nil 

62-63 . . . 

9 9 

f » 

99 

»# 

i * 

) i 

63-64 . . . 

228 

57 


£>5 

0.006 

0.2 

64-66 . . . 

120 

Nil 


40 

0.002 

01 

56-56 

20 

) f 

> 9 

7 

NU 

NU 


1966-67.... 

163 

20 

Nil 

61 

0.004 

0.2 

57-58 . . . 

68 

Nil 

9 9 

19 

0.001 

Nil 

58-69 ... 

68 

99 

9 9 

19 

0.001 

j-1 

69-60 . . . 

120 

120 


80 

0005 

0.2 

60-61 . . . 

Nil 

Nil 

>9 

Nil 

Nil 

Nil 

10 Years’ Average 

77 

20 

Nil 

32 

0.002 

0.1 

17 Years’ Average 

59 

47 

44 

SO 

0.003 

0.1 











MEAN discharge B¥ IO-DAY PERIODS AND MONTHS 
AND THE TOLTJME OF FLOW BY MONTHS^ 

SERIAL No. 46 

River EKRDK NALLA (SrNA) Site EKRUK TANK Month DECEMBiH 


Year 

M ean (tit-charge {Cu^ecs) 

Volume of flow for 
the month 




Whole 

month 

(June to May) 

1-10 

11-20 

21-31 

M.A.F. 

T.M.G. 

1944.45 . . . 


4 

8 

S 

Nil 

NU 

46-46 . 

Nil 

Nil 

Nil 

Nil 

>> 

9 * 

1946-47 . . . 

Nil 

Nil 

Nil 

Nil 

Ntt 

NU 

47-48 , . . 

99 

9* 

9i 

99 

99 

»* 

48-49 . . . 

299 

106 

M 

130 

0.008 

0.3 

49-60 . . . 

Nil 

Nil 

t.t 

Nil 

Nil 

Nil 

60-51 . , , 

1 f 

99 

99 

99 


»9 

7 Years' Average 

43 

U 

Nil 

19 

0.001 

0.1 

1961-52 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

NU 

62-53 . . . 


•9 

/9 

*9 


»» 

63-64 . . , 

1» 

»* 

) > 

11 

99 

t 9 

64-55 . . . 

>9 

1 > 

9 9 

9i 

9 • 

9 9 

66-66 . . . 

i 9 

99 

99 

99 

99 

9* 

1956-57 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

67-58 . . . 

»» 

9 9 

> > 

99 

99 

99 

68-59 . . . 

9j 

99 

*9 

»f 

99 

9 9 

59-60 . . . 

99 

9 9 

9 9 

99 

99 

9 9 

60-61 . . . 

9 t 

9 9 

$ > 

9 9 

>9 

99 

10 Years' Average 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

17 Years’ Average 18 

6 

Nil 

8 

m 

Nil 


( 40 . 7 ) 




MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 46 

River EKRUK NALLA (SINA) Site EKRUK TANK Month JANUARY TO APRIL 


Year 

{June to May) 

1 Mean discharge (Cusecs) 

Volume of flow for 

1 



Whole 

month 

the month 

1-10 

11-20 

21-End 

M. A. F. j T, M. C. 


1944-45 . . . 

Nil 

Nil 

46-46 . . . 



1946-47 . . . 

Nil 

Nil 

47-48 . . . 

f> 

*9 

48-49 . . . 


t i 

49-60 . , . 

*9 

>9 

60-61 . ... 

1* 

99 

7 Years’ Average 

Nil 

Nil 

1961-62 . . . 

Nil 

Nil 

62-53 . . . 

if 

>> 

63-64 . . . 

9 

If 

64-66 . . . 

if 

*9 

56-66 . . . 

99 

99 

1966-67 . . . 

Nil 

Nil 

67-68 . . . 


fi 

68-69 . . . 

f » 

it 

69-60 - , . 

99 

*9 

60-61 . . . 

it 

9 9 

10 Years’ Average 

Nil 

Nil 

17 Years' Average 

NU 

NU 


Nil 

Nil 

Nil 

Na 

if 

99 

9 9 

If 

Nil 

Nil 

Nil 

m 

9 9 

ft 

99 

>» 

9 9 

11 

9 9 

»» 

t9 

if 

99 

99 

ii 

if 

9 1 

if 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

m 

m 

9 » 

99 

9 1 

if 

II 

99 

99 

99 

>1 

t t 

9> 

f t 

if 

9 9 

tf 

9 9 


Nil 

Nil 

Nil 

NU 

9 9 


»» 

II 

99 

99 


f i 

9 9 

9 t 

9 9 

>9 

9 9 

ft 

ti 

II 

Nil 

Nil 

Nil 

Nil 

Nil 

NU 

NU 

NU 


( 48 . 8 ) 





MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 46 

River EKRUK NAIXA (SINA) Site EKRUK TANK Month MAY 


Tear 

(June to May) 

Mean discharge (Cusecs) ' 

Volume of flow for 
the month 

110 

1-20 

21-31 

Whole 

Month 

M. A. F. 

T. M. C. 

1943-44* . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

44-46 . . . 




ft 

tf 

99 

46-46 . . . 


>> 

46 

16 

0.001 

99 

1946-47 . . . 

6 

Nil 

Nil 

2 

Nil 

NU 

47-48 . . . 

Nil 

«• 

»9 

Nil 

9 9 

>9 

48-49 . . . 

tf 

14 


5 

9» 

99 

49-60 . . . 


Nil 


Nil 

99 

99 

60-61 . . . 

»» 



>9 

99 

99 

7 Years' Average 

1 

2 

7 

3 

Nil 

Nil 

1961-52 . . . 

Nil 

Nil 

286 

101 

0.006 

0.3 

62-63 . . . 



Nil 

Nil 

NU 

NU 

63-64 . . . 


9) 

1» 

>> 

99 

99 

54-66 . . . 


>> 

101 

36 

0.002 

0.1 

55-66 . . . 

ft 

20 

88 

38 

0.002 

0.1 

1956-67 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

NU 

67-68 . . . 

O 

41 

M 

14 

0.001 

ft 

68-69 . . , 

»» 

Nil 


Nil 

Nil 

99 

69-60 . . . 

if 


r» 

9» 

99 

»» 

60-61 . . . 

»» 

62 

43 

32 

0.002 

0.1 

10 Years’ Average 

Nil 

11 

52 

21 

0.001 

0.1 

17 Years’ Average 

Nil 

7 

33 

14 

0.001 

NU 


♦ Not considered for calculating the average. 


( 46 . 9 ) 











MEAN discharge BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

8EBIAL No. 47 


River TUNGABHADRA Site HALLUR Month JUNE 


Year 

{June to May) 

1 Mean discharge {Cusecs) 

Volume of flow for 
the month 

1-10 

1 11-20 

1 

21-30 

Whole 

month 

M. A. F. 

1 T. C. M. 

1951-52 . . . 

809 

6,669 

8,993 

5,490 

0.327 

14 2 

52-53 . . . 

290 

901 

8,773 

3,321 

0.198 

8.6 

63-64 . . . 

82 

102 

6,400 

2,195 

0.131 

5.7 

64-55 . . . 

7,J96 

8,278 

6,902 

7,125 

0.424 

18.5 

4 Years’ Average 

2.094 

3,988 

7,517 

4 533 

0.270 

11.8 

Month JULY 



Mean discharge. [Cusecs) 


Volume of flow for 

Year 

1 




the month 

{June to May) 


11-20 

21-31 

month 

M. A. F. [ 

T. M. C, 

1951-62 . . . 

3,067 

6,872 

34,061 

14,970 

0.920 

40.1 

62-53 . . . 

7,788 

5,259 

22,685 

12,258 

0.754 

32.8 

53-64 . . . 

65,497 

11,805 

17,326 

31,084 

1.911 

83.3 

54-65 . . . 

31,119 

45,443 

13,979 

29,658 

1.824 

79.4 


- -- * 

— 


--- 

--- 

__ 

4 Years' Average 

26,868 

17.095 

22,013 

21,992 

1.352 

58.9 






Month 

AUGUST 


Mean discharge {Cusecs) \ 

Volume of flow for 

Year 





\ the month 

{June to May) 

1-10 

11.20 

21-31 

14 hole 
month 

M. A. F. 

T. M. C. 

1951-52 . . . 

21,588 

12.457 

11,862 

15,188 

0.934 

40.7 

52-53 

21,675 

22,590 

22,726 

22,330 

1.373 

59.8 

53-54 

45,383 

62,902 

15,704 

40,503 

2.490 

108.5 

54-55 . . . 

50,218 

27,223 

9,625 

28,397 

1.746 

76.1 

4 Years' Average 

34,716 

31,293 

14 977 

26,604 

1 636 

71.3 


(47.1) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
mm THE VOLUME OP PLOW BY MONTHS 

SEBIAL No. 47 


Eimr TtJNCABHADRA Site, HALLUR Month SEPTEMBER 


tear 

{June to May) 

Mean discharge {Cusecs) 

Volume of flow for 
the month 

1.10 

11-20 

21-30 

Whole 

month 

M.A.F. 

T.M.O. 

1951-52 . . . 

3,246 

2,978 

4,540 

3,588 

0.214 

9.3 

52-53 . . . 

5,214 

2,178 

1,696 

3,030 

0.180 

7.9 

53-54 . . . 

6,628 

4,9r)2 

3 322 

4.967 

0.296 

12.9 

64-56 . . . 

12,476 

6,268 

8,077 

8 940 

0.532 

23.2 

4 Years’ Average 

6,891 

4,094 

4,409 

5,131 

0.305 

13.3 

Month OCTOBER 


Mean discharge. {Cusecs) 

Volume of flow for 

Year 


j 



the month 

{June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M.A.F. I' 

T.M.O. 

1961-52 . . . 

9,468 

3,569 

1,649 

4,790 

0.295 

12.8 

62-63 . . . 

6,054 

9,733 

2,695 

6,049 

0.372 

16.2 

63-54 . . . 

4,837 

8,215 

7,798 

6,977 

0.429 

18.7 

64-55 . . . 

4,886 

2,587 

3,661 

3,706 

0.228 

9.9 

4 Years' Average 

6,311 

6,026 

3,948 

5,380 

0.331 

1.44 


Month NOVEMBER 


teat 

Mean discharge (Cusecs) 

V olume of flow for 


11-20 ^ 


Whole 

month 

the month 

{June to May) 

1-10 

\ 


21-30 

M. A. F. j T. M. C. 


1951-52 . . . 

1,217 

804 

1,263 

1,095 

0.065 

2.8 

52-53 . . . 

1,619 

1,171 

941 

1,244 

0.074 

3.2 

53-64 . , . 

4,369 

1,608 

1,029 

2,355 

0.140 

6.1 

54-66 ... 

1,362 

936 

793 

1,027 

0.061 

2.7 

4 Years’ Average 

2,139 

1,145 

1,006 

1.430 

0.085 

3.7 


( 47 . 2 ) 








xMEAN XHSCHARGE BY lOrDAY l^RIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 47 


River TUNGABHADRA Site HALLUR Month DECEMBER 


Year 

{June to May) 

Mean discharge (Cnsecs) 1 

Volume of flow for 
the month 

1-10 

1U20 

21-21 

Whole 

month 

M. A. E. 

T. M. 0. 

1951-52 . . . 

730 

513 

368 

532 

0.033 

1.4 

52-53 . . . 

890 

1,071 

780 

913 

0.056 

2.4 

63-54 . . . 

973 

666 

466 

690 

0.042 

1.8 

54-55 . . . 

639 

733 

622 

664 

0041 

1.8 

4 Years’ Average 

808 

746 

556 

700 

0.043 

1.8 

3Ionth JANUARY 


Mean d%Hcharge {Cii.)iec$) 

Koiwme of flow for 

Year 





the month 

(June to May) 

1-10 

11-20 

1 21-31 

Whole 

month 

M. A. F. 

T. M. 0, 

1960-61^ , . . 

1,046 

826 

712 

857 

0.053 

2.3 

1951-62 . . . 

372 

278 

267 

304 

0.019 

0.8 

52-53 . . . 

655 

551 

489 

563 

0.035 

1.5 

53-54 . . . 

299 

300 

312 

304 

0.019 

0.8 

54-55 . . . 

398 


229 

315 

0.019 

0.8 

4 Years’ Average 

431 

364 

324 

372 

0.023 

1.0 


Month FEBRUARY 


Year 

(June to May) 

110 

Mean discha 

11-20 

rge {0usees) 

21-28129 

Whole 

month 

Volume of flow for 
the month 

M. A. F. j 

T. M. r. 

1950-51* . . . 

813 

621 

424 

526 

0.029 

1.3 

1951-62 . . . 

370 

383 

282 

348 

0.020 

0.9 

62-53 . . . 

418 

291 

231 

319 

0.018 

0.8 

63-54 . . . 

591 

846 

,185 

840 

0.047 

2.0 

54-55 . . , 

1,094 

1,038 

670 

953 

0.053 

2.3 

4 Years’ Average 

618 

640 

592 

615 

0.034 

1.5 


* Not considered for calcuUnng ihe average. 


(47.3) 






MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 47 


River TUNGABHADRA 

Site HALLUR 


Month 

MARCH 


Mean discharge (Cu.'iecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) 

J-10 

! 11-20 

21-31 

M. A. F. 1 

T. M. G. 

1960-61* . . . 

287 

225 

290 

268 

0.016 

0.7 

1951-52 . . . 

300 

200 

229 

242 

0.015 

0.6 

52-53 . . . 

171 

122 

144 

135 

0008 

0.4 

53 64 . . . 

1,120 

6.50 

775 

846 

0 052 

2.3 

54-55 . . . 

707 

673 

5^4- 

699 

0.037 

1.6 

4 Years' Average 

574 

386 

410 

456 

0.028 

1.2 


Month APRIL 



Mean discharge (Gusecs) 


Volume of flow for 
the month 

M. A. F. [ T. M. G. 

Year 

{June to May) 

1-10 

'11-20 

21.80 

Whole 

month 

1950-61* . . . 

216 

220 

291 

242 

0.014 

0.6 

195’-52 . . . 

285 

209 

268 

251 


SI 

52-53 . . . 

160 

120 

66 

115 



53-54 . . 

689 

861 

956 

835 


2.2 

54-55 . . . 

614 

1,051 

1,187 

951 

0.057 

2.5 

4 Years’ Average 

437 

560 

616 

538 

0.032 

14 






Month 

MAY 


Mean discharge (Gusecs) 

Volume offiou. 

for 

Year 





the month 


{June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. \ T 

M. G. 

1950-61* . . . 

298 

485 

425 

404 

0.025 

1.1 

1951-52 . . . 

385 

311 

193 

293 

0.018 

0.8 

52-53 . . . 

160 

12:> 

71 

116 

0.007 

0.3 

63-64 . . . 

.1,009 

1.015 

1,210 

1,082 

0.067 

2.9 

64-55 . . . 

812 

791 

(750) 

783 

0.048 

2.1 

4 Years’ Average 

592 

559 

556 

568 

0.035 

1.5 


♦ Not considered for calculating the average. 


(47.4) 











MEAN DTECHARGE BJ 10;-£>A¥ PEMOJ^ AN® MplWHS 
AND THE VOLUME OF FLOW BY MONTES 

SERIAL No. 48 

Biver TUKGABHADRA Site HARIHAR Month JUNE 



Mean discharge (Gvsecs) \ 

Volume of flow for 

Fear 




1 Whole 
month 

the month 

{June~to May) j 

1-lp 

1L20 

2L30 

M. A. F. 

1 T. M. C. 

1951-52 . . , 

3,607 

9,432 

16,761 

9,933 

0.591 

25.7 

62 53 , . . 

297 

1,084 

9,868 

3,750 

0.223 

9.7 

63-64 . . . 

126 

141 

11,391 

3,886 

0 231 

10 1 

64-65 . . . 

8,127 

14,154 

8,428 

10,266 

0 611 

26.6 

55-66* . . . 

2,297 

6,566 

23,652 

10,505 

0.625 

27.2 

4 Years’ Average 5,744 

6,203 

11,612 

6.959 

0.414 

18.0 


Month JULY 



Mean discharge [Cusecs) 

Volume of flow for 

Year 





the month 

{June io May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. 0. 

1951..52 . . . 

10,148 

9,030 

60,876 

24,239 

1.490 

64.9 

62-53 . . . 

10,289 

8,460 

26,664 

15,509 

0.954 

41.5 

63-54 . . * . 

108,988 

27,067 

30,444 

54,691 

3.363 

146.5 

64-65 . , . 

36,385 

50,192 

14,889 

33,489 

2.059 

897 

65-56* . . . 

31,650 

15,763 

13,761 

20,177 

1.241 

54.0 

4 Years’ Average 41,202 

23,687 

30,718 

31,982 

1 966 

85.6 






Month 

AUGUST 


Mean discharge {Cusecs) 

Volume 0 

f flow for 

Year 





the month 

{June io May) 

1-10 

• 

11-20 

21 31 

month 

M. A. F. 

T. M. C. 

1951-52 . . . 

28,473 

22,763 

17,661 

22,791 

1.401 

61.0 

62 63 . . . 

29,999 

27,456 

26,787 

28,039 

1.724 

75.1 

63-51 . . . 

73,210 

91,377 

30,069 

63,762 

3.921 

170.8 

54-55 . . . 

54,144 

35,346 

11,696 

33,018 

2.030 

88.4 

55-56* . , 

27,963 

16,806 

24,887 

23,273 

1.431 

62.3 

4 Years’ Average 

46,456 

44,235 

21,551 

36,902 

2.269 

98.8 


Not corisio'ered for caleuiating the average. 


(48.1) 












MEAN D18CHABGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 49 

River TUNGABHADRA Site HAVANUR Month SEPTEMBER 


Year 

Mean discharge {Cusecs) 


Volume of flow for 

1-10 

11-20 

21-30 

Whole 

month 

the month 

{June to May) 

1 M. A. F. 

T. M. C. 

1951-62 . . . 

6,763 

6,047 

9,853 

7,554 

0.449 

19.6 

62-53 , . . 

6,998 

3,549 

2,911 

4,486 

0.267 

11.6 

53-54 . . . 

11,669 

8,691 

6,790 

9,050 

0 539 

23.5 

54-65 . . . 

13,874 

7,370 

7,691 

9,645 

0.574 

25.0 

55-56* . , . 

29,766 

17,352 

26,701 

24,606 

1.464 

63.8 

4 Years’ Average 

9,826 

6,414 

6,811 

7,684 

0.457 

19.9 


Month OCTOBER 


Month NOVEMBER 


1 

Mean discharge (Cusecs) 


' V olume of flow for 

Year 

(June to May) 

1-10 

11-20 

21-30 

1 Whole 
month 

the month 

M. A. F. T. M. C 

1950-51* . . . 

6,765 

3,844 

2.439 

4,016 

0.239 

10.4 

1951-62 . . . 

2,844 

2,093 

2,598 

2,512 

0.149 

6.5 

62-63 . . . 

2,296 

1,701 

1,377 

1,774 

0.106 

4.6 

53-54 . . . 

11,079 

3,910 

2 885 

5,958 

0.355 

15.4 

64-55 . . . 

3,963 

2,895 

2,597 

3,152 

0188 

8.2 

4 Years’ Average 

5,046 

2,650 

2,364 

3,349 

0.200 

8.7 


* Not considered for calculating the average. 











MEAN DISCHARGE BY 10-DAY EBRIQI® AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No, 48 


River TUNGABHADRA Site HARIHAR Month DECEMBER 


Year 

{June to May) 

1 Mean 'iischarge (Ousecs) 

1 Volume of flow for 

1 the month 

1~10 

11-20 

21-31 

Whole 

month 

M. A.E. 

T. M. C. 

196[)-51* . , . 

1,648 

1,296 

1,241 

1,390 

0.085 

3.7 

1951-52 . . . 

1,612 

1,294 

1,196 

1,365 

0084 

3.7 

52-63 . . . 

1,206 

1,621 

• 1,148 

1,336 

0.082 

3.6 

53-54 . . . 

2,559 

1,940 

1,600 

2,019 

0.124 

5.4 

54-56 . . . 

2,073 

1,897 

2,004 

1,992 

0.122 

5.3 

4 Years’ Average 1,862 

1,688 

1,487 

1,678 

0.103 

4.5 


Month JANUARY 


Year 

(June to May) 

1 Mean discharge (Cusecs) 

1 Volume of flow for 

1-10 

1 11-20 

21-31 1 

1 Whole 
month 

1 the n 

M. A, E. 

lonth 

i T. M. C. 

1950-51* , . . 

1,086 

1,026 

803 

966 

0.059 

26 

1961-62 . . . 

781 

531 

377 

557 

0034 

1.5 

52 53 . . . 

868 

758 

607 

740 

0.046 

2.0 

63-54 . . . 

1,352 

1.405 

1,472 

1,409 

0.087 

3.8 

64-55 . . . 

1,671 

1,311 

1,097 

1,361 

0.083 

3.6 

4 Ye-rs' Average 1,168 

1,001 

888 

1,014 

0.062 

2.7 


Month FEBRUARY 


1 

Year 

(June to May) \ 

1 Mean discharge (Ousecs) 

Volume of flow for 
the month 

M. A. F. T. M. C. 

1 

1-10 

11-20 

2 -28129 j 

Whole 

month 

1950-51* . . . 

701 

684 

638 

648 

0.036 

1.6 

1951-52 . . . 

346 

468 

429 

410 

0.024 

1.0 

52-53 . . . 

465 

304 

257 

348 

0.019 

0.8 

53-64 

622 

604 

6;0 

612 

0.034 

1.5 

54-55 . 

628 

622 

354 

548 

0.030 

1.3 

4 Years’ Average 515 

497 

412 

480 

0.027 

1.2 


*Not considered for calculating the average. 


( 484 ) 





MEAN ETSCHAEGE BY lO-DAY PERIODS AND MOITTHS 
AND THE VOLUME OP FLOW BY MONTHS 
SERIAL No. 48 

River TUNGABHADRA Site HARIHAR Month MARCH 


Year 

{June to May) 

Mean discharge {Cusecs) 

Volume ij/ jo^jwfor 
the month 

1-10 

1 1 

11-20 

1 

i 

21-81 i 

j 

Whole 

month 

M. A.F. j 

1 T.M-C. 

1950-51* . . . 


364 

252 

275 

296 

0.018 

0.8 

1961-62 . . . 


341 

285 

201 

274 

0.017 

0.7 

62-53 . . . 


195 

166 

116 

157 

0.010 

0.4 

53-54 . . . 


449 

303 

424 

393 

0.024 

1.1 

51-55 . . . 


397 

337 

3-57 

363 

0.022 

1.0 

4 . Years’ Average 

346 

273 

274 

297 

0.018 

0.8 


Month APRIL 


Year 

{June to May) 

1 Mean discharge (Cusecs) \ 

1 Volume of flow for 

[ the month 

M. A. F. 1 T. M. C. 

1-10 

11-20 

21-30 

Whole 

month 

1950-61* . . . 


166 

328 

381 

292 

0.017 

08 

1951-52 . . . 


148 

108 

285 

181 

0.011 

0.5 

62-53 . . . 


149 

452 

487 

363 

0 022 

0.9 

53-64 . . . 


366 

619 

540 

475 

0.028 

1.2 

54-65 . . . 


376 

574 

898 

616 

0.037 

1.6 

4 Years’ Average 

260 

413 

552 

409 

0.024 

10 


Month MAY 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

M. A. F. 1 T. M. C. 

1-10 1 

! 

21-31 

Whole 

month 

1950-51* . . . 

355 

591 

308 

418 

0.026 

1.1 

1961-52 . . . 

501 

3)9 

238 

348 

0.021 

0.9 

52-53 . . . 

215 

120 

92 

141 

0.009 

0.4 

63-54 . . . 

711 

644 

626 

627 

0 039 

1.7 

54-55 . . . 

649 

2,249 

22,578 

8,946 

0.550 

24.0 

4 Years’ Average 519 

808 

5,883 

2,516 

0.153 

68 


* Not considered for calculating the average. 




MEAN DISCHABGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME FO FLOW BY MONTHS 

8EBIAL No. 49 


River TUNGABHADRA Site HAVANUR Month JUNE 



Month JULY 


Mean discharge [Gusecs) | Volume of flow for 

--- — . .— - -— . 7 . . _,7_ 


Year 

1-10 1 

11-20 

21-31 

Whole 

month 

the month 

{June to May) 

M. A. F. 

T. M. G. 

1961-62 . . . 

9,555 

10,142 

68,513 

27,117 

1.667 

72.6 

62-53 . . . 

13,716 

8,986 

31,779 

18,599 

1.144 

49.8 

63-54 , . , 

106,460 

26,983 

23,906 

51,529 

3.168 

138 0 

64-55 . . . 

41,110 

68,110 

23,739 

43,656 

2.684 

116.9 

55-66* . . . 

32.430 

13,984 

12,005 

19,232 

1.183 

51.5 

4 Years' Average 

42,710 

28,555 

34,484 

35,225 

2.166 

94.3 


Year 

{June to May) 



ean discharge {Cuseca) 


21-31 


1961-52 . . . 

32,193 

20,817 

62-63 . . . 

33,178 

31 110 

63-64 . . . 

67,477 

100,553 

54-66 . . . 

71,479 

43,879 

66-66* . . . 

26,339 

17,046 

4 Years' Average 

51,082 

50,590 


Whole 

month 


Month AUGUST 


Volume of flow for 
the month 



♦Not considered for calculating the average. 


(4@.l) 


























MS&M DiSCHABGE BY l0.t)Alf AH© MOSTIKi 

AND THE VOLUME OF FLOW BY MONTHS 


SEEIAL No. 49 


Riwr TUNGABHADRA Site IMVANUR ^onth SEPTEMBER 


Year 

(June to May) 

1 Mean discharge (Cusecs) 1 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole ' 
month 

M. A. F. ! 

1 T. M. C. 

1 

1961-52 . . , 

5,780 

4,680 

6,792 

5,750 

0.342 

14.9 

62-63 , . . 

7,840 

3,960 

3,058 

4,953 

0.295 

12.8 

63-64 . . . 

11,381 

8,816 

7,426 

9,208 

0.548 

23.9 

64-65 . . . 

18,268 

10,464 

10,191 

12,967 

0.772 

33.6 

66-66* . . . 

27,809 

16,693 

20,774 

21,392 

1.273 

55.4 

4 Years' Average 10,815 

6,978 

6^867 

8,220 

0.489 

21.3 


Month OCTOBER 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 

1-10 

11-20 

21-31 

Whole 

month 

me m 

M. A. F, 

ontfi 

T. M. C 

1961-62 . . , 

17,221 

6,796 

2,941 

8,791 

0.541 

23.5 

62-53 . . . 

9,620. 

26,812 

6,253 

13,616 

0.837 

36.5 

63-64 . . . 

10,092 

14,078 

17,361 

13,956 

0.858 

37.4 

64-56 . . . 

8,104 

4,426 

6,948 

6,152 

0.378 

165 

65-66* . . . 

21,647 

8,323 

16,806 

15,599 

0.959 

41.8 

4 Years’ Average 11,259 

13,028 


10.629 

0.654 

28.5 

Month NOVEMBER 



Mean discharge (Cusecs) 


Volume of flow for 

Fear 




1 

the month 

(June to May) 

1-10 

11-20 

21-30 

I ' Whole 







month 

M, A. F. 

T. M.^C 

1960-61* . . . 

4,833 

3,373 

2,875 

3,694 

0.220 

9.6 

1961-62 . . . 

2,008 

1,406 

2,086 

1,833 

0.109 

4.8 

62-63 . . . 

2,694 

1,739 

1,480 

1,937 


5.0 

63-64 . . . 

12,639 

4,718 

3.340 

6,866 

0.409 

17.8 

64-66 . . . 

3,316 

1,984 

1,833 

2,378 

0.142 

6.2 

4 Years' Average 5,114 

2,462 

2,185 

3,254 

0.194 

8.4 


*Nod considered for calouJating the average. 









MEAN DISCHARGE BY 10-DAY- PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 49 


Riper TUNGABHADRA Site HAVANUR Month DECEMBER 


Tear 

{June to May) 

1 ; 

Mean discharge (Cusecs) 


Volume of flow for " 
i the month 

LIO 

1 IMO 

2h31 

Whole 1 
moni 

M. A. F. 

I T. M.e, 

1950-61• . . . 

2,696 

2,253 

1,709 


0.135 

5.9 

1951-62 . . . 

1,451 

1,233 


1,252 


3 4 

52-53 . . . 

1,322 

1.861 

1,281 

1,481 



63-54 . . . 

3,390 

2,764 

2,529 

2,883 


7.7 

54-55 , . . 

1,73£ 

1.7 

1,586 

1,675 

m 

4:5 

4 Years' Average 1,975 

1,892 

1,621 

1,823 

0.112 

4)9 


Month JANUARY 


Year 

{June to May) 

Mean discharge {Cusecs) 

1 Volume of flow for 
the month 

LIO ^ 

11-20 

2h31 \ 

\ 1 

Whole 
\ month 


T. M'. C. 

1950-51* . . . 

1,310 

1,086 

982 

1,121 

0.069 

3.0 

1951-52 . . 

1,046 

847 

662 

841 

0.052 

2.3 

52-53 , . . 

956 

858 

682 

827 

0.051 

2.2 

53-54 . . . 

2,162 

1,983 

1,706 

1,942 

0.119 

52 

54-65 . . . 

1,343 

1,150 

1,119 

1,201 

0.074 

3:2 

4 Years' Average 1,376 

1,210 

1.040 

1,203 

0.074 

3 2 


Month FEBRUARY 


Year 

(June to May) 

I Mean discharge {Cusecs) i 

Volume of flow for 
the month 

'■ 1 



Whole i 
month ! 

1-10 \ 

11-20 

21-28129 

M. A. F. 1 

T. M. C 

1950-51* . . . 

883 

598 

636 

682 

0.038 

1.6 

1951-62 . . . 

733 

677 

623 

680 

0.039 

L7 

52-53 . . . 

506 

320 

263 

370 

0.021 

0.9 

53-64 . . . 

1,245 

1,233 

1,315 

1,261 

0.070 

3:1 

64-55 . . . 

1,105 

1,016 

766 

976 

0.054 

2.4 

4 Years' Average 897 

812 

742 

822 

0.Q46 

2.0 


*Not considered for calculating the aveyage. 









lasOttABOl Bt 10-X)AY P®RtoDS AND MONtHS 

and the volume of flow by months 


SERIAL No. 49 

River TUNGABHADRA Site HAVANUR MARCH 


Tear 

{June to May) i 

1 Meari dificharge {Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 I 

Whole 

month 

M. A. F. 

T. M. C. 

1960.61* . . . 

420 

334 

266 

334 

0.021 

0 9 

1961-62 . . . 

660 

4i3 

311 

424 

0 026 

1.1 

62-63 . . . 

230 

199 

129 

184 

0.011 

05 

63-64 . . . 

938 

282 

399 

535 

0 033 

14 

64-66 . . . 

656 

5l{. 

404 

519 

0.032 

1.4 

4 Years' Average 596 

351 

311 

416 

0 026 

1.1 


Month APRIL 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

M. A. F. T. M. C. 

1-10 

11-20 

21-30 

Whole 

month 

1950-51* . . . 

283 

680 

290 

384 

0.023 

1.0 

1961-62 - . . 

210 

189 

1»461 

603 


1.6 

62-63 . . . 

219 

294 

456 

323 

Pi 

0.8 

63-64 . . . 

403 

420 

460 

428 


1.1 

54-55 . . . 

381 

760 

1,277 

803 

0.048 

2.1 

4 Years’ Average 303 

401 

913 

539 

0.032 

14 


Month MAY 



[ Mean discharge {Cusecs) \ 

Volume of flow for 

Year 


1 

1 21-31 

Whole 

month 

the month 

(June to May) 

1-10 

11-20 


M. A. F. 

T. M. C. 

1950-61* . . . 

478 

1,366 

1,469 

1J12 

0.068 

3.0 

1061-52 . , . 

2,366 

3,241 

719 

2,063 

0.127 

5.5 

62-63 . . . 

478 

137 

no 

237 

0.015 


63-64 . . . 

838 

694 

1,275 

914 

0.056 

2.4 

64-65 . . . 

1,040 

2,061 

22,379 

8,941 

0 550 

23.9 

4 Years’ Average 1,180 

1,508 

6,121 

3,039 

0.187 

8.1 


♦Not considered for calculating the average. 

(40.4) 
















MEAN filSOHARGE BY 10-1>AY PEBIDB® AgS© MiOlN^HS 
AND THE VOLUME OF FLOW BY MONTHS 

8EEIAL No. 50 


River TUNGABHADRA Site HESRUR Month JUNE, 


Year 

[June, to May) 

Mean discharge (Cuseca) 

Volume of How for 




Whole 

the month 

1-10 

11-20 

21-30 

month 

M. A. F. 

T. M. C. 

1961-62 . . . 

4,883 

16,606 

28,218 

16,569 

0.986 

42.9 

62-63 . , . 

7,223 

904 

9,084 

5.737 

0.341 

14.9 

63-54 . . . 

361 

555 

16,704 

5,874 

0.350 

15.2 

54.55* . , . 

4,410 

22,685 

14,788 

13.961 

0831 

36.2 

3 Years' Avera^^e 

4,156 

6,022 

18,002 

9,393 

0.559 

24.3 


Month JULY 


Year { 


Mean discharge {Gusecs) 


Volume of flow for 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

21-31 

M. A. F. 

T. M.G. 

1951-52 . . . 

21,845 

13,762 

65,802 

34,835 

2.142 

93.3 

52-53 . . . 

(15,000) 

(21,000) 

27,130 

21,240 

1.306 

56.9 

53-54 . . . 

1,18,386 

37,721 

27,440 

60,094 

3.695 

161.0 

54-56* . . . 

38,168 

86,091 

39,269 

54,014 

3321 

144.7 

3 Years' Average 

51,744 

24,161 

40,124 

38,723 

2.381 

103.7 






Month 

AUGUST 

Year 

1 Mean discharge {Ousecs) 

Volume of flow for 


1 


1 Whole 
j month 

the month 

{June to May) | 

1-10 

11-20 

21-31 

M. A. F. 

T. M. C, 

1951-52 . . . 

32,920 

45,935 

23,997 

33,952 

2.088 

90.9 

52-63. . . . 

32,432 

27,942 

30,578 

30,326 

1.665 

81.2 

63-54 . . . 

86,264 

114,366 

46,316 

81,154 

4.990 

217.4 

34-5.5* . •. . 

84,622 

66,287 

25,771 

57.825 

3.556 

154.9 

3 Years' Average 

50,539 

62,748 

\ 

33,630 

48,477 

2.981 

129.8 


* Not considered for calculating the average. 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 50 

River TUNGABHADRA Site HESRUR Month SEPTEMBER 




Mean discharge (Cusecs) 


Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) 

‘ 

1-10 

11.20 

21-30 

M. A. F. 

T. M. C. 

1951-62 ... 

15,524 

11,364 

12,691 

13,160 

0.783 

34.1 

52-53 . . . 

13,499 

8,019 

7,425 

9,648 

0 574 

25.0 

53-54 ... 

19,368 

14,676 

13,614 

15,883 

0.945 

41.2 

54-66* . . . 

26,560 

19,971 

20,467 

22,332 

1.329 

57.9 

3 Years' Average 

16,127 

11,353 

11,210 

12,897 

0.767 

33.4 

Month OCTOBER 


J 

Mean discharge (Cusecs) 

Volume of flow for 

Tear 




Whole 

month 

the month 

(June to May) 

1.10 

11.20 

21.31 

M. A. F. 

T. M. C. 

1951-62 . . . 

(12,000) 

(11,500) 

(11,000) 

(11,484) 

(0.706) 

(30.8) 

62-63 . . , 

14,636 

22,366 

9,363 

15,226 

0.936 

40.8 

63-54 ... 

21,477 

21,184 

28,977 

24,044 

1.478 

64.4 

64-55* . . . 

13,954 

7,830 

N.A. 

12,540 

0.771 

336 

3 Years’ Average 

16,004 

18,350 

16,447 

16,918 

1.040 

45.3 


Month NOVEMBER 


Year 


Mean discharge (Cusecs) 


Volume of flow for 




Whole 

month 

\ the month 

(June to May) 

1-10 

11-20 

21-30 

M. A.F. 

T. M. 0. 

1950-61* . . . 

8,797 

7,195 

4,695 

6,896 

0.410 

17.9 

51-62 . . . 

10,422 

6,910 

6,811 

8,047 

0.479 

20.9 

62-53 . . 

6,644 

4,891 

4,129 

5,222 

0.311 

13.5 

53-54 . . . 

19,380 

4.669 

3,247 

9,099 

0.541 

23.6 

3 Years' Average 

12,149 

5,490 

4,729 

7,456 

0.444 

19.3 


* Not considered for calculating the average. 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 
SERIAL No. 50 

River TUNGABHADRA Site HESRUR Month DECEMBER 


Year 

{June to May) 

1 Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. C. 

1960-61* . . . 

4,913 

3,488 

2,362 

3,54i 

0-218 

9.5 

61-52 . . . 

3,576 

2,783 

2,661 

2,960 

0.182 


52-53 . . . 

4,074 

5,600 

2,997 

4,152 

0.255 

11.1 

53-54 . . . 

3,840 

3,641 

2,869 

3,431 

0.211 

9.2 

3 Years’ Average 

3,830 

3,975 

2,809 

3,514 

0.216 

9.4 


Month JANUARY 


Year 

1 Mean discharge {Cusecs) \ 

Volume of flow for 




Whole 

month 

the month 

{June to May) 

1.10 

11-20 I 

21-31 

M. A, F. 

T. M. C. 

1950-61* . . . 

2,220 

1,698 

1,286 

1,720 

0.106 

4.6 

51-62 . . . 

3,803 

3,846 

3,114 

3,m 

0.220 

9.6 

62-53 . . . 

2,216 

1,660 

1,399 

1,746 

0.107 

4.7 

53-54 , . . 

2.283 

2,163 

2,701 

2,393 

0.147 

6.4 

3 Years’ Average 

2,767 

2,556 

2,405 

2,571 

0.158 

6.9 


Month FEBRUARY 




Mean discharge (Cusecs) 


1 Volume 0 

f flow for 

Year 




TI/l, 

the month 

{June to May) 

'1 


11-20 

. 21 28129 I 

rr fio 16 
month 

M. A. F. 1 

T. M. 0 

1950-51* ■ . . 

Nil 

Nil 

Nil 

Nil, 

Nil 

Nil 

51-62 . . . 

2,374 

2,074 

2,169 

2,204 

0.127 

S.S 

52-53 . . . 

599 

352 

313 

429 

0.024 

1.0 

63-64 . . . 

1,936 

1,931 

2,019 

1,969 

0.109 

4.8 

3 Years’ Average 

1,646 

1.452 

1,497 

1,534 

0.G87 

3.8 


* Not considered for calculating the average. 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
and THE VOLUME OF FLOW BY MONTHS 

SERIAL No. ,50 

Biver TUNGABHADRA Site HESRUR Month MARCH 



Mean discharge {(Jusecs) 


Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) 

1-10 

11-20 

i 

21-31 

j M. A. F. 

! T. M. C. 

1950-51* . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

51-62 . . . 

1,034 

604 

751 

79,5 

0.049 

2.1 

62-53 . . . 

322 

199 

146 

220 

0.014 

0.6 

53-54 . . . 

1,719 

1,082 

463 

1,064 

0.065 

2.8 

3 Years’ Average 

1,025 

628 

450 

693 

0.043 

1.8 


Month APRIL 




Mean discharge (Ousecs) 


Volume of flow for 

Year 




1 Whole 
month 

the month 

{June to May) 

1.10 

11-20 

21-30 

M. A. F. 

T. M. C. 

1950-51* . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

51-62 . . . 

328 

303 

378 

336 


09 

52-53 . , . 

273 

399 

489 

387 



63-54 . . . 

643 

976 

683 

767 

0.046 

2.0 



3 Years’ Average 

415 

559 

517 

497 

0.030 

1.3 


Month MAY 


Year 

(June to May) j 


Mean discharge (Ousecs) 


Volume of flow for 
the month 

M. A. F. 1 T. M. 0 

1-10 1 

11-20 

1 

21 31 

j W hole 1 
1 month j 

1950-51* . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

5!-62 . . . 

503 

373 

2,516 

1,175 

0.072 

3.1 

62-53 . . . 

436 

14 1 

266 

282 

0.017 

0.8 

63-64 . . . 

2,224 

] ,074 

3,469 

2,291 

0.141 

6.1 

3 Years’ Average 

1,054 

531 

2,080 

1,249 

0.077 

3.3 


* Not considered for calculating the average. 





Mli^ iaseiltKOE BY )0-®AY PBMG15BATI13 MO^STTHS 

AiNITTH® V0LIMiF OFPLiOW BY iIONT®S 

MTAL No, si 

Rimr ttjKGABHADRA Bite TtMGABHADRA DAM Mofith JlME 


Mp,avh disc) 

large (Gmees) 


Volume of flow for 

Year 

[ 

‘ 


the mOaih 

(June to May) I-IQ 

11-20 

21-SO 

month 

M. A. F. 

T. M. C. 

19S1.32 . . . 



6,014 

0-358 

1^.6 

32 33 . . . 



8,045 

0.479 

20:9 

33-34 . . . 



45,756 

2723 

im 

34-35 . . . 



10,671 

0635 

27:7 

35-36 . . . 



3,403 

0.202 

8.8 

1936-37 . . . 



10,436 

0 621 

27a 

37-38 . . . 



8,603 

0.214 

9,3 

38-39 ... 



15,571 

0.927 

40.4 

39-40 . . . 



3,671 

0.218 

95 

40-41 . , . 



7,163 

0.462 

20.1 

10 YeaM* Average 



11.493 

0 684 

29.8 

1941-42 . . . 






42-43 . . . 






43-44 . . . 






44-45 . . , 






43-46 . . . 






1946-47 . . . 






47-48 . . . 






48-49 . . . 






49-30 . . . 






60-61 . . . 6,672 

4,917 

11,660 

7,750 

0.461 

20.1 

1951-52 . . . 13,501 

12 314 

21,108 

15,641 

0.931 

4(KS 

52-53 . . . 4.223 

2,778 

11,326 

6,109 

0.364 

15;8 

53-64 . . . (6,169) 

(9,294) 

(14,747) 

(10,070) 

(0.599) 

(26;!) 

64-66 . . . 6,303 

29,986 

16,982 

17,757 

1.057 

46L0 

55-56 ... 4,861 

6,420 

17,326 

9,536 

0.567 

til 

1956-67 . . . 6,528 

14,470 

22,130 

14,376 

0.855 

37-3 

-57-58 . . . 9.217 

11,272 

10,628 

10,339 

0615 


68-59 . . . 7,808 

2,907 

14 988 

8,588 

0.511 


69-60 ... 701 

4,652 

14,143 

6,466 

0.385 


60-61 . . . 1,817 

3,330 

7,283 

4,143 

0.247 

m 

11 Years’ Average 6,169 

9,294 

u,m 

lO.OtO 

0.^9 

9^1 


(51,1) 








MEAN 0ISCHAEGE BY 10-DAY PEEtODS AND MONTHS 
AND THE VOEUME OF FLOW BY MONTHS 

8EBJAL No, 51 


River TUNGABHADRA Site TUNGABHADRA DAM Mo-n,th JULY 


Tear 

(June to May) 

I Mean discharge (Cusecs) 

Volume of flOw for 




1 Whole 
month 

the month 

1.10 

11.20 

' 21~S1 

. 

M.A.F 1 T. M. G. 


1931-32 . . . 

32- 33 . . . 

33- 34 , . . 

34- 36 . . . 

36- 3« . 

1936-37 ... 

37- 38 . . , 

38- 39 . . . 

39- 40 . . . 

40- 41 . . . 

10 Years' Average 

1941-42 , . . 

42- 43 . . . 

43- 44 . . . 

44- 45 . . . 

46-46 . . . 

1946-47 . . . 


47- 48 

48- 49 

49- 60 


80-61 . . . 

10,277 

39,316 

1951-62 . . . 

12,491 

U.689 

62-63 . . 

25,686 

13,391 

63-64 , . . 

134,478 

48,252 

64-56 . . . 

44,673 

86,814 

66-56 . . . 

49,141 

11,672 

1966-57 . . . 

117,28® 

48,369 

67-68 . . . 

40,053 

105,292 

58-69 . . . 

82,737 

123,204 

69-60 . . . 

163,423 

103,464 

60-61 . . . 

68,391 

21,766 

11 Years’ Average 

66,230 

55,747 


30,320 

1.864 

81.2 

110,314 

6.783 

295.5 

89,264 

5.489 

239.1 

73,446 

4.516 

196.7 

31,336 

1,927 

83.9 

46,280 

2.846 

124.0 

55,022 

3.383 

147.4 

48,302 

29/0 

129 4 

41,m 

2.5'9 

110.2 

53,102 

3.265 

142 2 

57.852 

3.557 

1550 


133,937 

63,524 

3.806 

170.1 

86,268 

38,407 

2.362 

102.9 

44,824 

28,47.8 

1.751 

76.3 

26,513 

68,353 

4.203 

183.1 

41,200 

57,034 

3.507 

152.8 

10,783 

23,443 

1.441 

62.8 

50,117 

71,219 

4.379 

180 8 

34,759 

59,219 

3.641 

158.6 

92.192 

99 146 

6.096 

265.6 

163,246 

137,241 

8.439 

367.6 

33,328 

37,683 

2.317 

1009 

64,287 

62,159 

3.822 

166.5 


( 61 . 2 ) 







MEAS BISCHAROE by iO-DAY PERIODS AND KfONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. SI 


River TUNGABHADRA Site TUNGABHADRA DAM Month AUGUST 


Year 

(June to May) 


Mean diecharye {Vusecs) 


Volume of flow for 
the month 

1-10 

11-20 

21-Sl 

Whole 

month 

M, A. F. 

T. M. 0. 

1931-32 . . . 




SS,745 

3.428 

149.3 

32-33 . . - 




103,828 

6.384 

278.1 

33-34 . . . 




103,943 

6 391 

278.4 

34-35 . . . 




95,780 

5.889 

256 5 

36-36 . . . 




29,306 

1.802 

78 5 

1936-37 . . . 




38,351 

2.258 

1027 

37-38 . . . 




33,909 

2 085 

S0.8 

38-39 . . . 




22,096 

1359 

59.2 

39-40 .... 




38,837 

2.388 

104 0 

40-41 . . . 




64,610 

3.973 

173 1 

10 Years' Average 




58,640 

3.606 

157.1 

1941-42 . . . 







42-43 . . . 







4 3*» 1 4- * . * 







44-45 . . . 







45-46 . 







1946-47 . . . 







47-48 . * . 







48-49 . . . 







49-50 . . . 







60.61 . . . 

63,926 

60,809 

29,129 

47,347 

2.911 

126.8 

1951-62 . . . 

51,026 

46,907 

31,006 

42,593 

2.619 

114 1 

52-53 . . . 

52,126 

49,603 

49,910 

50,493 

3.105 

135.2 

53-54 . , . 

90,536 

119,620 

66,147 

88,434 

5.438 

236 9 

64-55 . . . 

79,184 

61,139 

24,019 

53,788 

3307 

144.1 

65-56 . . . 

24,614 

22,093 

23,968 

23,572 

1.449 

63.1 

1956-57 . . . 

71,173 

49 525 

30,649 

49,775 

3.061 

133.3 

57-58 . . . 

23,917 

27,660 

59.346 

37,696 

2.318 

101.0 

68-59 . . . 

34,906 

76,688 

67,3) 8 

55,982 

3.442 

149 9 

69-60 . . . 

68,700 

41,025 

47,612 

49,664 

3.017 

131.4 

60-61 . . . 

82,143 

44,278 

24,433 

49,451 

3.041 

132.4 

11 Years’ Average 

57.477 

53,408 

39,312 

49,826 

3.064 

133:5 


(51.3) 






mm BisensfEQE m mljmy pebsiods aisd mosms 

AND THE VOLUME OE PLOW BY MONTHS 
SERIAL 1^0. 51 


River TUNGABHADRA Site TUNGABHADRA DAM Mmth SEPTEMBER 


Year 

{June toiMay) 

Mean discharge (Gwsecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-SO 

Whole 

month 

M. A. F. 

T. M.C. 

1831-32 






28,932 

1.722 

75.0 

32-33 

• » 





66,890 

3.980 

173.4 

33-34 






87,609 

5.213 

227.1 

34-36 






21,173 

1.260 

54.9 

35-36 






24,790 

1.475 

64.3 

1936-37 






17,312 

1.030 

44:9 

37-38 






11,705 

0.696 

30.3 

8i-39 






16,307 

0.970 

42.3 

39-40 


» 




21,192 

1.261 

54.9 

40-41 

• e 





15,833 

0.942 

41.0 

JO Years’ Average 




31,174 

1.855 

80i8 

1941-42 









42-43 









43-44 

« ■ 








44-45 

* • 








45-46 

* * 








1946-47 









47-48 









48-49 









49-60 

• « 








60-61 

• « 


34,428 

49,761 


36,532 

2174 

94 7 

1951-52 

• a 

a 

11,623 

9.760 

9,779 

10,383 

0.618 

26:9 

52-63 

• « 

» 

18.326 

10,110 

7,762 

12,066 

0 718 

31.3 

63-54 

• • 

t 

18,332 

16,987 

14,412 

16,567 

0986 

42.9 

64-55 

• * 


37,866 

13,326 

12,929 

21,374 

1.272 

55.4 

65-66 

* * 


29,716 

19,280 

44,635 

31,210 

1.857 

80.9 

1966-57 

• • 

e 

14,704 

13,163 

14,066 

13,978 

0.632 

36 2 

67-68 

t * 

a 

21,992 

13,684 

8,407 

14,661 

0:872 

38.0 

68-69 

a * 


41,341 

26,818 

25,262 

30,807 

1.833 

79.9 

ffO-60 

• • 


60,202 

30,267 

35.976 

38,812 

2.309 

100.6 

60-61 

« a 


125331 

19,762 

36,339 

22,474 

1.337 

58.3 

11 Years’ Average. 

20i442 

20,160 

21,251 

22.624 

1.346 

58 6 


( 51 . 4 ) 






MEAN DISCHA®€^ BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. SI 


River TUNGABHADRA Site TUNGABHADRA DAM Month OCTOBER 


Tear 

(June to May) 

Mean discharge (Cusecs) 

V olume of flow for 

1-10 

11-20 

1 21-31 

1 

Whole 

month 

the moi 

M. A. F. 

T. M. a. 

1931-32 . . . 




10,034 

0.617 

26.9 

32-33 . . . 




51,882 

3.190 

139.0 

33-34 . . . 




79,574 

4.893 

213.1 

34-35 . . . 




18,040 

l.i09 

48.3 

35-36 . . . 




12,255 

0.754 

32.8 

1936-37 . . . 




13,032 

0.801 

34 9 

37-38 , . . 




16,951 

1.042 

45.4 

38-39 . . . 




14,508 

0.892 

389 

39-40 ... 




17,744 

1.091 

47.5 

40-41 . . . 




17,182 

1.056 

46.0 

10 Years' Average 




25,120 

1.544 

67.3 

1941-42 . . . 







42-43 . . . 







43-44 . . . 







44-45 . . . 







45-46 . . . 







1946-47 . . . 







47-48 . . . 







48-49 . . . 







49-60 . . . 







50-51 . . . 

23,219 

37,917 

10,257 

23,361 

1.436 

82.6 

1951-52 . . . 

28,034 

12,415 

6,613 

15,404 

0947 

41.3 

52-53 . , . 

24,21.2 

36,330 

13,907 

24,465 

1.504 

65.5 

53-54 . . . 

23,694 

27,337 

38,542 

30,783 

1.893 

82.4 

54-55 . . . 

12,262 

8,262 

11,454 

10,685 

0.657 

28.6 

55-56 . . . 

28,750 

13,616 

30,000 

24,311 

1.495 

65.1 

1956-67 . . . 

32,433 

29,050 

14,309 

24,910 

1.532 

66.7 

67-68 . . . 

17,926 

8,740 

23,433 

16,917 

1.040 

45.3 

68-69 . . . 

14,844 

18,634 

8,356 

13,764 

0.846 

36.9 

69-60 . . . 

41,812 

1! ,568 

11,598 

21,335 

1.312 

57.1 

60-61 . . . 

24,433 

9,646 

11,787 

15,176 

0.933 

40.6 

11 Years’ Average 

24,877 

19,410 

16,387 

20,101 

1.236 

53.8 








MEAN mSOHAEGE BY 30-DAY PEEIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 51 


River TUNGABHADRA Site TUNGABHADRA DAM Month NOVEMBER 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

I-IO 

1L20 

21-30 

Whole 

month 

M. A. F. 

T. M, G. 

1831-32 . . . 




11,564 

0.688 

30.0 

32-33 . . , 




45,319 

2.697 

117.5 

33-34 . . . 




16,216 

0.965 

42.0 

34-35 . . , 




7,912 

0.471 

20.5 

36-36 . . . 




4,232 

0.252 

11.0 

1936-37 . , . 




7,177 

0.427 

18.6 

37-38 , . . 




3,905 

0.232 

10.1 

38-39 . . . 




3,182 

0.189 

8.2 

.39-40 . . . 




10,069 

0 599 

26.1 

40-41 . . . 




7,279 

0.433 

18.9 

10 Years' Average 




11,686 

0.695 

30.3 

1941-42 . . . 







42-43 . . . 







43-44 . . . 







44-46 . . . 







46-46 . . . 







1946-47 . . . 







47-48 , , . 







48-49 . . . 







49-60 . . . 







60-61 . . . 

8,620 

6,896 

3,990 

6,468 

0.385 

16.8 

1961-62 . . . 

4,991 

3,683 

4,447 

4,340 

0.258 

11.2 

62-53 . . . 

7,338 

6,632 

5,tP42 

6 504 

0.387 

16.9 

53-54 . . • 

23,883 

6,478 

4,099 

11,153 

0.664 

28.9 

64-65 . . . 

4,827 

3,788 

3 966 

4,194 

0.250 

10.9 

65-56 . . . 

16,693 

12,664 

6,028 

11,426 

0680 

29 6 

66-67 . . . 

42,893 

18,347 

11,888 

24,376 

1.450 

63.2 

67-58 . 

11,007 

24,958 

6,443 

14,166 

0.841 

36.3 

58-59 . . . 

5,613 

4.341 

4,821 

4,892 

0.291 

12.7 

69-60 . . , 

7,537 

7,434 

4,934 

6,635 

0.395 

17.2 

60-61 ... 

12,260 

12,039 

9,788 

11,362 

0.676 

29.5 

11 Years' Average 13,124 

9,641 

6,004 

9 590 

0.571 

24.9 


(SI.6) 





M KAN DISCHARGE BY IG-DAY PERIODS AN® MONJEHS 
AND THE VOBUME OE FEOW BY MONTHS 

SBMiAL Nit. 51 


Mmr TUNGABHADRA 8iu TUNGABHABRA DAM DECEMBER 



Meon d ischarye ( Cusekh) 

Volume ojjlbw f or 

Year 




Whole 

month 

the month 

{June to May) 

110 

1 11-20 

2M1 

M.A. F. 

T. M. C. 

1931-3-2 . . . 




2,920 

0.180 

7.8 

32-33 . . . 




7,669 

0.472 

20.5 

33-34 . . . 




7.381 

0.454 

19.8 

34-35 . . . 




3,020 

0.186 

8.1 

36-36 . . . 




1,522 

0.094 

4.1 

1936-37 . . . 




2,320 

0.143 

6.2 

37-38 . . . 




2,176 

0.134 

58 

38-39 . . . 




2,566 

0158 

6.9 

39-40 . . . 




2,824 

0,174 

7.6 

40-41 . , . 




3,790 

0.233 

10 2 

10 Years’ Average 




3,619 

0 223 

9.7 

1941-42 ... 







4>-43 . . . 

43- 44 . . . 

44- 4.5 . . . 

45- 46 . . . 







1946-47 . . . 







47- 48- . . . 

48- 49 . . . 

49- 60 . . . 

50- 51 : . . 

3,200 

2,713 

2,358 

2,744 

0.169 

7.3 

1951-.62 . . . 

3,247 

2,280 

1,718 

2,392 

0.147 

6.4 

52-53 . . . 

4,818 

6,056 

3,671 

4,810 

0.296 

12.9 

53-54 . . . 

2,833 

2,286 

2,469 

2,527 

0.155 

6.8 

64-55 . . . 

3.046 

2,675 

3,013 

2,915 

0.179 

7.8 

55-56 , . . 

4,668 

3,832 

2,147 

3,504 

0.215 

9.4 

1956-57 . , . 

6,408 

4,418 

4,435 

3^066 

0.311 

13.6 

57-58 . . . 

5,089 

3,764 

2,602 

3,779 

0.232 

10.1 

58-59 . . . 

3,862 

2,789 

5,065 

2,059 

2,876 

0.177 

7.7 

59-60 . . . 

4.887 

7,328 

5,810 

0.357 

156 

60-61 . . . 

9,088 

7,036 

3,440 

6,422 

0.395 

17.2 

11 Years’ Average 

4,650 

3,901 

3,204 

3.895 

0f239 

104 


( 51 . 7 ) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 51 

River TUNGABHADRA Site TUNGABHADRA DAM Month JANUARY 


Year 

{June to May) 

Mean discharge (Cusees) 

Volume of flow for 
the month 

M. A. F. 1 T. M. C. 

1-10 

11-20 

21-31 

Whole 

month 

1931-32 . . . 




172 

0.011 

0.5 

32-33 . . . 




3,993 

0.246 

10.7 

33-34 . . . 




4,406 

0.271 

11.8 

34-35 . . . 




1,927 

0.118 

5.2 

35-36 . . . 




926 

0.057 

25 

1936-37 . . . 




2,677 

0165 

7.2 

37-38 . . . 




2,449 

0.151 

6.6 

38-39 . . . 




2,083 

0.128 

5.6 

39-40 . . . 




1,356 

0.083 

3.6 

40-41 . . . 




1,661 

0.102 

4.5 

10 Year#' Average 




2,165 

0.133 

5.3 

1941-42 . . . 







42-43 . . . 







43-44 . . . 







44-45 . . . 







46-46 . . . 







1946-47 . . . 







47-48 . . . 







48-49 . . . 







49-60 . . . 







50-61 . . . 

1,692 

1,188 

1,196 

1.353 

0.083 

3.6 

1951-52 . . . 

1,333 

1,109 

846 

1,088 

0.067 

2.9 

52-53 . . . 

2,680 

1,933 

640 

1,683 

0.103 

4.5 

53-54 . . . 

2,183 

1,879 

1,278 

1,764 

0.108 

4.7 

64-55 . . . 

1,800 

1,460 

1,615 

1,621 

0.100 

4.3 

56-56 . . . 

2,546 

3,367 

4,238 

3,408 

0.210 

9.1 

1966-67 . . . 

3,678 

2,872 

1,664 

2,700 

0.166 

7.2 

57-68 . . . 

1,670 

1,433 

1,406 

1,500 

0.092 

4.0 

68-69 . . . 

1,411 

1,111 

2,032 

1535 

0.094 

4.1 

69-60 . . . 

4,806 

2,769 

1,750 

3,064 

0 188 

8.2 

60 61 . . . 

2,196 

1,282 

1,273 

1,574 

0.097 

42 

11 Years’ Average 

2,354 

1,853 

1,630 

1,935 

0 119 

52 


(»!.«) 







MEAN EISCHAEGE BY IG-DAY PERIODS AND MONTES 
AND THE VOLUME OF FLOW BY MONTHS 

SEBIAL No. 51 

Biver TUNGABHADRA Site TUNGABHADRA DAM Month FEBRUARY 


Mean discharge [Gaseca] 


21-28129 


Whole 

month 


Tear 

{June to May) 


1931-32 . . . 

az-oii .. . . 

i». -3‘t 

3-1-35 , . . 

3 o “ o 9 . . 

lkj3t)-37 , . , 

37- 38 . , ; 

38- 39 . . 

39- 40 , . . 

40- 4i . . . 

10 Years’ Average 

1941-42 . . . 

42- 43 . - . 

43- 44 . . . 

44- 4f) . . . 

45- 40 . . . 


1-10 11-20 


2 

2,186 

2,128 

1,292 

518 

1,365 

480 

589 

875 

866 

1,024 


379 

416 

568 

784 

536 

619 

548 

848 

506 

366 

947 

847 

3,869 

4,021 

1,196 

1,144 

1,159 

1,172 

1,040 

768 

991 

1,293 

1,093 

951 

1,132 

1,164 


Volume of flow for 
th". month 

M A. F. [ T. M. C. 


Nil Nil 

0.121 5.3 

0.118 5.1 

0 072 3.1 

0.030 1.3 

0072 3.2 

0.027 1.2 

0.033 1.4 

0.050 2.2 

0.048 2.1 

0.057 25 


0.023 1.0 

0.044 1.9 

0.036 1.6 

0.047 2.1 

O.OLO 0.9 

0.047 2.0 

0 231 10.1 

0.064 2.8 

0.065 2.8 

0.042 1.8 

0.074 3.2 

0 053 2.3 


0 066 2.9 


1946-47 . • . 



47-48 . . . 



48-49 . . . 



49-50* . . . 

495 

366 

50-51 , . . 

986 

761 

1951-52 . . . 

684 

628 

62-63 . . . 

973 

962 

63-54 , . . 

996 

—376 

64-55 , . . 

830 

784 

65-.56 . . . 

4,391 

3,790 

1956-67 . . . 

1,464 

781 

57-58 . . . 

1,450 

905 

58-69 . . . 

480 

811 

69-60 . . . 

2,067 

790 

60-61 . . . 

1,158 

631 

11 Years’ Average 

1,407 

951 


* Not considered for calculating the average. 


(51.9) 








MEAN BISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. SI 

River TUNGABHADRA Site TUNGABH4DRA DAM Month MARCH 


Year 

(June to May) 

Mean discharge (Gusecs) 

Volume of flow for 
tht month 

M. A. F. 1 T. M. C. 

lAO 

11-20 

21-31 

W hole 
month 

931-32 , . . 




Nil 

Nil 

Nil 

32-33 . . . 




1,408 

0.087 

3.8 

33-34 . . . 




1,065 

0.065 

29 

34-36 . . . 




728 

0.045 

2.0 

36-36 . . . 




186 

0.011 

0.5 

1936-37 . . . 




700 

0.043 

1.9 

37-38 . . . 




896 

0.055 

2.4 

38-39 . . . 




733 

0.045 

2.0 

39-40 . . . 




332 

0.020 

0.9 

40-41 . . . 




421 

0.026 

1.1 

10 Years’ Average 




647 

0.040 

1.8 

1941-42 . . . 







4.9-43 . . . 







4 3-44 . . . 







44-45 . . . 







46-46 . . . 







1946.47 . . . 







47-48 . . . 







48-49 . . . 







49-60* . . . 

365 

306 

319 

326 

0.020 

0.9 

60-61 . . . 

497 

398 

402 

431 

0.027 

1.2 

19.*",1-52 . . . 

478 

444 

423 

448 

0.028 

1.2 

62-63 . . . 

819 

681 

304 

560 

0034 

1.5 

63-64 . . . 

—144 

—284 

—190 

—205 

-0.013 

- 05 

64-56 . . . 

296 

—71 

—541 

—120 

-0 007 

-0.3 

66-66 . . . 

4,010 

4,123 

1,044 

2,994 

0.184 

8.0 

1956-57 . . . 

768 

1,061 

1,724 

1,199 

0.074 

3.2 

67-68 . . . 

1,246 

1,321 

694 

1,038 

0.064 

2.8 

58-59 . . . 

601 

853 

1,306 

933 

0.057 

2.5 

69-60 i . . 

1,060 

686 

.373 

663 

0.041 

1.8 

60-61 . . . 

617 

621 

995 

720 

0.044 

1.9 

11 Years’ Average 

922 

875 

585 

787 

0 048 

2.1 


* Not considered for calculating the average. 

(61.10) 








mean DISCHAKGE by lO-BAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 51 

River TUNGABHADRA Site TUNGABHADRA DAM Month APRIL 


! 

\ Mean discharge (Cusecs) | 

Volume of floio for 

Year 


j 

Whole 1 
month 

the month 

{June to May) 

1-10 

\ 

11-20 21-30 

I 

M. A. F. ( T. M. C. 


1931-32 . . 




198 

0.012 

0.5 

32-33 . . . 




519 

0.031 

1.3 

33-34 . . . 




1,919 

0.114 

50 

34-35 . . . 




1,323 

0 079 

34 

35-36 . . . 




277 

0.016 

0.7 

1936-37 . . . 




842 

0.050 

22 

37-38 . . . 




1,306 

0 078 

34 

38-39 . . . 




945 

0.056 

2.4 

39-40 . . . 




679 

0040 

1.8 

40-41 . . . 




742 

0.044 

1.9 

10 Years’ Average 




875 

0.052 

23 

1941-42 







42-43 . . . 







43-44 . . . 







44-46 . . . 







45-46 . . . 







1946-47 . . . 







47-48 . . . 







48-49 . . j 







49-60* . . . 

263 

238 

233 

244 

0.015 

0.6 

60-51 . . . 

868 

619 

426 

471 

0.028 

1.2 

1951-52 . . . 

414 

394 

1,458 

755 

0.045 

2.0 

62-63 . . . 

(442) 

(727) 

(1.403) 

{858) 

(0.051) 

(2.2) 

63-54 , . . 

682 

799 

461 

647 

0.038 

1.7 

64-55 . . 

-727 

918 

2,863 

1,015 

0.060 

2.6 

66-56 . . . 

Nil 

Nil 

568 

189 

0.011 

0.5 

1966-57 . . . 

278 

383 

1,121 

594 

0.035 

IS 

67-58 , . . 

1 236 

1,729 

2,836 

1,934 

0.115 

5 0 

58-59 . . , 

805 

724 

303 

611 

0.036 

1.6 

59-60 . . . 

738 

924 

1,732 

1,131 

0.067 

2.9 

60-61 . . . 

631 

784 

2,270 

1,228 

0.073 

3.2 

11 Years’ Average 

442 

727 

1,403 

858 

0.051 

22 


* Not considered for calculating the average. 


(51.11) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SMBIAL No. SI 


Biver TUNGABHADRA Site TUNGABHADRA DAM Month MAY 


Year 

{June to May) 

Mean discharge iCusecs) 

Volume of flow for 
the month 

M.A.F, T.M.O. 

1-10 

! 

11-20 

21-31 

Whole 

month 

1931-32 . . . 




2; 8 

0.018 

0.8 

32-33 . . . 




3,876 

0.238 

10.4 

33-34 . . . 




4,237 

0.261 

11.3 

34-35 . . . 




6t>0 



35-36 . . . 




249 



1936-37 . . . 




2,716 


7.3 

37-38 . . . 




1,544 


4.1 

38-39 . . . 




1,542 


4.1 

39-40 . . . 




322 



40-41 , , . 




3,323 


8.9 

10 Years' Average 




1896 

0.117 

5.1 

1941-42 . . . 







42-43 . . . 







43-44 . . . 







44-45 . . . 







45-46 . . . 







1946-47 . , . 







47-48 . . . 







48-<^9 . . . 







49-50* . . . 

350 

727 

774 

622 


1.7 

50 51 . . . 

510 

602 

3,251 

1,612 


4.0 

19r.l-52 . . . 


1,454 

3,163 

2,701 

0.136 

7.2 

52-53 . . . 

(2 279) 

(3,657) 

(7,163) 

{4,457) 

(0 274) 

(11.9) 

63-54 . . . 


2,364 

3,569 

2,916 

0179 

7.8 

64-65 . . . 

1,243 

3,455 

25,255 

10,477 

0644 

211 

65-56 ... 

5,719' 


3,189 

3,647 

0224 

ij.6 

1956-57 . . . 

638 

1,973 


4,733 

0.291 

12.7 

57-68 . . . 


9,418 

4,137 

6,088 

0 374 

16.3 

68-69 . . . 

15 

632 

1,338 

684 


1.8 

69-60 . . . 

1,829 

9,2.31 

3,773 



13.1 

60-61 . . , 

1,744 

6,360 

12,995 

6,903 

0424 

185 

11 Years’ Average 

2,279 

3,657 

7,163 

4,457 

0.274 



* Not considered for calculating the average. 

( 51 . 12 ) 

























MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 52 


River TUNGABHADRA RAJOLIBANDA Year 1960-61 



Mean discharge (Cusecs) 

Volume of flow for 

Months 




Whole 
month j 

the month 


1-10 ] 

11-20 ' 


, M. A. F. 

T.M.G. 


June 


July 

19,703 

20,057 

20,839 

20,297 

1.248 

54.4 

August 

83,925 

'33,989 

30,335 

48,801 

3.001 

130.7 

September 

19,023 

35,988 

79,905 

44,972 

2.676 

116.6 

October 

37,308 

13,283 

12,255 

20,668 

1.271 

55.4 

November 

12,756 

13,020 

14,643 

13,440 

0.800 

34.8 

December 

8,277 

8,805 

9,006 

8,706 

0.53S 

23.3 

January 

3,792 

3,960 

8,771 

5,610 

0.345 

15.0 

February 

10,468 

8,264 

8,254 

9,041 

0.502 

21.9 

March 

8,254 

8,032 

6,795 

7,310 

0.449 

19.5 

April 

8,264 

7,351 

4,124 

6,576 

0.391 

17.0 

May 

3,446 

3,051 

3,001 

3,161 

0.194 

8.5 

Volume 







(July to Nov.) 





8.996 

391.9 

Volume 







(Dec. to May) 





2.416 

105.3 

Volume 







(July to May) 





11.412 

497.2 


( 62 . 1 ) 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. S3 


River TUNGABHADRA Site SUNKESALA Month JUNE 



. 

Mean discharge (Cusecsy 


Volume of flow for 

1 e.frr 


i 



the month 

(June to May) 

1-10 

j 11-20 

21-30 

Whole 

month 

M. A. F. 

T.M.C. 

1904-05 . . . 

4,618 

6,830 

68,728 

23,392 

1.392 

60.6 

05-06 . , ■ . 

2,193 

9,164 

4,438 

5,265 

0.313 

13.6 

190()-07 . . 

6 

8,119 

6,973 

5,033 

0.299 

13.0 

07-08 . . . 

1,394 

3,165 

11,673 

5,411 

0.322 

14.0 

08-09 . . . 

109 

1,847 

3,145 

1,701 

0.101 

4.4 

(tfUlO ... 

3,324 

22,198 

9,230 

11,584 

0 689 

30.0 

10-]J . . . 

265 

365 

5,894 

2,175 

0.129 

5.6 

7 Years' Average 

1,701 

7,384 

14,297 

7,794 

0.464 

20.2 

1911-12 . . . 

1,450 

6,451 

27,080 

11,327 

0674 

294 

12-13 . . . 

1,167 

1,327 

7,946 

3,480 

0.207 

9.0 

13-14 . . . 

7,425 

11,048 

8,041 

8,838 

0.526 

22.9 

1-1 “1.5 . . . 

254 

4,405 

169 

1.609 

0.096 

4.2 

15-16 . . . 

2,554 

7,270 

9,201 

6,341 

0.377 

16.4 

1916-17 . . . 

7,146 

7,044 

63.290 

25,826 

1.537 

66.9 

17-18 . . . 

19,776 

7,206 

10,597 

12,526 

0.745 

32.5 

18-19 . . . 

6,360 

4,376 

18,488 

9,741 

0.580 

25.2 

19-20 . . . 

13, .548 

4,910 

21,261 

13,236 

0.788 

34.3 

20-21 . . . 

2,489 

• 

3,780 

11,764 

6,008 

0.358 

156 

JO Years’ Average 

6,217 

S,682 

17,780 

9,893 

0.589 

25.6 

1921-22 . . . 

5,625 

1,062 

11,373 

6,017 

0.358 

15.6 

22-:3 , . . 

4,883 

2,290 

1,053 

2,742 

0.163 

7.1 

23-24 . . . 

3,138 

1,049 

4,687 

2,92i 

0.1.74 

7.6 

24-: 6 . . . 

1,913 

2,675 

10,410 

4,999 

0.297 

13.0 

25-26 . . . 

1,106 

1,617 

21,456 

8,060 

0.480 

20.9 

1926-27 . . . 

2,280 

344 

4,915 

2,513 

0.150 

6.5 

27-28 . . . 

2,824 

2,663 

12,201 

5,892 

0.351 

15.3 

28-29 . . . 

5,063 

5,186 

6,419 

5,556 

0.331 

14.4 

29-30 . . . 

2,985 

10,713 

16,224 

9,641 

0.574 

25.0 

30-31 . . . 

838 

3,091 

503 

1.477 

0.088 

3.8 

10 Years’ Average 

8,066 

3,067 

8,814 

4,982 

0.296 

12.9 

1931-32 . . . 

6,764 

1,862 

10,866 

6,164 

0.367 

16.0 

32-33 . . . 

4,1.57 

3,752 

7,904 

5,271 

0.314 

13.7 

33-34 . . . 

19,477 

16,788 

47,488 

27,584 

1.641 

71.5 

34-35 . . . 

2,460 

3,205 

988 

2,218 

0.132 

S.7 

35-36 ... 

1,170 

11,230 

5,806 

6,068 

0.361 

15.7 

5 Years’ Average 

6,606 

7,167 

14,610 

9,461 

0.563 

24.5 

32 Years’ Average 

4,305 

5,469 

13,722 

7.832 

0.466 

20.3 














DISCHARGE 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
8ERIAL No. 53 

River TUNGABHADRA Site SUNKESALA ^onth JULY 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 j 

Whole 

month 

M.A.F. 

T.M.C. 

1904-05 . . . 

111,038 

67,390 

46,435 

73.680 

4.530 

1973 

05-06 * . . 

12,876 

26,157 

67,977 

32,841 

2019 

88.0 

1906-07 . . . 

9,123 

17,251 

86,497 

39,200 

2.410 

105.0 

07-08 . . . 

46,744 

24,690 

97,921 

67,789 

3.553 

154.8 

08-09 . . . 

29,713 

3='.118 

111,612 

60,518 

3.721 

162.1 

09-10 . . . 

29,941 

96,681 

89.988 

72,777 

4.475 

194.9 

10-11 . . . 

67,999 

33,2u6 

19,087 

36,194 

2.225 

96.9 

7 Years' Average 

42,491 

42,784 

72,645 

63,285 

3.276 

142.7 

1911-12 . . . 

15.140 

33,223 

114,538 

56,243 

3 458 

150.6 

12-13 . . . 

13,758 

33,686 

130,164 

61,492 

3 781 

164.7 

13-14 . . . 

28,272 

34,290 

64 230 

42,973 

2.642 

US 1 

14-1<5 • » • 

23,847 

54,460 

147,088 

77,453 

4.762 

207.4 

15-16 . . . 

36,061 

16,891 

.30,499 

27,894 

1715 

74.7 

1916-17 . . . 

32,996 

28.249 

27,387 

29,474 

1.812 

78-9 

17-18 ... 

26.833 

9,310 

36,698 

24,358 

1-498 

65.2 

18-19 . . . 

18,156 

13,384 

6,449 

12,462 

0.767 

33.4 

19-20 . . . 

29,828 

27,606 

15,574 

24,021 

1.477 

64.3 

20-21 . . . 

13,618 

61,183 

47.994 

87,901 

2.330 

101.5 

10 Years' Average 

23.741 

30,218 

62,062 

39,427 

2.424 

105,6 

1921-22 . . 

6,080 

1.3,715 

33,693 

17,983 

1 106 

48.2 

22-23 . . 

19,073 

36,030 

62,637 

36,452 

2.241 

97.6 

2.3-24 . . . 

20,862 

99,692 

120,424 

81,620 

5.019 

218.6 

24-25 . . 

4,281 

74,234 

165,775 

80.603 

4.956 

215.9 

25-26 , . ■ 

32.413 

66,224 

69,461 

56,466 

3.472 

151.2 

1926-27 . . . 

12,147 

42,286 

23,313 

25,831 

1.588 

69.2 

27-28 . . . 

16,243 

54,290 

61,730 

44,659 

2.746 

119.6 

28-29 . . . 

11,727 

14,687 

37,838 

21,947 

1.349 

58.8 

29-30 . . . 

46,052 

46,591 

25.982 

38,782 

2.385 

103.9 

30-31 . . . 

36,780 

12,013 

33,743 

27,713 

1.704 

74.2 

10 Years’ Average 20,466 

45,876 

61,450 

43,206 

2.657 

115.7 

1931-32 . . . 

20,286 

33.651 

22,810 

25,493 

1.568 

68.3 

32-33 . . . 

9,441 

61.864 

67,174 

43,612 

2.682 

116 8 

33-34 . . . 

39,341 

73,694 

41,285 

51,080 

3.141 

136.8 

84-35 . . . 

71,878 

37,084 

28,951 

45,4:22 

2.793 

121.7 

36-36 . , . 

16,420 

73.784 

32,643 

40,323 

2.479 

108.0 

5 Years' Average 

31,273 

53,996 

38,563 

41,186 

2.632 

110.3 

32 Years’ Average 27,9S6 

41,575 

60,512 

43,914 

2700 

117.6 












MEAN DISCHAKGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 63 


River tungabhadra 


Site SUNKESALA 


Month august 













i^’EAN I>1SCHAIIGE BY 10-DAY I’EElODS AND MONTHS 
AND THE VOLUME OF FLOW BY MO\THS 

SBEIALNo. S3 

Bher TUNGABHADRA Site SUNKESALA Month SEPTEMBER 




Mean discharge (Cusecs) 

Volume 

Oj Jlou jor 

Tear 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-30 \ 

M. A. F. 

' u. 

H 04-06 


12,707 

21,109 

24,686 

19,467 

1.158 

50.5 

06-06 


20,192 

17,691 

8,681 

15,487 

0.922 

40.1 

K06-07 


39,044 

22,936 

48,806 

36,929 

2.197 

957 

07-08 


29,580 

17,923 

31,088 

26,197 

1.559 

679 

08-09 


23,602 

23,477 

30,235 

25,771 

1 533 

66.8 

09-10 


43,255 

20,454 

11,764 

25,154 

1.497 

65.2 

10-11 


33,087 

26,218 

49,874 

36,060 

2.146 

93 S 

7 Years' 

Average 

28,781 

21.2S8 

29,275 

26,437 

1.673 

68.5 

1911-12 


18,709 

12,897 

14,000 

15,202 

0.905 

39 4 

12-13 


26,348 

19 677 

49,954 

31.960 

1,902 

82.8 

13-14 


14,366 

8,844 

16,011 

13,074 

0.778 

339 

14-16 


27,647 

41,741 

40,566 

36,618 

2.179 

94 9 

16-16 


16,678 

20,130 

55,062 

30,290 

1.802 

78.5 

1916-17 


25,126 

40,876 

26,938 

30,980 

1.843 

80.3 

17-18 


54,489 

48,465 

87,783 

63,579 

3.783 

164.8 

18-19 


13,905 

18,010 

26,980 

19,632 

1.168 

50.9 

19-20 


20,589 

21,816 

47,700 

30,035 

1.787 

77 9 

20-21 


12,684 

13,231 

20,618 

15,510 

0.923 

40 2 

10 Years 

Average 

22,944 

24,SS9 

38,561 

28,688 

1.707 

74.4 

1921-22 


20,039 

16,917 

11,362 

15,773 

0.939 

40.9 

22-23 


19,781 

11,955 

10,854 

14,197 

0.845 

36.8 

23 24 


20,417 

19,403 

21,7«5 

20,535 

1222 

53.2 

24-28 


29,619 

15,654 

36,095 

27,123 

1 614 

70.3 

26-26 


31,233 

13,635 

18,824 

21,281 

1.263 

55.0 

1926-27 


17,191 

16,847 

15,418 

19,485 

1.159 

50.5 

27-28 


21,053 

26,878 

25,812 

24,581 

1.463 

63.7 

28-29 


26,970 

14,726 

10,835 

17,510 

1.042 

45.4 

29-30 


21,725 

22,496 

28,4 87 

24,236 

1.442 

62.8 

30-31 


21,011 

22,230 

14,1;;9 

19,124 

1.138 

49.6 

10 Years 

Average 

22,904 

18,874 

19,360 

20,379 

1.213 

52.8 

1931-32 

• • a 

28.842 

43,884 

14,939 

29,222 

1.739 

75.7 

32-33 

• * • 

40,619 

26,417 

16,665 

27,567 

1.640 

71.5 

33-34 

■ « • 

127.170 

43,431 

40,212 

70,271 

4.131 

182.1 

34-36 

• • • 

19,872 

11,917 

9,016 

13,602 

0.809 

35.3 

35-36 

• * • 

24,347 

45.497 

20,762 

30,202 

1.797 

78.3 

5 Years’ 

Average 

48,170 

34,229 

20,119 

34,173 

2.033 

88.6 

32 Year*’ Average 

28,150 

22,571 

27,648 

26,456 

1.874 

68.6 













MEAN BISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. S2 

River TUNGABHADRA Sile SUNKESALA Month OCTOBER 


Year 

(June to May) 

Mean discharge (Cusees) 

Volume of flow JOT 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M.C. 

1904-06 . . . 

11,066 

25,171 

26,747 

20,822 

1.280 

55.8 

05-06 . , . 

11,696 

8,664 

12,356 

10,888 

0.669 

29.2 

1906 07 . . . 

17,941 

27,982 

9,269 

18,103 

1.113 

48.5 

07-08 . . . 

36,971 

8,616 

7,274 

16,932 

1.041 

45.4 

08-09 , . . 

10,.507 

6,819 

4,317 

6,799 

0.418 

18.2 

09-10 . . , 

16,007 

16,169 

7,401 

12,683 

0.780 

34 0 

10-11 . . . 

38,249 

27,096 

31,141 

32,m 

1.976 

86.1 

7 Years’ Average 

20,048 

17,045 

13,929 

16,908 

1.040 

45.3 

1911-12 . , . 

16,181 

12,763 

14,455 

14,143 

0.870 

37.9 

12-13 . . . 

27,265 

19,707 

26 309 

24,133 

1.484 

64.6 

13-14 . . . 

19’,750 

44,648 

13,199 

26,457 

1 565 

68.2 

14-16 . , . 

21,795 

12,767 

6,623 

13,460 

0.828 

36.1 

16-16 . . . 

28,144 

16.430 

10,929 

17,934 

1.103 

48.0 

1916-17 . . . 

13,031 

8,572 

62,254 

29,059 

1.787 

77.8 

17-18 . . . 

34,976 

41,274 

59,761 

45,802 

2.816 

122.7 

18-19 . , . 

10,000 

6,170 

3,683 

6,523 

0.401 

17.5 

19-20 . . 

23,744 

14,232 

9,307 

15,553 

0.956 

41.7 

20-21 . . . 

14,381 

8,835 

2,946 

8,534 

0.S25 

22.9 

10 Years’ Average 

20,827 

18,439 

20,836 

20,060 

1.233 

53.7 

1921-22 ... 

34,833 

62.865 

6,841 

30,362 

1.867 

81.3 

22-23 . . . 

10,211 

8,616 

8.438 

9,035 

0 556 

24.2 

23-24 . . . 

12,167 

6,880 

4,418 

7,712 

0.474 

20.7 

24-26 . . . 

14,8.52 

9,882 

9,334 

11,291 

0.694 

30.2 

25-26 ; . . 

32,287 

18,320 

6,932 

18,784 

1.155 

50.3 

1926-27 ... 

9,322 

15,856 

6,789 

10,176 

0.626 

27.3 

27-28 . . . 

13,218 

6,471 

4,081 

7,800 

0.480 

20.9 

28-29 . , . 

11,732 

7,434 

27,675 

16,003 

0.984 

42.9 

29 30 . . . 

32,173 

18,203 

7,919 

19,061 

1.172 

51.1 

30-31 . . . 

36,048 

25,173 

14,840 

24,692 

1.158 

66.1 

10 Years’ Average 

20,584 

i6,952 

9,527 

15,492 

0.953 

41.5 

19.31i32 . . . 

10.784 

9,074 

8,206 

9,317 

0.573 

25.0 

32-38 , . . 

21,463 

27,062 

39,369 

29,619 

1821 

79.3 

33-34 . . . 

41,336 

95,170 

52,111 

62,525 

3 845 

167.5 

34-35 . . . 

8,208 

16,662 

8,067 

10,882 

0.669 

29.1 

35-36 . . . 

17,881 

11,865 

26,380 

18,698 

1.144 

49.8 

5 Years’ Average 

19,934 

31,965 

26,622 

26,188 

1.610 

70.1 

32 Years’ Average 20,441 

19,785 

16,695 

18,900 

1162 

50.6 










MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE l^LOW BY MONTHS 

SERIAL No. 63 

River TUNGABHADRA Site SUNKESALA Month NOVEMBER 


Year 

(June to May) 


Mean dh'scharge 

{Cufiecs} 


Volume of flow for 
the month 

M. A. F. j T. 31. a 

1-10 

1 11-20 

\ 

21-30 1 

i. 

IV hole 
month 

1904-05 . . . 

6,714 

3.442 

2,388 

4,181 

0.249 

10.8 

05-06 . . . 

4,706 

2,193 

2,155 

3,018 

0.180 

7 8 

1906-07 . . . 

5,457 

3,685 

2,173 

3,772 

0.224 

9.8 

07-08 . . . 

4,148 

5,372 

4,009 

4,510 

0 268 

11 7 

08-09 . . . 

5,949 

2,529 

1,468 

8,315 

0.197 

8.6 

09-10 . . . 

6,937 

4 221 

2,927' 

4,362 

0.260 

11.3 

10-11 . 

22.76'7 

4,293 

8.841 

15,300 

0.910 

39.7 

7 Years’ Average 

7,9,U 

5,105 

3,423 

5,494 

0.327 

14.2 

1911-12 . . . 

4,401 

2,918 

1,892 

3,070 

0 183 

8.Q 

12-13 , . . 

11,803 

4,644 

7,651 

7,999 

G 476 

20.7 

13-U . . . 

6,477 

3,-[y5 

2,658 

3,843 

0 229 

10.0 

14-15 . . . 

11,431 

8,608 

4,263 

8,128 

0.484 

21 1 

15-16 . . . 

24,994 

8,799 

7,067 

13,620 

0.810 

35,3 

1916^7 . . . 

91,814 

52,566 

16,963 

53,778 

3.2Q0 

139.4 

17-18 . . . 

14,100 

22,296 

31,180 

22,527 

1.340 

58.4 

18-19 . . . 

2,371 

9,306 

6.827 

6,168 

0 367 

16.0 

19-20 . . . 

6,961 

27,776 

9,790 

14,509 

0.863 

37.6 

20-21 . . . 

3,078 

1,939 

1,726 

2,248 

0.134 

5,8 

10 Years’ Average 

lIMi 

14,232 

8,991 

13,589 

0.809 

35.2 

1921-22 . . . 

24,145 

6,042 

3,371 

11,186 

0 666 

29.0 

22-23 . . . 

4,605 

16,674 

6,196 

8,790 

0 523 

22.8 

23-24 . . . 

3,546 

2,866 

2 170 

2,861 

0.170 

7.4 

24-25 . . . 

4,763 

3,659 

2 833 

3,752 

0.223 

9.7 

25-26 . . . 

4,033 

4,786 

3,087 

3,969 

0.236 

10.3 

1926-27 . . . 

2,636 

2,308 

1,793 

2,246 

0 134 

58 

27-28 . . . 

4,691 

12,190 

3,310 

6 697 

0.398 

17.4 

28-29 . . . 

9,530 

3,086 

2.330 

4,982 

0 296 

12.9 

29-30 . . . 

6,.335 

4,730 

4,596 

4 887 

0291 

12.7 

30-31 . . . 

12,6u6 

4,806 

2 616 

6,662 

0.396 

17.3 

10 Years’ Average 

7,569 

6,119 

3 130 

5 603 

0.333 

14.5 

1931-32 . . . 

5,816 

18,997 

6,890 

10,234 

0.609 

26.5 

32-33 . . . 

54,012 

20,649 

9,524 

28,061 

1.670 

72.7 

33-34 . . . 

22,395 

15,861 

13.284 

17,176 

1.022 

44.5 

34-35 . . . 

16,948 

5,377 

2,907 

8,410 

0 500 

21 8 

35-36 . . . 

9,859 

4 636 

3,034 

5,843 

0,348 

15.1 

5 Years’ Average 

21.806 

13,102 

6,928 

13,945 

0A30 

36.1 

32 Years* Average 

12,992 

9,524 

5 619 

9,378 

0.558 

24.3 














MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 53 

River TUNGABHADRA Site SUHKESALA Month DECEMBER 


Year 


M^an discharge (Ousecs) 


Volume of flow for 


1 


Whole 

month 

the month 

(June to May) 

1 10 

j 11-20 

21-31 

M.A.F. 

T. M. 0. 

1904-05 . . . 

1,686 

1,413 

1,220 

1,433 

0.088 

3.8 

05 0.i . . . 

1,989 

l,-408 

1,046 

1,467 

0.090 

3.9 

1906-07 . . . 

1,874 

1,220 

4,954 

2,755 

0.169 

7.4 

07-08 . . . 

3,131 

1,984 

2,043 

2,375 

0.146 

6.4 

08-09 • ’ . . 

1,204 

1,038 

870 

1,032 

0.063 

2.8 

09-10 . . . 

3,134 

1,962 

1,831 

2,291 

0.141 

6.1 

10-11 . . . 

4,785 

4.042 

3,467 

4,078 

0.251 

10.9 

7 Tears' Average 

2,513 

1,865 

2,204 

2 204 

0a36 

5.9 

1911-12 . , . 

2,370 

1,986 

1,5-41 
1,913 

1,952 

0120 

5.2 

T2-13 , . . 

5,341 

2,619 

3,256 

0 200 

8.7 

13-14 . . . 

1,890 

1,933 

1.659 

1,786 

0 110 

4.8 

14-16 . . . 

3,132 

4,242 

3,937 

3,776 

0 232 

101 

15-10 . . . 

6,472 

3,949 

3,093 

4,136 

0 254 

11.1 

1916-17 . . . 

9,343 

6,498 

3,186 

5,918 

0 364 

159 

17-18 . . . 

8,482 

6,880 

4,2 «6 

6,154- 

0.378 

16.5 

18-19 . . . 

12,734 

4,102 

1,780 

6,064 

0.373 

16.2 

19-20 . . . 

5,758 

4,649 

3,763 

4,689 

0 288 

12.6 

20-21 . . . 

1,696 

1,446 

1,169 

1,428 

0.088 

3.8 

10 Tears’ Average 

5,622 

3,633 

2,622 

3,916 

0.241 

10.5 

1921-:i2 . . . 

2,.355 

1,966 

3,714 

2,002 

0.123 

5.4 

22-23 . . . 

3,464 

2,174 

1,736 

2,338 

0.144 

6.3 

23-24 . .... 

1,870 

1,846 

1,609 

1,770 

0.109 

4.7 

24-25 . . . 

2,522 

.3,478 

1,978 

2,637 

0.162 

7.1 

26-26 . . . 

2,106 

2,969 

2,422 

2,496 

0.153 

6.7 

1926-27 . . . 

1,644 

1,450 

1,234 

1,436 

0.088 

3.8 

27-28 . . . 

2,248 

1,774 

1,609 

1,869 

0.115 

5.0 

28-29 . . . 

2,225 

2,250 

1,742 

2,065 

0.127 

5.5 

29-30 . , , 

2,974 

2,207 

1,694 

2,272 

0.140 

6.1 

30-31 . . . 

2,192 

2 047 

1,806 

2,008 

0.123 

5.4 

10 Years’ Average 

2,330 

2,217 

1,754 

2,089 

0.129 

5.6 

1931 32 . . . 

3,691 

3,138 

3,403 

3,410 

0210 

9.1 

32-33 . . . 

6,948 

6,054 

3,720 

5.166 

0.318 

13.8 

33-34 . . . 

6,634 

4,509 

9,097 

6,823 

0.420 

18.3 

34-35 . . • . 

2,328 

1,946 

1,651 

1,965 

0.121 

5.3 

35-36 . . , 

2,455 

2,104 

1,676 

2,065 

0.127 

5.5 

5 Years’ Average 

4,411 

3,348 

3,909 

3,886 

0.239 

10.4 

32 Years Average 

3,731 

2,759 

2,461 

2,966 

0.182 

7.9 













MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SEBIAL No. 5S 


i£'w«r TUNGABHADRA Site SUNKESALA Month JANUARY 


Year 

(June to May) 

Mean discharge j Cusecs) 

Volume of flow for 
the month 

M. A. F. T. M. C. 

1-10 

11 20 

21-31 

Whole 

month 

1904-05 . . . 

982 

881 

718 

844 

0 052 

2-3 

05-00 . . . 

770 

614 

986 

796 

0.049 

2.1 

1906-07 , . . 

4,488 

1,416 

&15 

2,215 

0.136 

5.9 

07-08 . . . 

1.689 

1,268 

805 

1,236 

0.076 

3 3 

08-09 . . . 

847 

747 

460 

677 

0 042 

1.8 

09-10 . . . 

1,198 

967 

562 

895 

0.055 

2.4 

10-11 . . . 

2,749 

l,9t3 

1,434 

2,029 

0.125 

5 4 

7 Years’ Average 

1,818 

1,120 

834 

1,242 

0 076 

3.3 

1911-12 . . . 

1,300 

1,074 

630 

989 

0 061 

2.6 

12-13 . . . 

1,678 

1,490 

1,081 

1,406 

0 086 

38 

13-14 . . . 

1,374 

1,096 

679 

1,038 

0.064 

28 

14-15 . . . 

1,974 

1,584 

1,864 

1,806 

0.111 

48 

16-16 . . . 

2,293 

1,521 

1,027 

1,595 

0.098 

4.3 

1916-17 . . . 

3,682 

2,420 

1,926 

2,654 

0.163 

7 1 

17-18 . . . 

3,775 

3,287 

3,103 

3,379 

0.208 

9.0 

18-19 . . . 

1,268 

1,028 

763 

1,012 

0.0S2 

2.7 

19-20 . . .. 

2,863 

1,921 

1,184 

1,963 

0.121 

5 3 

20-21 . . , 

934 

786 

665 

755 

0.046 

2.0 

10 Years’ Average 

2,114 

1,621 

1,281 

1,660 

0.102 

4.4 

1921-22 . . . 

2,630 

2,074 

1,123 

1,916 

0.118 

5.1 

22-23 . . . 

1,628 

1,296 

862 

1,217 

0.075 

3.3 

23-24 . . . 

1,417 

1,200 

826 

1,137 

0.070 

3.0 

24-25 . . . 

1.477 

1,271 

980 

1.234 

0 076 

3.3 

26-26 . . . 

1,692 

1,508 

1,127 

1,432 

0.088 

3 8 

1926-27 . . . 

1,100 

934 

694 

902 

0.055 

2.4 

27-28 . 

1,469 

1,189 

762 

1,121 

0.069 

3 0 

28-29 . . . 

1,662 

1,320 

1,022 

1,289 

0.079 

3.5 

29-30 . . . 

1,653 

1,308 

863 

1,229 

0 076 

3.3 

30-31 . . , 

1,666 

1,406 

897 

1,306 

0.080 

3.5 

10 Years’ Average 

1,606 

1,351 

915 

1,278 

0.079 

3.4 

1931-32 . . . 

2.023 

1,582 

1.153 

1,572 

0.097 

4.2 

32-33 . . . 

3,117 

2,448 

1,760 

2,416 

0.149 

6.5 

33-34 . . . 

6,150 

3,664 

2,531 

3,741 

0.230 

10.0 

34-35 . . . 

1,497 

1,330 

1,016 

1,271 

0.078 

3.4 

36-36 , . . 

1,600 

1,403 

1,060 

1,341 

0.082 

3.6 

5 Years’ Average 

2,677 

2,085 

1,500 

2,068 

0.127 

5.5 

32 Years’ Average 

1,979 

1,500 

1,103 

1,513 

0.093 

4.1 


(£3 8 } 











MEAN DTSCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 
SERIAL No. 53 


River TUNGABHADRA Site SUNKESALA Monm FEBRUARY 


Year 

(J une to May) 

1-10 

When rii^rfinra' {C-'Sers) 

1 1 

Whole 

month 

Volume of flow for 
the month 

11-20 

21-28129 

M. A. F. 

T. M. 0. 

1904-05 . , . 

462 

377 

611 

474 

0.026 

1.1 

05-06 . . . 

704 

326 

269 

444 

0.025 

11 

1906-07 . , . 

498 

372 

378 

419 

0.023 

1.0 

07-08 . . . 

791 

477 

306 

532 

0031 

1.3 

08-09 . . . 

422 

271 

131 

285 

0 016 

0.7 

09-10 . . . 

535 

343 

161 

857 

0 020 

0.9 

10-11 . . . 

1,250 

871 

697 

928 

0052 

2.2 

7 Years’ Average 

666 

434 

349 

491 

0.027 

1.2 

1911.12 . . . 

687 

480 

301 

479 

0.028 

12 

12-13 . . . 

990 

647 

453 

714 

0.040 

17 

13-14 ... 

664 

469 

297 

486 

0.027 

1.2 

u-is . , ; 

1,168 

766 

425 

805 

0045 

19 

15-16 . . . 

915 

666 

339 

616 

0.035 

1.5 

1916-17 . . . 

6,353 

2,383 

1,327 

3,499 

0.194 

8.4 

17-18 . .• . 

1,922 

1,187 

782 

1,834 

0.074 

3.2 

18-19 . . . 

624 

382 

]89 

413 

0.023 

1.0 

19-20 . . . 

994 

706 

386 

705 

0.041 

1.8 

20-:il . . . 

695 

409 

188 

412 

0 023 

1.0 

10 Years' Average 

1,484 

798 

469 

946 

0.053 

2.3 

1921-22 . . . 

889 

658 

281 

597 

0.033 

1.4 

22-23 . . . 

683 

516 

1,025 

721 

0.040 

1.7 

23-24 . . , 

675 

526 

325 

515 

0.030 

1.3. 

24-25 . . 

811 

627 

390 

625. 

0.035 

1.5 

25-26 . . . 

1,281 

638 

462 

814 

0.045 

2.0 

1926-77 . . . 

606 

476 

324 

479 

0.027 

1.2 

27-28 . . . 

1,448 

1,628 

726 

1,286 

0.074 

3.2 

28-29 . . . 

1,049 

798 

621 

809 

0.045 

2.0 

i9-30 . . . 

859 

682 

361 

618 

0.034 

15 

30-31 . . . 

990 

720 

494 

752 

0.042 

18 

10 Years’ Average 

929 

707 

490 

722 

0.040 

1.7 

19 1-32 . . . 

1,008 

707 

623 

754 

0043 

1.9 

32-33 ... 

1,561 

1,091 

808 

1,174 

0.065 

2.8 

33-34 . . , 

1,924 

1,.579 

1,049 

1,556 

0.086 

3.8 

34-35 . . . 

1,600 

744 

340 

934 

0052 

2.3 

33-36 . . . 

898 

943 

697 

851 

0049 

2.1 

5 Years’ Average 

1,396 

1,013 

687 

1,054 

0.059 

2.5 

32 Years’ Average 

1,118 

723 

483 

793 

0. 044 

19 


( 83 . 9 ) 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

8EB1AL No. S3 


River TUNGABHADRA Site SUNKESALA Month MARCH 


Year 

{June to May) 

Mean discharge {Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

' 21-31 

Whole 

month 

M. A. F. 

T. M. G. 

1904-06 . . . 

208 

141 

141 

163 

0.010 

0.4 

06-06 . . . 

180 

131 

134 

147 

0.009 

0.4 

1906-07 . . . 

208 

142 

147 

165 

0.010 

04 

07-08 . . . 

334 

262 

136 

240 

0.015 

0.6 

08-09 . . . 

160 

133 

79 

123 

0.008 

03 

09-10 . . . 

212 

180 

101 

162 

0.010 

0.4 

10-11 . . . 

635 

473 

193 

426 

0.026 

1.1 

7 Year^’ Average 

277 

209 

133 

204 

0.013 

0.5 

1911-12 . . . 

336 

284 

201 

271 

0.017 

0.7 

12-13 . . , 

485 

346 

163 

326 

0.020 

0.9 

13-14 . . . 

333 

268 

163 

248 

0 015 

07 

14-16 . . . 

862 

752 

465 

679 

0.042 

1.8 

16-16 ... 

408 

269 

162 

276 

0.017 

0.7 

1916-17 . . . 

947 

643 

895 

830 

0 051 

2.2 

17-18 . . . 

729 

631 

269 

502 

0.031 

1.3 

18-19 . . . 

196 

162 

90 

144 

0.009 

04 

19-20 . . . 

367 

275 

150 

260 

0.016 

0.7 

20-21 , . . 

239 

207 

133 

191 

0.012 

0.5 

10 Years’ Average 

489 

373 

267 

373 

0.023 

1.0 

1921-22 . . . 

296 

238 

133 

220 

0.014 

0.6 

22-23 . . . 

3.026 

512 

167 

1,201 

0.074 

3.2 

23-24 . . . 

•267 

146 

94 

162 

0010 

04 

24-26 . . . 

297 

226 

128 

214 

0.013 

0.6 

25-26 . . - 

363 

314 

162 

273 

0.017 

0.7 

1926-27 . . . 

263 

230 

185 

225 

0.014 

0.6 

27-28 . . . 

580 

608 

430 

504 

0.031 

1.3 

28-29 . . . 

601 

393 

279 

387 

0.024 

1.0 

29-30 . . . 

291 

282 

241 

270 

0 017 

0.7 

30-31 . . . 

663 

561 

419 

511 

0.031 

1.4 

10 Years’ Average 

643 

341 

224 

397 

0.024 

1.1 

1931-32 . . . 

572 

442 

271 

423 

0.026 

1.1 

$2-33 . . . 

904 

642 

467 

671 

0.041 

1.8 

33-34 . . . 

1,086 

962 

713 

914 

0 056 

2.4 

34-36 . . . 

294 

390 

233 

303 

0 019 

0.8 

35-36 . . . 

405 

302 

245 

315 

0.019 

08 

5 Years’ Average 

652 

548 

386 

525 

0 032 

1.4 

32 Years* Average 

516 

354 

243 

ZWl 

0.023 

1.0 


( 63 . 10 ) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 

and the voeumr of flow by months 

SERIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month APRIL 


Tear 

(June to May) 

Mean axaoh 
1-10 1 11-20 

arge JJusees) 

21-30 

Whole 

month 

Volume oj 
the mot 

M. A. F. 

Jlow Jor 
ith 

T. M. C. 

190o-Ui* . . . 

291 

138 

19 

149 

0.009 

0.4 

04-Ua . . . 

104 

41 

Nil 

48 

0.903 

0.1 

05-06 . . . 

63 

41 

24 

43 

0.903 

01 

1906-07 . . . 

106 

83 

1,809 

666 

0 040 

17 

07-08 . . . 

121 

97 

104 

107 

0006 

0.3 

08-09 . . . 

71 

48 

41 

63 

0.003 

01 

09-10 . . . 

121 

124 

07 

114 

0.007 

0.3 

lO-lJ . . . 

164 

127 

105 

132 

0.008 

0 3 

I ears' Average 

107 

80 

311 

166 

0.010 

0.4 

1911-12 . . . 

133 

119 

603 

285 

0 017 

07 

12-13 . . . 

133 

122 

120 

125 

0.007 

0.3 

13-14 . . , 

199 

147 

81 

142 

0.008 

0.4 

14-16 . . . 

258 

174 

117 

183 

0.011 

0.5 

15-18 . . 

87 

66 

68 

70 

0.004 

0.2 

1916-17 . . . 

788 

282 

192 

421 

0.025 

1.1 

17-18 . . . 

183 

130 

121 

145 

0.009 

0.4 

18-19 . . . 

44 

34 

64 

48 

0 003 

0.1 

19-20 . . . 

112 

103 

101 

105 

0.006 

0.3 

20-21 . . . 

Nil 

214 

2,771 

995 

0 059 

2.6 

10 Years' Average 

194 

139 

423 

252 

0.015 

0.7 

1921-22 . . , 

95 

90 

196 

127 

0.008 

0.3 

22-23 . . . 

144 

270 

137 

183 

0.011 

0.5 

2.3-24 . . . 

162 

437 

249 

283 

0.017 

0.7 

24-25 . . . 

102 

100 

668 

290 

0.017 

0.8 

25-26 . . . 

261 

198 

123 

194 

0.012 

0.5 

X926-27 . . . 

1 15 

182 

14 

104 

0.006 

0.3 

27-28 ... 

649 

426 

417 

464 

0.028 

1.2 

28-29 . . . 

196 

406 

783 

461 

0.027 

1.2 

29-30 . . . 

733 

126 

96 

318 

0.019 

0.8 

30-31 . . . 

306 

303 

308 

305 

0.018 

0.8 

10 Years’ Average 

266 

254 

299 

273 

0.016 

0.7 

1931-32 . , . 

213 

166 

121 

167 

0.010 

0.4 

32-33 . . . 

414 

1,560 

1,272 

1,079 

0.064 

2.8 

33-34 - . . 

536 

387 

1,089 

671 

0.040 

17 

34-3.5 . . . 

1,246 

596 

275 

706 

0.042 

1.8 

35-33 . . . 

762 

323 

231 

435 

0.026 

1.1 

.5 Years’ Average 

632 

604 

598 

612 

0.036 

1.6 

32 Years’ Average 

266 

235 

387 

296 

0.018 

0.8 


• Not considered for calculating the average. 

(S3.11) 







HEAH DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE YOLUME OE PLOW BY MONTHS 


SERIAL No. S3 

River TUNGABHADRA Site SUNKESALA Month. MAY 


Year 

{June to May) 

Mean discharge (Ousecs) 

' Volume of flow for 

the month 

M. A F. \ T. M C. 

1-10 

1 

1 11-20 

2U31 

Whole 

month 

1903-04* . . 

Nil 

992 

2,742 

1,293 

0.080 

3.5 

04-06 . . . 


Nil 

2,897 

1,028 

0.063 

2.8 

05-06 . . . 

22 

20 

13 

18 

0.001 

Nil 

1906-07 . . . 

2,225 

760 

662 

1,198 

0.074 

3.2 

0:-08 . . . 

1,531 

494 

390 

792 

0 049 

2.1 

08-09 . . . 

34 

4,639 

1,814 

2,130 

0.131 

5.7 

09-10 . . . 

112 

566 

1,762 

844 

0.052 

2.3 

10-11 . . . 

81 

726 

1,496 

791 

0.049 

2.1 

7 Years’ Average 

572 

1,015 

1,295 

972 

0.060 

2.6 

1911-12 . . . 

2,162 

1,318 

476 

1,288 

0.079 

3.5 

12-13 . , . 

133 

432 

1,999 

892 

0 055 

2.4 

13-14 . . . 

50 

667 

822 

520 

0.032 

1.4 

14-16 . . . 

592 

2,087 

929 

1,194 

0.073 

3.2 

16-16 . . . 

76 

155 

1,400 

571 

0.035 

1.5 

1916-17 . . . 

181 

112 

Nil 

94 

0.008 

0 3 

17-18 . . , 

689 

4,815 

6,923 

4 232 

0.260 

11.3 

18-19 . , . 

1,058 

2,644 

2,604 

2,050 

0.126 

55 

19-20 . . . 

236 

115 

623 

2.99 

0.018 

0.8 

20-21 . . . 

735 

146 

Nil 

284 

0.017 

0.8 

10 Years’Average 

590 

1,23S 

1,558 

1,142 

0.070 

3.1 

1921-22 . . . 

723 

897 

6,784 

2,575 

0.158 

6.9 

22-23 . . . 

52 

8 

681 

261 

0.016 

0.7 

23-24 . . . 

203 

72 

577 

293 

0 018 

0.8 

24-26 . . . 

4,968 

7,890 

6,213 

5,994 

0.369 

16.1 

25-26 . . , 

157 

1,670 

531 

778 

0.048 

2.1 

1926-27 . . . 

227 

82 

27 

109 

0.007 

0.3 

27-28 . . . 

418 

1,716 

461 

848 

0.052 

2,3 

28-29 . . . 

4,700 

4,200 

3,083 

3,965 

0.244 

10.6 

29-30 . . . 

57 

72 

1,089 

428 

0.026 

1.1 

30-31 . . . 

461 

383 

3,f 91 

1,548 

0 095 

4.1 

10 Years' Average 

1,105 

1,699 

2,103 

1,680 

0.103 

4.5 

1931-32 . . . 

133 

160 

2,061 

825 

0 051 

2.2 

32-33 . . . 

1,021 

9,022 

6,835 

5,665 

0 348 

15.2 

33-34 . . , 

702 

304 

738 

586 

0 036 

1.6 

34-35 . . . 

189 

202 

1,365 

610 

0 038 

1.6 

36-36 . . . 

287 

482 

7,068 

2,766 

0.169 

7.4 

5 Years’ Average 

466 

2,034 

3,613 

2,088 

0.128 

5.6 

32 Years ’ Average 

756 

1,458 

1 992 

1,421 

0.087 

3.8 


* Not considered for calculating the average. 


( 58 . 12 ) 











HE AN 1>WCHAKGE Bt IOlB-AT EEEIOBS AND MOKTSfl 

AND THE VOLUME OF FLOW BY MONTHS 


8 EBIAL No. 53 

Biver TUNGABHADRA Site SUNKESALA Month JUNE 



Mean discharge (Gusees) 

Volume of flow for 

Year 





the month 

(June to May) 

1.10 

11-20 

21-30 

n /I 0 l 6 
month 

M, A.F. 

T. M. C. 

1936-37 . . . 

1,287 

2,448 

13,256 

5.663 

0.337 

14.7 

37-38 . . . 

190 

506 

4,223 

1,640 

0.098 

4.3 

38-39 , . . 

2,401 

8,561 

34,932 

15,298 

0.910 

39.7 

39-40 . . . 

Nil 

254 

3,451 

1,235 

0.073 

32 

40,41 . . . 

2,693 

7,965 

9,932 

6,863 

0.408 

17.8 

5 Years' Average 

1,314 

3,947 

13,159 

6,140 

0.365 

15.9 

1941-42 . . . 

729 

33,Qn 

8,911 

14,539 

0.865 

37.7 

42-43 . . . 

6,686 

13,427 

5,530 

8,214 

0.489 

21.3 

43-44 • . . 

4,754 

4,994 

17,794 

9,180 

0 546 

23.8 

44-45 . . . 

1,340 

1,461 

15,936 

6,269 

0.373 

16.2 

46-46 . . . 

4,193 

1,366 

6,871 

4,143 

0.247 

10.7 

1946-47 . . . 

9,962 

5,681 

19,308 

11,617 

0.691 

30.1 

47-48 , . . 

1,680 

478 

6.938 

3,032 

0.180 

7.9 

48-49 . . . 

2,516 

3,892 

13,382 

6,596 

0.392 

17.1 

49-60 . . . 

1,850 

6,518 

12,018 

6,795 

0.404 

17.6 

60-51 . . . 

3,809 

3,944 

11,971 

6,574 

0.391 

17.0 

10 Years' Average 

3,d52 

7,564 

11,866 

7,696 

0.458 

19.9 

1951-62 . . . 

13,006 

8,613 

14,817 

12,145 

0.723 

31.5 

62-53 . . . 

3,487 

1,626 

2,437 

2,517 

0.150 

6.5 

17 Years’ Average 

3,505 

6,212 

11,865 

7,195 

0.428 

18.6 


( 53 . 13 ^ 






MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

BEKIAL No. 53 

Bimr TUNGABHADRA Site SUNKESALA Month JULY 


Year 

Mean discharge (Gusecs) 

Volume of flow for 


1 


Whole 

month 

the month 

(June to May) 

1-10 

11.20 

21-31 

M. A. F. 

T. M. 0. 

1936-37 . . . 

60,899 

27,726 

65,096 

48,139 

2.960 

128.9 

37-38 . . . 

25,944 

54,385 

19,485 

54,117 

3.328 

144.9 

38-39 . . . 

63,486 

43,608 

43,783 

50,082 

3.079 

134.1 

39-40 . . . 

15,344 

73,691 

32,667 

40,314 

2.479 

1080 

1 

o 

48,652 

47,112 

63,315 

49,810 

3.063 

133.4 

5 Years* Average 

42,865 

49,304 

52,869 

48,492 

2.982 

129.9 

1941-42 . . . 

42,959 

95,565 

14,514 

49,835 

3.064 

133.5 

42-43 . . . 

60,132 

34,653 

78,013 

58,257 

3.S82 

156.0 

43-44 . . . 

36,634 

91,617 

58,537 

62,142 

3.821 

166.4 

44-45 . . . 

10,376 

69,048 

195,769 

91,861 

5.648 

246.0 

45-46 . , . 

11,246 

70,450 

52,329 

44,921 

2.762 

120.3 

1946-47 . . . 

61,643 

30,946 

67,158 

53,698 

3.302 

143.8 

47-48 . . . 

10,809 

31,317 

73,572 

39,695 

2.441 

106.3 

48-49 . . . 

23,283 

47,831 

54,115 

42,142 

2.591 

112.9 

49-50 . . . 

11,705 

40,997 

22,790 

25,088 

1.543 

67.2 

50-51 . . . 

7,196 

29,182 

117,224 

53,330 

3.279 

142.8 

10 Years' Average 

27,598 

53,160 

73,402 

52,097 

3.203 

139.5 

1951-52 . . . 

13,860 

26,468 

73,367 

39,043 

2.401 

104.6 

52-53 ... 

22,419 

15,940 

33,938 

24,416 

1.501 

65.4 

17 Years’ Average 30,976 

48,267 

65,040 

48,641 

2991 

130.3 


( 53 . 14 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month AUGUST 


Year 

{June to May) 

Mean discharge {Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. G. 

1936-37 ' . . 

41,907 

38,776 

36,254 

38,891 

2.391 

104.2 

37-38 . . . 

67,408 

36,410 

11,582 

37,277 

2.292 

99.8 

38-39 . . . 

34,038 

26,328 

41,201 

34,093 

2.096 

91.3 

39-40 , . . 

11.844 

44,088 

60,588 

39,535 

2.431 

105.9 

40-41 . . . 

67,427 

60,096 

85,993 

68,424 

4.207 

183.3 

5 Years' Average 

42,525 

40,940 

47,124 

43,644 

2.684 

116.9 

1941-42 . . . 

15,410 

45,609 

36,661 

32,657 

2.008 

87.5 

42-43 . . . 

74,017 

22,474 

27,403 

40,850 

2512 

109.4 

43-44 . . . 

35,911 

21,112 

12,895 

22,970 

1412 

61.5 

44-46 . . . 

51,397 

11,492 

21,535 

27,928 

1.717 

74.8 

46-46 . . . 

24,389 

13,875 

28,611 

22,460 

1 381 

60.2 

1946-47 . . . 

79,671 

89,320 

84,453 

84,480 

5.194 

226.3 

47-48 . . . 

43.563 

25,308 

76,623 

49,047 

3.016 

131.4 

48-49 . . . 

37,773 

83,479 

67,769 

59,613 

3.665 

159.7 

49-50 . . . 

57,689 

27,796 

28,179 

37,543 

2.308 

100.6 

50-61 . . . 

54,366 

49,746 

32,057 

44,956 

2.764 

120.4 

10 Years' Average 

47,408 

39.021 

40,498 

42,250 

2.598 

113.2 

1961-52 , . . 

30,394 

40,069 

25,905 

31,919 

1963 

855 

52-53 . . . 

44,994 

41,322 

41,132 

42,439 

2.609 

113.7 

17 Years’ Average 

44,829 

39,782 

41,631 

42,064 

2.586 

1127 


( 63 . 16 ) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SEBIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month SEPTEMBER 


Year 

{June to May) 

1 Mean discharge (Gusecs) \ 

Volume of flow for 

1 1 

1-10 j 

] 

1 

11-20 

21-30 

Whole 

1 month 

the mon 

M.A.F. 1 

tJh 

T. M. C 

1936-37 . . . 

14,717 

15,301 

37,229 

22,416 

1.334 

58.1 

37-38 . . . 

7,028 

17,002 

30,642 

18,191 

1.082 

47.2 

38-39 . . . 

27,820 

19,071 

49,074 

31,988 

1.903 

829 

39-40 . . . 

35,471 

17,327 

24,312 

25,703 

1.529 

66.6 

40-41 ... 

27,931 

16,912 

10,387 

18,077 

1.076 

46.9 

5 Years' Average 

22,593 

16,923 

30,309 

23,275 

1.385 

60.3 

1941-42 . 

20,942 

20,336 

20,002 

20,426 

1.215 

52.9 

42-43 . . . 

29,838 

11,660 

10,836 

17.411 

1.036 

45.1 

43-44 . . . 

29,686 

23,981 

24,935 

26,167 

1.557 

67.8 

44-46 . . . 

12,993 

23,738 

5,858 

14,197 

0.845 

36.8 

45-46 . , . 

19,983 

14,118 

9,378 

14,493 

0.862 

37.6 

1946-47 . . . 

30,490 

20,094 

29,120 

26,568 

1.581 

68.9 

47-48 . . . 

51,869 

.39,524 

39,368 

43,554 

2.592 


48-49 . . . 

25,018 

17,879 

17,327 

20,075 

1.195 

52.0 

49-50 . . . 

19,841 

19,573 

74,188 

37,867 

2.253 

98.2 

60-51 . . . 

28,662 

67,370 

25,709 

37,214 

2.214 

96.5 

10 Years' Average 

26,912 

24,817 

25,612 

25,797 

1.535 

66.9 

1961-52 . . . 

23,117 

9,113 

10,701 

14,310 

0.852 

37.1 

62-53 . . . 

12,921 

6,972 

8,052 

8,982 

0.534 

23.3 

17 Years’ Average 

24,596 

20,463 

25,119 

23,391 

1.392 

60.6 


{mM) 



MEAN DISCHARGE BY lO-DAY REBIODS AND MONTHS 
AND THE VOLUME OE BLOW BY MONTHS 

SEBI'AL No. S3 

Bivet TUNGABHADRA 8iU SUNKESALA Month OCTOBER 

of flow for 
lonth _ 

I T. M. G. 


Year 

(.June to May) 


Mean discharge (Cusecs) 


'wume 


Whole 

month 


M. A. F. 


1936*37 . . . 

36,706 

12,310 

6.466 

17,788 

1.093 

47.6 

37-38 . . . 

39,300 

26,228 

4,531 

22,746 

1.399 

60.9 

38-39 . . , 

43,562 

14,563 

4,661 

20,404 

1.255 

54.7 

39-40 . . . 

6,499 

19,178 

40,796 

22,436 

1.380 

601 

40-41 . . . 

13,257 

43,198 

9,636 

21,631 

1.330 

57.9 

6 Tears' Average 

27,465 

28,095 

18,218 

21,000 

1.291 

563 

1941-42 . . . 

27,955 

17,155 

4,178 

16,034 

0.986 

42.9 

42-43 . . . 

7,439 

17,520 

5,780 

10,102 

0621 

27.1 

43-44 . , . 

33,096 

60,482 

23,937 

35,455 

2.180 

950 

44-45 . . . 

12,078 

12,045 

29,395 

18,177 

1.118 

48.7 

46-46 . , . 

8,974 

6,625 

5,343 

6,928 

0-426 

18.6 

1946-47 . . . 

42,781 

10,686 

3,308 

18,389 

1.131 

49.3 

47-48 . . . 

14,372 

19,458 

11,033 

14,828 

0.912 

39.7 

48-49 . . . 

12,325 

23,654 

8,101 

14,481 

0.890 

38 8 

49-50 . . . 

10,591 

22,463 

38,067 

24,167 

1.486 

64.7 

60-61 . . . 

31,202 

47,697 

10,243 

29,054 

1.786 

77.8 

10 Years’ Average 

20,081 

22,758 

13,928 

18,762 

1.154 

50.3 

1951-62 . . . 

36,764 

14,781 

7,874 

19,421 

1.194 

52.0 

52-63 . , . 

26,091 

41,036 

10,449 

25,362 

1.559 

67.9 

17 Years’ Average 

23,588 

23,463 

13,159 

19,847 

1.220 

53.2 


( 53 . 17 ) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month NOVEMBER 


Year 

(June to May) 

Mean discharge (Gusecs) 

Volume of flow for 

I-10 

11-20 

21-30 

Whole 

month 

the mo 

M. A. F. 

nth 

T. M. C. 

1936- 7 . . . 

8,502 

17,212 

4,7 4.5 

10,153 

0 604 

263 

37-38 . . . 

4,330 

2,663 

2,199 

3,027 

0.180 

7.8 

38-39 . . . 

2,599 

2,621 

2,109 

2,410 

0.143 

6.2 

39-40 , . . 

18,202 

6,868 

7,930 

10,666 

0.635 

27.6 

40-41 . . . 

8,270 

4,610 

5,754 

6,211 

0 370 

161 

5 Tears' Average 

8,381 

6,553 

4,547 

6,493 

0.386 

16.8 

1941-42 . . . 

2,254 

2,070 

2,018 

2,114 

0.126 

5.5 

42-43 . . . 

3.355 

2,648 

2,340 

2,748 

0.164 

71 

48-44 . . . 

6,660 

6,402 

5,132 

6,032 

0.359 

15.6 

44-46 . . . 

32,612 

6,121 

2,835 

13,822 

0.822 

35.8 

45-46 . . . 

2,336 

2,292 

1,808 

2,145 

0.128 

5.6 

1946-47 . . . 

14,397 

13,908 

10,369 

12,891 

0.767 

33.4 

47-48 . . ■ 

2,748 

2,724 

3,105 

2,859 

0.170 

7.4 

48-49 ... . 

6,091 

10,183 

13,629 

9,968 

0.593 

25.8 

49-50 . . . 

6,376 

3,176 

3,096 

4,216 

0.251 

10 9 

50-51 . . . 

12,099 

7,217 

3,049 

7,455 

0444 

19.3 

10 Years' Average 

8,873 

5,664 

4,738 

6,425 

0.382 

16.7 

1951-62 . . . 

4,630 

3,334 

3,148 

3,704 

6220 

9.6 

52-53 . . . 

3,069 

2,608 

2,699 

2,792 

0.166 

7.2 

17 Years* Average 

8,137 

5,609 

4,469 

6.071 

0.361 

15.7 


( 5318 ) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No, 53 


River TUNGABHADRA SUNKESALA Month DECEMBER 


Year 

Mean discharge (Cusecs) \ 

Volume of flow for 




Whole 

month 

the month 

{June to May) 

1-10 

1 

11-20 

21-31 

M. A. F. 1 T. M. C. 


1936-37 . . . 

2.599 

2,160 

2,077 

2,272 

0.140 

6.1 

37-38 . . . 

2 026 

1,919 

1,825 

1,920 

0.118 

5.1 

38-:<9 . . . 

i ,977 

1,762 

1,512 

1,739 

0.107 

4.7 

39-40 . , . 

2.7i9 

2,189 

1,921 

2,261 

0.139 

61 

40-41 . . . 

3,816 

2,372 

2,103 

2,775 

0.171 

7.4 

5 Years' Average 

2,025 

2,078 

1,888 

2,193 

0.135 

5.9 

1941-42 . . , 

2,758 

2,884 

1,921 

2,602 

0.154 

6.7 

42-43 . . . 

2,188 

1,856 

2,355 

2,140 

0.132 

5.7 

43-44 . . . 

2,688 

2,193 

2,025 

2,261 

0.139 

6.1 

44-45 . . . 

2,521 

2,070 

1,943 

2,171 

0.133 

5.8 

46-46 . . . 

1,910 

1,658 

1,693 

1,716 

0.106 

4.6 

1946-47 . . . 

3,615 

2,811 

2,297 

2,888 

0.178 

7.7 

47-48 . . . 

5.984 

6,056 

4,941 

5,314 

0.327 

14.2 

48-49 . . . 

4,556 

2,712 

2,227 

3,135 

0.193 

8.4 

49-50 . . . 

2,6 >7 

1,769 

1,714 

1,994 

0.123 

5.3 

50-51 . . . 

2,515 

2,220 

2,064 

2,256 

0.139 

6 0 

10 Years' Average 

3,116 

^,522 

2,307 

2,637 

0.162 

7.1 

1951-52 . . . 

3,584 

2,066 

1,823 

2,466 

0.152 

6.6 

62-63 . . . 

2,146 

:‘,60I 

2,316 

2,647 

0.163 

7.1 

17 Year*’ Average 

2.942 

2.422 

2,156 

2,497 

0.154 

6.7 


( 53 . 1 &) 











MEAN DISCBAEGl BY dO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 


SERIAL No. S3 

Mivei TUNGA6HADRA Site SUNKESALA Month JANUARY 


Year 

Mean discharge (Cusics) 

Volume of flow for 




Whole 

month 

the month 


[June to May) 

1-10 

lh20 

' 

21-31 

M. A. F. 1 T. 

M. G 

1936-37 . . . 

1,760 

1,446 

1,160 

1,446 

0.089 

3.9 

37-38 . . . 

1,549 

1,252 

1,100 

1,294 

0.080 

3.5 

38-39 . . . 

1,402 

1,098 

778 

1,083 

0.067 

2.9 

39-40 . . . 

1,808 

1,693 

1,273 

1,549 

0.095 

4.1 

1 

o 

1,844 

1,686 

1,182 

1,529 

0.094 

4.1 

5 Years' Average 

1,673 

1,395 

1,099 

1,380 

0.085 

3,7 

1941-42 . . . 

1,538 

1,346 

946 

1,266 

0.078 

3.4 

42-43 . . . 

1,984 

1,863 

1,057 

1,616 

0.099 

4.3 

43-44 . . . 

1,962 

1,786 

1,414 

1,711 

0.105 

4.6 

44-46 . . . 

1,768 

1,367 

1,424 

1,515 

0.093 

4.1 

46-46 . . 

1,319 

966 

808 

1,024 

0.063 

2.7 

1946-47 . . • 

2,744 

2,147 

1,711 

2,185 

0.134 

59 

47-48 . . . 

2,198 

1,660 

1,483 

1,774 

0.109 

4.8 

48-49 . . . 

2,019 

1,807 

1,607 

1,769 

0.109 

4.7 

49-50 . . . 

1,614 

1,338 

919 

1,278 

0.079 

3.4 

60-61 . . . 

1,943 

1,570 

1,161 

1,545 

0.095 

4.1 

10 Years' Average 

1,908 . 

1,586 

1,243 

1,568 

0.096 

4.2 

1961-62 . . . 

1,635 

1,354 

1,040 

1,333 

0.082 

3.% 

62-63 . . . 

1.616 

1.240 

1,350 

1,368 

0.084 

3.7 

17 Years’ Average 1,800 

1.496 

1,195 

1,487 

0.091 

4.0 


( 53 . 20 ) 





MEAN DISCHAHGE BY lO^DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SEBIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month FEBRUARY 


Year 

[June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

1 L20 

21.28129 

Whole 

month 

M.A. F. 

T. M. 0. 

. . . 

795 

8.74 

710 

799 

0.044 

1.9 

37-38 . . . 

760 

477 

422 

562 

0.031 

1.4 

38-39 . . . 

491 

314 

144 

371 

0.021 

0.9 

39-40 . . . 

1,111 

722 

620 

803 

0.Q46 

2.0 

40-41 . . . 

1,706 

894 

651 

1,087 

0060 

26 

5 Years' Average 

974 

656 

469 

724 

0.040 

1.8 

1941-42 . . . 

855 

633 

462 

663 

0.037 

1.6 

42-43 . . . 

1.003 

604 

370 

680 

0.038 

1.6 

43-44 . . . 

1,176 

972 

978 

1,044 

0.060 

2.6 

44-45 . . . 

883 

624 

489 

678 

0 038 

1.6 

45-10 . . . 

611 

454 

344 

479 

0.027 

1.2 

1946-47 . . . 

1,371 

],;203 

813 

1,152 

0.064 

2.8 

47--I8 . . . 

1,255 

992 

653 

977 

0.056 

24 

48-49 . . . 

1,343 

1,156 

1,008 

1,180 

0.066 

2.9 

49-50 . . . 

716 

610 

675 

638 

0.035 

1.5 

60-51 , . . 

954 

781 

553 

777 

0.043 

1.9 

10 Years’ Average 

1,016 

802 

624 

826 

0.046 

2.0 

1951-52 . . . 

738 

575 

497 

607 

0.035 

1.5 

52-53 . . . 

690 

621 

604 

605 

0.034 

1.5 

17 Years' Average 

969 

730 

570 

771 

0.043 

1.9 


(53.21j 








mean i>isoaAaGE m io-day periods akd months 

AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. S3 


River TUNGABHADRA Site SUNKESALA Month MARCH 


Year 

Mean discharge (Cusecs) 


Volume of for 




[ Whole i 

1 month j 

the month 

(June to May) 

1-10 

11-20 j 

21-31 j 

m.a.f. 

1 


liK^e-37 . . . 

490 

345 

402 

412 

0.025 

1.1 

37-38 . . . 

322 

173 

204 

235 

0.014 

06 

38-39 . . , 

82 

103 

89 

91 

0.006 

0.2 

39-40 . . . 

493 

409 

262 

384 

0024 

i.y 

40-41 . . . 

567 

405 

299 

417 

0.026 

I i 

6 Years’ Average 

389 

287 

251 

308 

0.019 

0 8 

1941-42 . . . 

412 

428 

306 

380 

0.023 

1.0 

42-43 . . . 

376 

300 

213 

293 

0.018 

o.s 

48-44 . . . 

922 

1,634 

682 

1067 

0.066 

2.9 

44-45 . . . 

462 

350 

30 i 

366 

0.023 

1.0 

45-46 . . . 

298 

246 

617 

394 

0.024 

11 

1946-47 . . . 

1,230 

435 

286 

639 

0.039 

1 7 

47-48 . . . 

371 

266 

216 

282 

0.017 

0.8 

48-49 . . . 

534 

399 

314 

412 

0.025 

1.1 

49-60 . . . 

499 

363 

282 

378 

0.023 

1.0 

60-61 . . . 

432 

331 

482 

414 

0.025 

1.1 

10 Years' Average 

552 

475 

370 

462 

0.028 

l.z 

1961-62 . . 

336 

208 

135 

223 

0.014 

0.6 

62-63 . . . 

417 

376 

268 

351 

0.022 

0.9 

17 Years’ Average 

484 

398 

315 

396 

0.024 

i:i 


(5^5 TJ3) 









tfEAN DISCHABGE BY l©rDAY JPEEIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. S3 

River TUNGAEHADRA Site SUNKESALA Month APRIL 


Year 

Mean discharge (Cusecs) 

Volume of flow for 




Whole 

month 

the month 

(June to May) 

1~10 

11-20 

21-30 

M. A. F. 

T, M. C. 

1936-37 . . . 

230 

218 

1,958 

802 

0.048 

2.1 

37-38 . . . 

536 

269 

232 

346 

0.021 

0.9 

38-39 . . . 

75 

71 

93 

80 

0.005 

0.2 

39-40 . . . 

197 

208 

296 

233 

0.014 

0.6 

40-41 . . . 

235 

230 

202 

222 

0.013 

06 

5 Years' Average 

255 

199 

556 

337 

0.020 

0.9 

1941-42 . . . 

261 

262 

2Z1 

250 

0.015 

0.6 

42-43 . . . 

230 

236 

196 

220 

0.013 

0.6 

43-44 . . . 

344 

260 

204 

269 

0.016 

0.7 

44-45 . . . 

230 

144 

961 

445 

0.026 

1.2 

46-46 . . . 

287 

148 

19! 

209 

0012 

0.5 

l«46-47 . . . 

209 

180 

180 

190 

0.011 

0.5 

47-48 . . . 

391 

257 

595 

414 

0.025 

1.1 

48-49 . . . 

3S6 

26* 

203 

285 

0.017 

0.7 

49-5t) . , . 

213 

il9 

97 

143 

0.009 

0.4 

1 

o 

454 

114 

162 

243 

0.014 

0,6 

10 Years’ Average 

300 

198 

303 

266 

0.016 

0.7 

1861-62 . . . 

139 

116 

114 

122 

0.007 

0.3 

62-63 . . . 

102 

bO 

316 

166 

0.010 

0.4 

17 Years’ Average 

266 

186 

367 

273 

0.016 

0.7 







MEAN DISCHARGE BY 10-DAY PERIODS /ND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 


SERIAL No, 53 

River TUNGABHADRA Site SUNKESALA Month MAY 



Mean discharge (Cusecs). 

Volume of flow for 

Year 



j 

i 

the month 

{June to May) 

IMO 

11-20 

I 21-31 

Whole 

month 

M. A. F. 

T. M. C 

1930-87 . . . 

1,084 

80 

368 

505 

0.031 

1 4 

37-38 ... 

205 

219 

3,106 

1,239 

0.076 

33 

38-39 . , . 

77 

70 

70 

72 

0.004 

0 2 

39-40 . . , 

2,886 

2,915 

30,796 

12,799 

0.787 

34.3 

40-41 . . . 

100 

2,106 

436 

866 

0.053 

2.3 

5 Years' Average 

870 

1,078 

6,955 

3,096 

0.190 

8.3 

1941-42 . . . 

239 

601 

330 

357 

0 022 

1.0 

42-43 . . . 

1,450 

1,338 

47,668 

17,814 

1.095 

47.7 

43-44 , . . 

196 

491 

2,397 

1,072 

0.066 

2.9 

44-45 . . . 

265 

76 

1,2.'->1 

554 

0.034 

1.5 

46-46 . . . 

684 

424 

6,878 

2,766 

0.170 

7.4 

1946-47 . . . 

151 

362 

1,004 

522 

0.032 

1.4 

47-48 . . . 

2,640 

6,611 

2,181 

3,726 

0.229 

10 0 

48-49 . . . 


282 

5,688 

2,207 

0.136 

5.9 

49-50 . . . 

130 

102 

87 

106 

0.007 

0.3 

60-51 . . . 

337 

183 

2,622 

1,063 

0.065 

2.8 

10 Years’ Average 

619 

1,037 

7,000 

3,018 

0.186 

8.1 

1951-52 . . , 

464 

1,802 

19,002 

7,471 

0459 

20.0 

62-63 . . . 

85 

74 

129 

97 

0.006 

0.3 

17 Yeais’ Average 

652 

1,038 



0.193 

84 


(53.2i} 










MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
and the volume op flow by months 

SEBIAL No. 53 


River TUNGABHADRA Site SUNKESALA Month JUNE 



1 Mean discharge (Gusecs) 

Volume of flow for 

Year 

1 


( 1 

Whole 

month 

the month 

(June to May] 


1 L20 


M.A.F. j 

T. M.G. 


1953-54 . . . 

520 

1,834 

781 

1,045 

0.062 

2.7 

64-55 . . . 

4,689 

1,164 

1,929 

2,561 

0.152 

6.6 

56-56 . . . 

3,991 

6,498 

2,622 

4,337 

0.258 

11.2 

1966-57 . . . 

1,331 

14,530 

2,969 

6,277 

0.374 

16.3 

57-58 . . . 

10,172 

5,674 

11,938 

9,228 

0.549 

23.9 

58-59 . . . 

5,196 

2,602 

2,514 

3,437 

0.205 

8.9 

59-60 . . . 

6,190 

3,268 

10,606 

6,654 

0.396 

17.2 

60-61 . . . 

3,612 

3,052 

2,567 

3,044 

0.181 

7.9 

Years’ Average 

4,438 

4,815 

4,466 

4,573 

0.272 

11.8 


(53.25) 







MEAN DISCMAiRGB BY 10 DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

8 BMIAL No. 63 


River TUNGABHADRA Ske SUNKESALA Monhh jUtY 



1 Mean discharge (0usees) \ 

Volume of flow for 

Year 

1 


Whole 

month 

\ the month 

(June to May) 

NIO 11-20 

21-31 

i 

M. J. F. 

T. M.C. 


1963-54 . . . 

39*986 

110,133 

24,662 

5V,m 

3.514 

153.1 

54-66 . . . 

3*624 

49,015 

76,464 

43,758 

2.691 

117.2 

56.56 . . . 

26,068 

16,794 

16,193 

19,117 

1.175 

51.2 

1966.67 . . . 

73,639 

65,164 

63,292 

64,008 

3.936 

171.4 

67-68 . . . 

3,307 

77,768 

39,274 

40,089 

2.465 

107.4 

68-59 . . . 

50,29.0 

68,731 

60,330 

59,801 

3.677 

mTZ 

59-60 . . . 

64,731 

68,207 

110*732 

82.175 

5.053 

220:1 

60-61 . . . 

36,266 

52,580 

63,268 

47,562 

2.924 

127.4 

8 Years’ Average 

37,l«i 

62,174 

5S,401 

51,708 

3.179 

138.5 


(63.26) 




imm MSCHAEGE BY ia-®AY raRIOKS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 53 


River TUNGABHADRA Site miWSBSAUi Month AUGUST 


Year 

1 Mean discharge (Cusecs) 

Volume of flow for 


I I 


Whole 

month 

the month 

(June L May) 

1-10 

11-20 

21-31 

M.A.F. T.M.C. 


1953-54 . . . 

72,134 

79,694 

64,289 

71,757 

4.412 

192.2 

64-55 . . . 

66,736 

81,332 

37,993 

58,019 

3.S67 

155.4 

56-56 . . . 

26,218 

63,626 

36,706 

38,426 

2.363 

102.9 

1956-57 . . . 

71,313 

49,504 

34,617 

51,257 

3.152 

137.3 

57-68 . . . 

20,536 

17,769 

41,713 

27,158 

1.678 

72.7 

68-59 . . , 

16,114 

6.860 

66,466 

27,124 

1.668 

72.6 

59-60 . . . 

41,287 

47,601 

48,642 

45,901 

2.822 

122.9 

60-61 . . . 

122,200 

64,373 

62,068 

82,209 

5.055 

220.2 

8 Years' Average 

53^317 

49,945 

47,687 

50,231 

3.089 

134.5 


(53 27) 


MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month SEPTEMBER 


Year 

Mean discharge (Oufiecs) 

[ Volume of flow for 




Whole 

month 

the month 

{June to May) 

1 1-10 

11-20 

21-30 

1 3I.AF. I 

T M.G. 

1 


1963-64 . . . 

24,995 

2J,731 

22,831 

23,186 

1.380 

60.1 

64-66 , . . 

20,068 

9,168 

11,066 

13,430 

0.799 

34.8 

56-66 . . . 

34,680 

34,825 

76,400 

48,268 

2.872 

125.1 

1966-67 . . . 

16,350 

14,662 

20,703 

16,872 

1.004 

43.7 

67-58 . . . 

17,604 

20,149 

3,811 

13,855 

0.824 

35.9 

68-69 . . . 

39,728 

26,127 

29,866 

31,570 

1-879 

81.8 

59-60 . . . 

57,417 

37,133 

66,111 

53,553 

3.187 

138.8 

60-61 . . . 

46,410 

65,995 

105,335 

69,246 

4120 

179.5 

8 Years Average 

32,019 

27,336 

41,888 

33,748 

2.008 

87.5 


(63.28) 



MEAN DISCHAfiGE BY lO-BAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SEBIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month OCTOBER 



Mean discharge {Cusecs) \ 

Volume of flow for 

Tear 


11-20 

' 1 


I Whole 

I month 

the month 

{June to May) 

1-10 1 

21-31 

1 

M.A.F. 1 

1 T. M. 0. 


1963-54 . . . 

42,321 

36,614 

46,289 

41,883 

2.576 

112.2 

54-56 . . . 

13,186 

9,173 

12,492 

11,645 

0.716 

31.2 

55-66 . . . 

44,260 

22,875 

40,639 

36,041 

2216 

96.5 

1966-57 . . . 

56,689 

59,408 

28,696 

47,278 

2.907 

1266 

57-58 . . . 

13,079 

8,676 

24,430 

15,686 

0.964 

42.0 

68-69 . . . 

9,098 

21,928 

3,294 

11,177 

0.687 

29.9 

59-60 . . . 

30,948 

6,621 

5,667 

14,101 

0.867 

37.8 

60-61 . . . 

67,215 

19,497 

18,680 

31,374 

1.929 

84.0 

8 Years' Average 

33,212 

23,086 

22,510 

26,149 

1.608 

70.0 


(63,29) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month NOVEMBER 


Year 

1 Mean discharge (Cusecs) I 

Volume of flow for 




Whole 

month 

the month 

{June to May) 

LIO 

11-20 

21-30 

M. A F. j T. M. C. 


1963-64 . . . 

44,693 

12,838 

7,194 

21,643 

1.282 

55.8 

64-66 . . , 

7,731 

4,278 

4,168 

5,392 

0.321 

14.0 

66-66 . . . 

20,760 

6,384 

3,179 

9,777 

0.582 

25.3 

1966-67 . . . 

43,917 

29,248 

9,062 

27,409 

1.631 

71.0 

67-58 , . . 

8,191 

89,736 

24,367 

40,765 

2.426 

105.7 

68-69 . . . 

2,684 

6,402 

3,810 

3,982 

0.234 

10.2 

69-60 . . . 

4,363 

4,737 

4,045 

4,378 

0.261 

11.3 

60-61 . . . 

29,229 

29,778 

26,807 

28,604 

1.702 

74.1 

8 Years’ Average 

20,168 

22,67S 

10,329 

17,725 

1.055 

45.9 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE volume OE FLOW BY MONTHS 

SERIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month DECEMBER 



Mean discharge (Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the movlh 

(June to May) 

1-10 

11-20 

2L31 

M. A. F. I T. M. C. 


1963-54 . , . 

6,621 

4,486 

64 55 . . . 

0,126 

2,929 

66-66 . , . 

3,220 

2,343 

1966-57 . . . 

7,464 

3,684 

57-58 . . . 

8,889 

3,280 

68-59 . . . 

2,440 

1,930 

69-60 . . . 

4,309 

4,584 

60-61 . . . 

11,019 

9,467 

8 Years' Average 

6,011 

4,088 


3,368 

4,455 

0.274 

11.9 

2,514 

3,491 

0.215 

9.4 

1,996 

2,602 

0.154 

6,7 


3,153 

4,716 

0.290 

12.6 

3,170 

5.050 

0.311 

13.5 

2,103 

2,156 

0.133 

5.8 

3,374 

4,066 

0.250 

10.9 

7,386 

9,229 

0.567 

24.7 

3,383 

4,458 

0.274 

11.9 


(63.31) 






MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS. 

SERIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month JANUARY 


Year 

Mean discharge (Ousecs) 

j V olmne of flow for 




Whole 

month 

1 the month 

{June to May} 

1-10 

1 11-20 

21-31 

M. A. E. 

T. M. G. 


1953-64 ... 

3,081 

3,012 

2,676 

2,915 

0.179 

7.8 

64-66 . . . 

2,437 

2,198 

4,263 

3,008 

0.18S 

8.1 

56-66 . . . 

2,272 

3,606 

4,666 

3,519 

0.216 

9.4 

1966-67 . . . 

2,723 

3,924 

3,836 

3,505 

0.216 

9.4 

67-68 . . . 

2,740 

2,191 

1,693 

2,192 

0.135 

59 

68-69 . . . 

1,969 

2,010 

2,456 

2,152 

0.132 

5.8 

59-60 . . . 

3,248 

4,938 

4,058 

4,081 

0.251 

10.9 

60-61 . . . 

2,643 

2,289 

6,998 

8,719 

0.229 

10.0 

8 Years' Average 

2,638 

3,008 

3,706 

3,136 

0.193 

8.4 





iiEaiT CdscHamGE Brio-uai; pekxdot aanjj moaiam 

AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No, S3 


River TUNGABHADRA Site SDNKESALA Mmth FEBRUARY 


Tear 

1 Mean discharge \ Cusecs) 


1 

1 


Whole 

month 


(June to May) 

UlO 1 

1 

11-20 

1 

21-28129 

M. A. F. 

T. m: c. 


1983-54 . . . 

2,638 

3,880 

4,227 

3fS3S 

0.196 

8.6 

84-55 . . . 

6,107 

6,298 

6,295 

S,229 

0.290 

126 

66-56 . . . 

4,361 

3,622 

2,282 

3,m 

0.199 

8.7 

1956-57 . . . 

4,019 

4,179 

4,903 

4,329 

0.240 

105 

67-68 . , . 

3,867 

5,000 

4,741 

4.518 

0.251 

10.9 

58-69 . . . 

6,828 

6,336 

3,518 

5,707 

0317 

13.8 

69-60 . . . 

4,863 

6,178 

6,108 

5,048 

mm 

12.6 

60-61 . . . 

7,711 

5,763 

4,646 

6,139 

0.341 

14.9 

8 Years Average 

4,923 

4907 

4,340 

4,746 

0.264 

11.6 









MEAN DISCHARGE BY lOf-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 53 


Rivtr TUNGABHADRA Site SUNKESALA Month MARCH 



[ Mean, discharge {Cusecs) 

( V olume of flow for 

Year 




Whole 

month 

1 the month 

{June if) May) 

1-10 

11-20 

21-31 

M. A. F. 1 

1 

1 T. M. 0. 


1963-64 . . . 

4,227 

3,740 

2,843 

i,579 

0.220 

9.6 

64-65 . . . 

6,679 

4,866 

6,086 

5,170 

0.318 

13.8 

66-66 . . . 

3,076 

2,767 

4,798 

3,587 

0.221 

9.6 

1*66-67 ... 

6,369 

6,486 

6,278 

5,374 

0.330 

14.4 

67-68 ... 

6,008 

3,629 

4,624 

4,427 

0.272 


68-69 . . . 

2,796 

2,785 

2,789 

2,790 

0.172 

7.5 

69-60 . . . 

5,262 

6,641 

4,841 

5,235 

0.322 

14.0 

60-61 . . . 

6,764 

6,627 

4,146 

5,436 

0334 

14.6 

8 Years’ Average 

4,760 

4,304 

4,300 

4,450 

0.274 

11.9 


(53.34) 





MEAN DISCHARGE BY 10-DAY PERTOBS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

SERIAL No. S3 

River TUNGABHADRA Site SUNKESALA Month APRIL 


Year 

1 Mean discharge (Cusecs) 

1 Volume of flow jor 


1 


Whole I 

month 

the month 

(June to May) 

1-10 

11^20 \ 

21-30 

M. A. F. 1 T. M. C. 


1953-54 . . . 

1,654 

1,710 

646 

1,303 

0.078 

3.4 

64-66 . . . 

6,269 

2,928 

3,738 

3,975 

0.237 

10.3 

66-56 . . . 

6,426 

6,186 

4,198 

4,937 

0.294 

12.8 

1966-57 , . . 

6,475 

4,782 

3,866 

4,707 

0.280 

12.2 

67-68 . . . 

3,926 

3,771 

3,105 

3,601 

0.214 

9.3 

68-69 . . . 

3,739 

4,144 

3,299 

3,728 

0.222 

9.7 

69-60 . . . 

3,227 

3,968 

3,656 

3,613 

0.215 

9.4 

60-61 . . . 

7,363 

5,990 

2,726 

5,366 

0.319 

13.9 

8 Years’ Average 

4,495 

4.059 

3,154 

3,902 

0232 

10.1 


(53.35) 






MEAN DISeHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 


SERIAL No. 53 

River TUNGABHADRA Site SUNKESALA Month MAY 



1 Mean discharge (Cusecs). 

Volume of flow for 

Year 




I Whole 
t month 

the month 

(June to May) i 

1~10 

11-20 

21-31 1 

M. A. F. 1 

T. M. 0. 


1963.B4 . . . 

566 

783 

64-56 . . . 

1.9X5 

1,941 

66-66 . . . 

3,266 

1,798 

1966-67 . . . 

2,291 

2,207 

67-58 . . . 

3,644 

4,660 

68-59 . 

3,116 

2,779 

69-60 . . . 

3,276 

4,277 

60-61 . . . 

4,600 

4,674 

8 Yean* Average 

2.8Z2 

2,877 


201 

503 

0.031 

1.3 

12,001 

5,506 

0.339 

14.7 

4,980 

3,400 

0.209 

9.1 

4,427 

3,022 

0.186 

8.1 

6,823 

4.745 

0.292 

12.7 

3,844 

3,265 

0.201 

8.8 

7,739 

5,182 

0.319 

13.9 

3,901 

4,316 

0.265 

11.6 

5 364 

3,742 

0.230 

10.0 


(53.3®) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SEBIAL No. M 


River TUNGA Site TONGA ANICUT Month JUNE 

(TUNGABHADRA) (SACREBYLE) 



1 Mean discharge (Cusecs) 

Volume of flow for 

Year 




Whole 

month 

the month 

{June to May) 

1^10 

' \ 

11-20 

i 

21-30 

M.A.F. 

. T. M. G. 


1946-47 


47-48 . . . 

481 

1,878 

1,935 

1,431 

0.08S 

3.7 

48-49 . . . 

(3,514) 

3,967 

12,631 

6,667 

0.397 

17.3 

49-60 . . . 

8,095 

10,286 

12,601 

10,885 

0.648 

28.2 

60-51 . . . 

1,711 

7,331 

7,128 

6,310 

0.375 

16.4 

1951-62 . . . 

52-63 . . . 

(3,614) 

(4,912) 

12,413 

6,946 

0.413 

18.0 

63-54 . . . 

70 

70 

9,875 

3,338 

0.199 

8.7 

64-56 . . . 

9,644 

8,073 

7,763 

8,460 

0.503 

21.9 

55-56 . . . 

688 

6,445 

23,667 

10,263 

0.611 

26.6 

1956-57 . . . 

57- 68 . . . 

58- 69 . . . 

(3,614) 

(4,912) 

(11,672) 

(6,666) 

(0.397) 

(17.3) 

59-60 . - . 

3,323 

2,719 

23,183 

9,742 

0.580 

25.3 

60-61 . . . 

1,375 

4,980 

16,721 

7,692 

0.458 

19.9 

10 Years' Average 

3,514 

4,912 

11,572 

6,814 

0.406 

17.7 


♦Not cousidercd for calculating the average. 


(64.1) 




MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 54 

River TONGA Site TONGA ANICUT Month JULY 

(TUNGABHADRA) (SACREBYLE) 



Mean discharge fCusecs) 

Ydume of flow for 

Year 




Whole 

month 

the month 

{.June to May) 

1-10 

11-20 

21-31 

M. A. F. 

T. M. C. 

1916-47 . , . 







47-48 . . . 

4,699 

28,678 

34,324 

22,882 

1.407 

61.3 

48-49 . . . 

23,696 

18,972 

20,630 

19,436 

1.195 

52.1 

49-50 ... 

4,168 

29,728 

11,921 

15,164 

0.932 

40.6 

60-51 ... 

12,091 

29,652 

60,597 

34,868 

2.150 

93.7 

1961-52 . . . 

8,448 



14,318 



62-63 . . . 

8,621 

24,835 

0.880 

38.3 

63-64 . . . 

66,904 

10,793 

24,174 

33,642 

2.069 

90.1 

64r66 . . . 

30,181 

40,320 

13.407 

27,500 

1.691 

73.7 

S6-66 . . . 







1966-67 . . . 







57-58 . . . 







68-69 . . ■ 

45,900 

68,623 

40,922 

51^464 

3.164 

137 8 

59-60 . . . 

75,880 

62,226 

68.335 

65,572 

4.032 

175.6 

60-61 . . . 

39,079 

7,033 

34,576 

27,143 

1.669 

72.7 

10 Years' Average 

31,095 

28,954 

33,362 

31,209 

1.919 

83.6 





MEAN BISQHARGE BY lO^DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 54 


River TUNGA Site TONGA ANICUT Month AUGUST 

(TUNGABHADRA) (SACREBYLE) 


Mean discharge {Cu-ecs) 

1 V olume of flow for 

the month 

Year i 

(June to May) j j^jQ 

11-20 

21-31 

1 

Whole 

month 

M.A.F. ( T.M.G. 


1946-47 . . . 



47-48 . . . 

9,681 

14,786 

48-19 . . . 

21,792 

39,430 

fv . , . 

36,591 

18,671 

50-51 . . . 

33,076 

20,562 

1951-62 . . . 



52-53 . . . 

25.057 

25,024 

63-54 . . . 

34,265 

69,383 

.64-55 . . . 

45,523 

25,21^3 

55 .56 . . . 



1958-57 . . . 



57-68 . . . 



58-59 ... 

16,318 

25,581 

59-60 ... 

30,447 

20,361 

60-61 . . . 

44,098 

20,686 

10 Years’ Average 

29 684 

26,965 


38.404 

21,520 

1.323 

57.6 

31,766 

31.021 

1.907 

83.1 

11,329 

21,847 

1.343 

58.5 

14,055 

22,290 

1.371 

59,7 


21,527 

23,793 

1.463 

63.7 

13,476 

34.984 

2.151 

93.7 

9,831 

28,323 

1.619 

70.5 


34,393 

25,720 

1581 

68.9 

35,108 

28,847 

1.774 

77.3 

13,946 

25,814 

^587 

69.1 

22 384 

26’216 

1.612 

70.2 


(54.3) 






MEAN M8CHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. ,54 

River TUNGA Site TONGA ANICUT Mo7ah SEPTEMBER 

(TONGABHADRA) (SACREBYLE) 


Year 

1 Mean discharge {Cusecs) 

Volume of flow for 



1 Whole 
month 

the month 

{June to May) 

1-10 11-20 

21-30 

M. A. F. 1 T. J/. G. 


1946-47 . 









47-48 . 



19,106 

11,291 

11,247 

18,882. 

0.g26 

36 0 

48-49 . 

• 

« 

19,677 

9,444 

11,978 

13,666 

0,813 

35.4 

49-50 . 


■ 

13,127 

10,444 

16,400 

13,323 

0.793 

34.5 

60-51 . 



26,666 

40,829 

20,347 

28,914 

1.721 

749 

1961-62 . 









62-63 . 



7,093 

3,700 

3,224 

4,673 

0.278 

12 1 

53-54 . 



8,316 

8,077 

4,169 

6,854 

0.408 

17.8 

54-66 . 

s 


14,856 

7,115 

6,934 

9,635 

0.573 

25.0 

66-66 . 









1966-67 . 









67-68 . 









68-69 . 



18,631 

13,651 

8,038 

13,440 

0800 

34.8 

69-60 . 


• 

30,668 

17,071 

14,298 

20,679 

1230 

53.6 

60-61 . 


• 

7,396 

7,040 

16,668 

10,368 

0617 

26.9 

10 Years* Average 

16,434 

12,866 


13,543 

0.806 

35.1 


(64.4) 





mean discharge by 10-DAT periods and months 

AND THE VOLUME OP FLOW BY MONTHS 
SERIAL No. Si 

River TUNGA Site TUNGA ANICUT Month OCTOBER 

(TUNGABHADRA) (SACREBYLE) 


Year 

{June to May) 

Me>m discharge (Cusecs) 

Volume of flow for 
the month 

I-JO 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. C. 

1948-47 . . . 







47-48 . . . 

6.316 

4,128 

4,332 

4,584 

0.282 

12.3 

48.49 . . . 

8,916 

9,640 

3,864 

7,321 

0.450 

19.6 

49-60 . . . 

7,864 

6,747 

9,239 

7,669 

0.472 

20.5 

60-fil . . . 

23,778 

26,166 

6,088 

18,271 

1.123 

48.9 

1951-52 . , . 







52-63 . . . 

6,866 

6,170 

3,224 

5,349 

0.329 

14.3 

53-54 . . . 

4,508 

4,928 

6,978 

5,163 

0.317 

13.8 

64-65 . > . 

4,892 

4,166 

4,217 

d,4U 

0.271 

11.8 

65-66 . . . 







1956-67 . . . 







67-68 . . . 







68-69 . . . 

7,696 

4,960 

3.484 

5,318 

0.327 

14.2 

69-60 , . . 

9,742 

5,346 

6,447 

7,155 

0.440 

19.2 

60-61 , . . 

8,845 

4,886 

7,422 

7.063 

0.434 

18.9 

10 Years' Average 

8,842 

7.602 

5,428 

7,231 

0.444 

19.4 



MEAIf EiSCHAEQB BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL Nti. U 

River TUNGA Site TUNGA ANICUT Month NOVEMBER 

(TUNGABHADRA) (SAGREBYLE) 


—- 1 

Year 

Mean discharge (Cusecs) 

Volume of flow for 




\ Whole 
month, 

the month 

{June to May) 

1-10 

11-20 

21-30 

M. A. F. 

T. M. C. 


1946-47 . 

• 







47-48 . 

• ■ 

3,766 

4,014 

2,841 

3,537 

0-210 

9 2 

48-40 . 

* •’ 

6,658 

4,076 

4,857 

4,663 

0.211 

12.1 

49-60 . 

• » 

7,614 

2,133 

1,843 

3,864 

0.230 

10.0 

60-61 . 

« • 

1,320 

2,092 

(2,709) 

2,040 

0.121 

S.3 

1961-62 . 

• 







62-63 . 

* « 

1,758 

(3,003) 

(2,709) 

{2,490) 

0.148 

6.5 

53-64 . 


3,870 

2,913 

2,436 

3,073 

0.183 

8.0 

64-65 . 


2,696 

2,176 

1,124 

1,965 

0.117 

SI 

86-66 . 








1966-67 . 








67-68 . 








58-69 . 

• » 

1,908 

1,456 

2,665 

2,009 

0.120 

5.2 

89-60 . 

* • 

4,496 

3,886 

2,870 

3,750 

0223 

9.7 

60^61 . 


6,324 

4,282 

3,637 

4,381 

0.261 

11.4 

10 Years’ Average 

3,820 

3,003 

2709 

3,177 

0.189 

8.2 


( 54 . 6 ) 




mean DISCHARGE BY 10-DAY PERIODS ANB MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 54 


River TUNGA 

(tUNGABHADRA) 


Year 

(June to May) 


Site TUNGA ANieUT 
(SACREBYLE) 


[ Mean discharge ( Cusecs) | 

1-10 

11-20 

21-31 

Whole 

month 


Month DECEMBER 


Volume of flow for 
the month 








KiEAN DieC’HAKGE BY lO-DAY PElUGDiS AjfB MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 54 

River TONGA ‘Site TUNGA ANICUT Month JANUARY 


(TUNGABHADRA) (SACREBYLE) 



1 M tan discharge 

{Cusecsj 


Volume' of flow fur 

Tear 





Whole 

month 

the month 

(June to May) 

1-10 

11-20 


21-31 

M. A. F. 1 T. M. G. 


1»4«.47* . 



1,285 

878 

608 

S06 

0.05S 

2.4 

47-48 . 


■ 

1,361 

1,130 

920 

i,m 

0.069 

3.0 

48-40 . 

• 

» 

(1,109) 

(1,032) 

(873) 

(1,000) 

(0.061) 

(2.7» 

49-50 . 


* 

1,086 

1,380 

1.332 

1,321 

0.081 

3.5 

50-51 . 


• 

(1.109) 

(1,032) 

(873) 

(1,000) 

(0.061) 

(2.7) 

195i-5S . 









52-53 . 



(1,109) 

(1.032) 

(873) 

(1,000) 

(0.061) 

(2.7) 

53-54 - 



1,602 

1,624 

1,389 

1,469 

0.090 

3.9 

64-65 . 



468 

460 

243 

383 

0.024 

1.0 

55-58 . 









1858-57 . 


* 







57-58 . 









58-59 . 



394 

325 

240 

317 

0.019 

OJ 

50-60 . 


• 

1,347 

1,264 

1,083 

1,226 

0.075 

3.3 

60-61 . 


• 

1,606 

1,163 

907 

1,211 

0.074 

3.2 

iO Year*’ Average 

1,109 

1,032 

873 

1,006 

0.062 

2.7 


* Not oouaidered for olculating the average, 

(64.S) 





MEAN DISCHARGE BY 10-DAY PEBIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No. 54 

River TUNGA Site TUNGA ANICUT Month FEBRUARY 

(TUNGABH DRA) (SACREBYLE) 


Year 

[June to May) 

Mean discharge iCusecs) 

Volume of flow for 
the month 

M. A. F. \ T. M. 0. 

1-10 

1 11-20 

1 

2l-::8l29 

Whole 

month 

1946-47* . . . 

524 

474 

434 

481 

0.027 

12 

47-48 . , . 

791 

736 

727 

752 

0.043 

1.9 

48-49 . , . 

(654) 

(561) 

(637) 

{587) 

(0.033) 

(1.4) 

49-60 . . . 

(664) 

(661) 

(537) 

{687) 

(0.033) 

(1.4) 

60-61 . . . 

(664) 

(661) 

(637) 

{S87) 

(0.033) 

(1-4) 

1961-62 . . . 







62-63 . . . 

(654) 

(561) 

(637) 

{587) 

(0.033) 

(1.4) 

63-64 . . . 

1,177 

942 

1,006 

1,044 

0.058 

2.5 

54-55 . . . 

227 

199 

106 

183 

0.010 

0,4 

55-66 . . . 







1066-67 . . . 







67-68 . . . 







68-59 . . . 

175 

134 

121 

145 

0.008 

0.4 

69-60 . . . 

902 

843 

905 

883 

0.051 

2.2 

60-61 . . . 

651 

613 

359 

518 

0029 

1.3 

10 Years’ Average 654 

561 

537 

587 

0.033 

1.4 


* Not considered for calculating the average. 

( 54 . 9 ) 




MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 54 

Rivtr TUNGA Sife TUNGA ANICUT Month MARCH 

(TUNGABHADRA) (SACREBYLE) 


Year 

(June to May) 

Mean discharge {Cusecs) 


Volume of floiv for 




Whole 

month 

the month 

hio 

11-20 

21-31 

M. A. F. 

! T. M. C. 

1946-47* , . . 

636 

622 

563 

602 

0.037 

1.6 

47-48 . . . 

706 

687 

681 

695 

0.043 

19 

48-49 . . . 

(468) 

(304) 

(266) 

{340) 

(0.02D 

(0.9) 

49-50 . . . 

(468) 

(304) 

(256) 

{340) 

(0.021) 

(0.9) 

50-61 . . . 

(468) 

(304) 

(266) 

{340) 

10.021) 

(0.9) 

1951-52 . . . 

62-63 . . . 

(468) 

(304) 

(266) 

{340) 

(C.021) 

(0.9) 

63-64 . . . 

898 

662 

289 

570 

0.035 

1.5 

64-55 . . . 

66-66 ... 

1966-57 . . . 

67-58 . . . 

107 

110 

110 

109 

0.007 

0.3 

68-69 . . . 

121 

90 

162 

123 

0.008 

0.3 

69-60 , . . 

721 

222 

174 

366 

0.023 

1.0 

60-61 . , . 

255 

163 

127 

180 

0.011 

0 5 

10 Years’ Average 

468 

304 

2S6 

340 

0 021 

0.9 


♦ Not considered for calculating the average. 


( 64 . 10 ) 





ME AM DISCHARGE BY 10-DAY PERIODS AND MOBRPHS 
and THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 54 

River TUNGA Site TONGA ANICUT Month APRIL 

(TUNGABHADRA) (SACREBYLE) 



[ Mean discharge (Cusees) 

f Volume of fow for 

( the month 

Year 


1 

1 

I Whole I 
month 

{June to May) 

1-10 

11-20 

21-30 

M. A. F. j T. M. C. 


1946-47* . . 


498 

453 

452 

468 

0.028 

1.2 

47-48 . . 


(230) 

(370) 

(499) 

{366) 

(0.022) 

(0.9) 

48-49 . . 


(230) 

(370) 

(499) 

(366) 

(0.022) 

(0.9) 

49.fi0 . , 


(230) 

(370) 

(499) 

(266) 

(0.022) 

(0.9) 

50-61 . . 


(230) 

(370) 

(499) 

(366) 

(0.022) 

(0.9) 

1961-02 . . 








62-53 . . 


(230) 

(370) 

(499) 

(866) 

(0.022) 

(0.9) 

63-54 . . 


231 

294 

776 

434 

0.026 

1.1 

54-65 . . 


198 

638 

596 

07 

0.028 

1.2 

56-56 . . 








1956-57 . . 








57-68 . . 








58-59 . . 


132 

42 

42 

72 

0.004 

0.2 

69-60 . . 


358 

606 

681 

481 

0.Q29 

1,2 

60-61 . . 


(230) 

(370) 

(499) 

(366) 

(0 022) 

(0.9) 

10 Years' Average 

230 

370 

499 

366 

0022 

09 


* Not considered for calculating the average^ 


(& 4 . 11 ) 








MEAN DISOHAEGE BY lO-BAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 54 

River TUNGA Site TUNGA ANICUT Month MAY 

(TUNGABHADRA) (SACREBYLE) 


Year 

[ Mean diecharge (Cusecs) 

Volume of flow for 




Whole 

month 

the month 

(June to May) 

RIO \ 

11-20 

21-31 

j M. A. F. ■ T. M. C- 


1946-47* . 



417 

412 

408 

412 

0.025 

1.1 

47-48 . 



(241) 

(462) 

(1,246) 

(668) 

(0.041) 

(1-8) 

48-49 . 



(241) 

(462) 

(1.245) 

(668) 

(0.041) 

(1.8) 

49-50 . 



(241) 

(462) 

(1,246) 

(668) 

(0.041) 

(1.8) 

60-61 . 



(241) 

(462) 

(1,246) 

(668) 

(0.041) 

(1.8) 

1961-62 . 









62-63 . 



Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

63-54 . 



373 

233 

282 

295 

0.018 

08 

64-55 . 



304 

1,798 

5,542 

2,643 

0.163 

7.1 

66-66 . 









1966-67 . 









67-68 . 









68-69 . 



42 

42 

42 

42 

0 003 

0.1 

69-60 . 



488 

239 

361 

363 

0.022 

1.0 

60-61 . 



(241) 

(462) 

(1,246) 

(668) 

(0.041) 

(1.8) 

0 Years’ Average 

241 

462 

1.245 

668 

0011 

1.8 


*Not considered for oaloulatuig the arerAge. 

( 84 . 12 ) 




MEAIN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 
SERIAL No. 55 


River BHADRA Site LAKKAVALLI Month JUNE 

(TUNGABHADRA) 


Year 

(June to May) 

Mean discharge (Guseca) 

V olume of flow for 
the month ■ 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

T. M. G. 

1930-31 . . . 

97 

243 

8,478 

2,939 

0.175 

7.6 

1931-32 . . . 

276 

767 

1,646 

896 

0.053 

2.3 

32-33 . . . 

■ 740 

3,014 

1,804 

1,853 

0.110 

48 

33-34 . . . 

6,896 

11,523 

6,841 

8,086 

0.481 

21.0 

34-35 . . . 

129 

1,039 

7,695 

2,954 

0.176 

7.7 

35-36 . . . 

60 

1,844 

1,682 

1,195 

0.071 

3.1 

1936-37 . . . 

482 

1,834 

14,402 

5,578 

0.332 

14.4 

37-38 . . . 

122 

782 

6,129 

2,344 

0.139 

6.1 

38-39 . . . 

,184 

7,788 

8,129 

5,721 

0.340 

14.8 

39-10 ... 

76 

761 

3,194 

1,343 

0.080 

3.5 

40-41 . . . 

163 

560 

13,969 

4,891 

0.291 

12.7 

11 Years’ Average 

838 

2,740 

6,724 

3,436 

0.204 

8.9 

1941-42 ... 

7,739 

7,296 

4,116 

6,384 

0 380 

16.5 

42-43 . . . 

141 

1,087 

8,665 

3,297 

0.196 

8.5 

43-44 . . , 

1,170 

5,602 

6,209 

4,327 

0.257 

11.2 

44-46 . . . 

426 

3,011 

2,348 

1,928 

0.115 

5,0 

45-46 . . . 

210 

4,139 

1,692 

1,980 

0.118 

5.1 

1946-47 . . . 

666 

3,020 

11,786 

5,157 

0.307 

13.4 

47-48 . . . 

373 

902 

996 . 

756 

0.045 

2.0 

48-49 . . . 

120 

3,608 

7,091 

3,573 

0.213 

9.3 

49-50 . . . 

2,760 

1,235 

, 6,286 

3,094 

0.184 

8.0 

.50-51 . . . 

1,394 

2,306 

2,989 

2,229 

0.133 

5.8 

10 Years’ Average 

1,600 

3,211 

5,108 

3,272 

0.195 

8.5 

1951-62 . . . 

786 

6,448 

4,687 

3,940 

0.234 

10.2 

52-.53 . . . 

420 

1,137 

6,716 

2,758 

0.164 

7.1 

63-64 . . . 

65 

2(19 

5,914 

2,063 

0123 

5.3 

.54-56 . . . 

7,057 

4,374 

3,415 

4,949 

0 294 

12.8 

55-56 . . . 

858 

2,199 

11,868 

4,975 

0.296 

12.9 

1956-67 . . . 

3,559 

1,918 

16,316 

6,931 

0.412 

18.0 

67-68 . . . 

871 

1,715 

2,961 

1,849 

0.110 

4.8 

58-69 . . . 

272 

198 

2,382 

951 

0.057 

2.5 

69-60 . . . 

(200) 

( 200 ) 

( 200 ) 

(200) 

(0.012) 

(0.5) 

60-61 ... 

( 200 ) 

( 200 ) 

( 200 ) 

(200) 

(0.012) 

(0.5) 

10 Years’ Average 

1,429 

1,860 

5,356 

2,882 

0.171 

7.5 

31 Years’ Average 

1,242 

2,608 

5,761 

3,204 

0.191 

8.3 


(65.1) 










MEAN BISOHAEGB BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 65 

River BHADRA Site LAKKAVALLI Month JULY 


(TUNGABHADRA) 


Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 

1-10 

11-20 

21-31 

Whole 

month 

the m 

M. A. F. 

DVbth 

T. M. C. 

1929-30* . . . 

N.A. 

11,338 

10,832 

N.A. 

N.A. 

N.A. 

30-31 . . . 

8.541 

6,919 

8,901 

8,145 

0.501 

218 

1931-32 , . . 

9,448 

10.548 

5,120 

8,267 

0 508 

22.1 

32-33 . . . 

10,264 

13,466 

22,090 

15,490 

0.952 

41.5 

33-34 . . . 

9,811 

16,172 

12,4.12 

12,786 

0.786 

34.2 

34-36 . . . 

14,898 

4,379 

6,148 

8,400 

0.516 

22.5 

35-36 . . . 

13.870 

10,934 

13,302 

12,721 

0.782 

34.1 

1936-37 . . . 

9,197 

12,769 

11,249 

11,077 

0.681 

29,7 

37-38 . . . 

5,268 

18,698 

20,393 

14,931 

0.918 

40.0 

38-39 ... 

15,385 

9,706 

8,014 

10,937 

0.672 

29.3 

39-40 . . . 

6,770 

22,995 

6,121 

11,773 

0.724 

31.5 

40-41 . . . 

12,932 

17,368 

11,140 

14,792 

0.910 

39.6 

11 Years' Average 

10,579 

13,078 

11,626 

11,766 

0.723 

31.5 

1941-42 . . . 

18,454 

17,361 

3,894 

12,825 

0.788 

34.4 

42-43 . . . 

15,074 

12,414 

22,718 

16,928 

1 041 

45.3 

43-44 . . , 

10,033 

31,009 

15,766 

18,833 

1.158 

50.4 

44-46 . . . 

5,342 

17,336 

19,993 

14,410 

0.886 

38.6 

46-46 . . . 

13,230 

13,865 

10,061 

12,310 

0.757 

33.0 

1946-47 . . . 

16,136 

6,048 

19,018 

13,904 

0.855 

37.2 

47-48 . . . 

3,617 

17,338 

16,547 

12,631 

0.777 

33.8 

48-49 . . . 

11,965 

14,125 

10,970 

12,308 

0.757 

33.0 

49-50 . . . 

3,937 

14,856 

6.822 

8,488 

0.522 

22.7 

60-51 . . . 

4,694 

11,881 

32,946 

17,037 

1048 

45.6 

10 Years’ Average 

10,248 

15,622 

15,843 

13,967 

0.859 

37.4 

1951 52 . . . 

2,760 

5,283 

21,781 

10,823 

0.635 

27.6 

62-53 . . . 

4,067 

3,989 

11,902 

6,822 

0.419 

18 3 

63-54 . . . 

35,865 

6,130 

14,361 

18,643 

1.146 

49.9 

64-55 

16,538 

17,547 

7,657 

13,712 

0 843 

36.7 

55-56 . . . 

6,641 

4,416 

4,302 

5,061 

0.311 

13.6 

1956-.57 . . . 

20,692 

10,388 

14,233 

15,076 

0.927 

40 4 

67-68 . . . 

16,868 

22,797 

6,303 

14,709 

0.904 

39.4 

.58-59 . . . 

20,992 

29,310 

18,245 

22,701 

1 396 

60.8 

.59-60 . - . 

31,126 

24,468 

30,136 

28,627 

1,760 

76.7 

60-61 . . . 

4,088 

4,281 

9,964 

6,235 

0 383 

16.7 

10 Years’ Average 

15,854 

12,861 

13,888 

14,191 

0.872 

38.0 

31 Years’ Average 

12,174 

13,829 

13,716 

13,255 

0.815 

35.5 


* Not considered for calculating the average. 

(55.2) 







MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW BY MONTHS 

SERIAL No. 55 

River BHADRA Site LAKKAVALLI Mordh AUGUST 

(TUNGABHADRA) 


Mean discharge (Cusecs) I Volume of flow for 


Year 

I-'IO 

11-20 

21-Bl 


the month 

{Junf. to May) 

month j 

M. A. F. 

T. M. 0 

1929-30* . . . 

5,974 

6,490 

10,026 

7,256 

0446 

19.4 

30-31 . . . 

16,826 

4,888 

2,333 

7,826 

0.481 

21 0 

1931-32 . . . 

16,494 

30,345 

18,233 

21,579 

1.327 

57 8 

32-33 . . . 

19,677 

6,880 

6,171 

10,434 

0.642 

28.0 

33-34 . . . 

19,060 

8,467 

6,702 

10,900 

0 670 

29.2 

34-35 . . . 

6,841 

21,468 

7,186 

11,679 

0.718 

31.3 

36-36 . . . 

9,.522 

4,360 

7,707 

7,213 

0.444 

19.3 

1936-37 . . . 

11,881 

11,688 

6,128 

9,423 

0.579 

252 

37-38 . . . 

17,210 

4,879 

2,75-3 

8,102 

0.498 

21 7 

38-89 . . . 

4,640 

4,760 

7,936 

5,819 

0.358 

15.6 

39-40 . . . 

2,648 

8,116 

13,031 

8,096 

0.498 

21.7 

40 41 ... 

10,084 

18,388 

19,599 

16,139 

0.992 

43.2 

11 Years’ Average 

12,253 

11,201 

8,707 

10,655 

0.655 

28.5 

1941-42 . . . 

10,693 

14,182 

7,146 

10,660 

0.649 

28.3 

42-43 . . . 

15,813 

6,243 

10,562 

10,859 

6.668 

29.1 

43 44 . . . 

8,447 

5,809 

3,837 

5,960 

0.366 

16 0 

44-46 . . . 

8,913 

4,012 

6,201 

6 391 

0.393 

17.1 

45-46 ... 

4,542 

6,527 

6,367 

5,830 

0.358 

15.6 

1946-47 . . . 

24,604 

22,302 

21,064 

22,573 

1.388 

60.5 

47-48 . . . 

5,428 

10,546 

23,346 

13 437 

0.826 

36 0 

48-49 . . . 

11,6.37 

26.393 

14,916 

17,561 

1.080 

47.0 

49-60 . . . 

19 093 

9,407 

6,382 

11,103 

0.683 

29.7 

50-61 . . . 

14,106 

8,860 

6,229 

9,616 

0.591 

25.8 

10 Years’ Average 

12,818 

11,427 

10,510 

11,389 

0.700 

30.5 

1961-52 . . . 

14,257 

7,227 

6,843 

9,004 

0 554 

24.1 

62-63 ... 

10,825 

11 806 

9,795 

10,776 

0.663 

289 

.63-64 . . . 

18,608 

27,761 

9,007 

18,151 

1.116 

48.6 

64-55 . . . 

31,916 

12,739 

6,672 

16,381 

1.007 

43.9 

66-56 . . . 

7,175 

4,130 

7,995 

6 484 

0.399 

17.4 

1956-67 . . . 

17,164 

14,030 

5,026 

11,846 

0.728 

31 7 

57-58 , . . 

4,760 

6,412 

16,949 

8,941 

0.550 

239 

68-69 . , . 

7,269 

9,060 

16,066 

10,610 

0.652 

28.4 

69-60 . . . 

12,072 

9,814 

13,259 

11,765 

0.723 

31.5 

60-61 . . . 

20,613 

10,638 

(■>,976 

12,624 

0.770 

33.5 

10 Years’ Average 

14,456 

11,260 

9,449 

11,648 

0.716 

31.2 

31 Years’ Average 

12,984 

11,293 

9,528 

11,212 

0.689 

30.0 


* Not considered for calculating the average. 


(55,3) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

HEBIAL No. 55 

River BHADRA Site LAKKAVALLI Month SEPTEMBER 

(TUNGABHADRA) 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. 

1 T. M. G. 

1929-30* . . . 

4,879 

3,194 

4,522 

4,198 

0.250 

10 9 

30-31 . . . 

3,375 

7,889 

2,948 

4,737 

0.282 

12 3 

1931-32 . . . 

8,078 

6,732 

3,688 

6,166 

0.367 

16.0 

32-33 . . . 

11,226 

5,994 

4,500 

7,240 

0.431 

18.8 

33-34 . . . 

8,731 

10,474 

7,122 

8,776 

0.522 

22.7 

34-35 . . . 

3,378 

2,390 

2,027 

2,598 

0155 

6.7 

35-36 . . . 

7,779 

10,247 

3,232 

7,086 

0.422 

18.4 

1930-37 . . . 

4,665 

3,213 

4,055 

3,978 

0.237 

10.3 

37-38 . . 

2,478 

3,696 

1,713 

2,628 

0.156 

6.8 

38-39 . . . 

3,655 

2,153 

6,003 

3,570 

0.212 

9.3 

39-40 . . . 

6,329 

2,165 

2,221 

3,238 

0.193 

8.4 

40-41 . . . 

5,364 

3,391 

3,331 

4,028 

0 240 

10.4 

11 Years' Average 

5,814 

5,304 

3,622 

4,913 

0.292 

12.7 

1941-42 . . . 

6,616 

3,609 

3,403 

4,142 

0.246 

10.7 

42-43 . . . 

8,672 

4,266 

2,760 

5,196 

0.309 

13.5 

43-44 . . 

8,862 

6,768 

5,281 

6,967 

0.415 

18.1 

44-46 . . . 

2,178 

2,016 

1,363 

1,849 

0.110 

4.8 

46-46 . . . 

3,960 

2,845 

2,904 

3,236 

0.193 

8.4 

1946-47 . • . 

9,891 

6,464 

4,741 

6,699 

0.399 

17.4 

47-48 . . • 

10,011 

6,966 

6,622 

7,200 

0.428 

18.7 

48-49 . . . 

7,719 

3,979 

4,168 

5,289 

0.315 

13.7 

49-50 . . . 

6,677 

4,138 

6,490 

5,435 

0 323 

14 1 

.50-51 . . . 

9,631 

16,337 

7,591 

11,186 

0.666 

29 0 

10 Years' Average 

7,201 

5,528 

4,431 

5,720 

0.340 

14.8 

1961-52 . . • 

2,216 

2,210 

6,246 

3,224 

0.192 

8.4 

62-53 . . • 

2,669 

1,429 

1,312 

1,803 

0107 

4.7 

53-54 . . . 

4,627 

3,639 

3,119 

3,795 

0.226 

9.8 

54-56 . . . 

7,380 

3,860 

4,318 

6,186 

0309 

13.4 

55-56 . . . 

7,861 

4,647 

5,651 

6,050 

0.360 

15.7 

1956-57 . . . 

4,.350 

2,906 

4,218 

3,825 

0.228 

9.9 

57-58 . . . 

4,648 

3,518 

2,431 

3,533 

0.210 

9.2 

58-59 . . • 

9,410 

6,687 

4,248 

6,781 

0.403 

17.6 

59-60 . . . 

12,543 

7,170 

8,347 

9,354 

0557 

24.2 

60-61 . . . 

2,156 

1,812 

4,655 

2,874 

0 171 

7.4 

10 Years' Average 

5,785 

3,788 

4,354 

4,642 

0.276 

12.0 

31 Years’ Average 

6,252 

4,887 

4,119 

5,086 

0.303 

13.2 


* Not considered for calculating the average. 


(55.4) 









MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

8BRIAL No. &5 

River BHADRA Rite LAKKAVALU Month OCTOBER 

(TUNGABHADRA) 


Year 

(June to May) 

Mean discharge (Cusecs 


Volume of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. G. 

1929-30* . . . 

4,669 

2,925 

1,876 

3,115 

0.192 

8.3 

30-31 . . . 

4,670 

7,033 

2,818 

4,743 

0.292 

12.7 

1931-32 . . . 

3,099 

2,362 

1,735 

2,377 

0.146 

6.4 

32-33 . . . 

4,641 

4,390 

6,159 

5,098 

0.313 

13.7 

33-34 . . . 

9,008 

10,399 

4,068 

7,704 

0.474 

20.6 

34^35 . . . 

1,747 

4,333 

1,312 

2,427 

0.149 

6.5 

36-36 . . . 

3,882 

3,060 

3,763 

3,571 

0.220 

9.6 

1936-37 . . . 

7,068 

2,926 

2,276 

4,032 

0.248 

10.8 

37-38 . . . 

9,038 

3,384 

2,086 

4,747 

0.292 

12.7 

88-39 . . . 

6,742 

2,229 

1,374 

3,056 

0.188 

8.2 

39-40 . . . 

1,687 

6,369 

3,529 

3,816 

0.235 

10.2 

40-41 ... . 

2,972 

3,469 

4,688 

3,705 

0.228 

9.9 

11 Years’ Average 

4,850 

4 54.0 

3,063 

4,116 

0,253 

11,0 

1941-42 . . . 

8,193 

3,302 

1,947 

4,399 

0.270 

11.8 

42-43 . . . 

3,398 

6,078 

1,812 

3,377 

0.208 

9.0 

43-44 . . . 

6,680 

8,972 

5,193 

6,892 

0.424 

18.5 

44-45 . . . 

2,164 

1,885 

3,781 

2,645 

0.163 

7.1 

45-46 . . . 

1,697 

1,864 

1,206 

1,576 

0.097 

4.2 

1946-47 . . . 

5,182 

2,821 

2,962 

3,313 

0 204 

8.9 

47-48 . . . 

3,474 

3,838 

2,217 

3,145 

0.193 

8.4 

48-49 . . . 

3,642 

4,074 

2,122 

3,242 

0.199 

8.7 

49-60 . . . 

3,166 

2,338 

3,695 

3,087 

0.190 

8.3 

60-51 . . . 

5,346 

6,350 

2,370 

4,614 

0.284 

12.4 

10 Years’ Average 

4,293 

4.052 

2,640 

3,629 

0.223 

9.7 

1951-52 . . . 

6,792 

2,835 

1,661 

3,695 

0.227 

9.9 

62-53 . . . 

6,.373 

5;463 

1,801 

4,135 

0.254 

11.1 

53-54 . . . 

3,17Q 

6,482 

6,048 

5,456 

0.335 

14.6 

54-55 . . . 

2,961 

3,834 

2,981 

3,249 

0200 

8.7 

56-66 . . . 

6,852 

3,410 

5,018 

5,099 

0.314 

13.7 

1956-57 . . . 

7,647 

6,793 

3,450 

5,366 

0.330 

14.4 

67-68 . . . 

2,723 

2,489 

2,989 

2,742 

0.169 

7.3 

68-69 . . . 

3,758 

3,930 

2.668 

3,426 

0.211 

9.2 

69-60 . . . 

6,051 

3,201 

3,363 

4,178 

0.257 

11.2 

60-61 . . . 

7,461 

1,838 

1,982 

3,703 

0.228 

9.9 

10 Years’ Average 

5,340 

3,928 

3,196 

4,105 

0.252 

11.0 

31 Years’ Average 

4,828 

4,185 

2,970 

3,955 

0243 

10.6 


* Isiot eousidered for calculating the average. 








MEAN DISCHAEGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOEDME OP PLOW BY MONTHS 

8EBIAL No. 55 

Biver BHADRA Site LAKKAVALLI Month NOVEMBER 

(TUNGABHADRA) 


Mean discharge (Cusecs) i Volume oj flow for 


Year 

{June to May) 

1-10 

11-20 

21-30 

Whole 

month 

me montA 

M. A. F. 1 T. AI. G. 

1929-30* . . 

1,374 

1,626 

974 

1,291 

0.077 

3.3 

30-31 . . . 

2,124 

1,372 

1,040 

1,512 

0.090 

3.9 

1931-32 . . . 

2,308 

2,074 

1,244 

1,875 

0.204 

49 

32-33 . . . 

6,679 

2,668 

2,161 

3,435 

0.126 

8.9 

33-34 . . . 

2,421 

2,026 

1,624 

1,990 

0.118 

52 

34-33 . . . 

1,666 

891 

706 

1,088 

0.065 

28 

35-36 . . . 

1,803 

1,285 

1,066 

1,384 

0.082 

3.6 

1936-37 . . . 

2,042 

1,839 

1,188 

1,690 

0.101 

4.4 

37-38 . . . 

1,642 

1,224 

1,028 

1,298 

0.077 

3.4 

38-39 . . . 

1,222 

878 

707 

986 

0.056 

2.4 

39-40 . . . 

2,670 

2,097 

1,677 

2,115 

0.126 

5.5 

40-41 . . . 

2,361 

3,060 

2,068 

2,493 

0.148 

6.5 

11 Years' Average 

2,349- 

1,755 

1,301 

1,801 

0.107 

4.7 

1941-42 , . . 

1,606 

1,240 

1,165 

1,800 

0.077 

3.4 

42-43 . . . 

1,413 

1,137 

1,078 

1,209 

0.072 

3.1 

43-44 . . . 

2,mi 

3,030 

1,863 

2,527 

0.150 

6.6 

44-45 . . 

2.497 

1,323 

1,108 

1,643 

0.098 

4.3 

46-46 . . - 

772 

865 

602 

746 

0.044 

1.9 

1946-47 . . . 

2,774 

2,455 

2,834 

2,688 

0.160 

7.0 

47-48 . . . 

1,434 

1,428 

1,064 

1,305 

0.078 

3.4 

48-49 . . . 

4,267 

2,840 

2,481 

3,196 

0.190 

8.3 

49-50 . . . 

2,415 

1,166 

9 88 

1,503 

0.089 

3.9 

60-51 . . . 

4,249 

1,679 

1,148 

2,326 

0.138 

6.0 

10 Years' Average 

2,401 

1,705 

1,426 

1,844 

0.110 

4.8 

1961-52 . . . 

1,249 

1,016 

1,167 

1,140 

0.068 

3.0 

62-53 . . . 

1,036 

711 

628 

792 

0.047 

2.1 

63-64 ... 

2,000 

1,774 

1,426 

2,034 

0.121 

53 

64-66 . . . 

1,469 

1,107 

962 

1.179 

0070 

3.1 

66-66 . . . 

2,783 

1,678 

1,339 

1,935 

0.115 

5.0 

1956-57 . . . 

4,756 

3,779 

2,930 

3,822 

0.227 

9.9 

67-68 . . . 

3,460 

4,500 

2,607 

3,489 

0.208 

9.0 

68-69 . , . 

1,840 

1,319 

1,449 

1,536 

0.091 

4.0 

69-60 . . . 

2,373 

1,972 

1,466 

1,934 

0115 

5.0 

60-61 . . . 

4,289 

5,829 

4,642 

4,920 

0.293 

12.8 

10 Years’ Average 

2,615 

2,368 

1,850 

2,278 

0.136 

5.9 

31 Years’ Average 

2,452 

1,937 

1.518 

1.969 

0.117 

5.1 


* Not considered for calculating the average. 


(65.0) 










MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 55 


River BHADRA Site LAKKAVALLI Month DECEMBER 

(TUNGABHADRA) 


Tear 

{June to May) 

Mean discharge {Cusees) 

Volume of flow for 

1-10 

11-20 

21-31 

Whole 

month 

the n 

M.A.F. 

lonth 

T.M.O. 

1929-30* ... 

866 

721 

616 

726 

0.045 

1.9 

30-31 . . . 

664 

542 

461 

550 

0034 

1.5 

1931-32 . . . 

991 

1,104 

798 

959 

0.059 

2.6 

32-33 . . . 

1,724 

1,257 

1,016 

1,322 

0.081 

3.5 

33-34 , . . 

1,265 

1,160 

1,039 

1,148 

0071 

31 

34-35 . . . 

635 

657 

476 

553 

0 034 

1.5 

36-36 . , . 

892 

761 

638 

757 

0.047 

2.0 

1936-37 . , . 

1,010 

826 

760 

858 

0.053 

2.3 

37-38 . . . 

864 

891 

684 

809 

0 050 

2.2 

38-39 . . . 

645 

643 

461 

547 

0.034 

1.5 

39-40 . . . 

1,064 

892 

706 

881 

0.054 

2.4 

40-41 . . . 

1,370 

1,289 

936 

1,190 

0.073 

3.2 

11 Years’ Average 

1,009 

892 

724 

870 

0.054 

2.3 

1941-42 . . . 

1,476 

1,017 

738 

1,066 

0.066 

2.9 

42-43 . . . 

870 

812 

876 

854 

0.053 

2.3 

43-44 . . . 

1,428 

1,174 

1,034 

1,206 

0.074 

3.2 

44-45 . . . 

903 

727 

618 

745 

0.046 

2.0 

45-46 . . . 

513 

464 

383 

448 

0028 

1.2 

1946-47 . . . 

1,666 

1,488 

1,080 

1,398 

0.086 

3.7 

47-48 . . 

916 

1,001 

746 

883 

0.054 

2.4 

48-49 . . . 

1,398 

1,113 

917 

1,135 

0.070 

3.0 

49-60 . . . 

760 

958 

632 

743 

0.046 

2.0 

50-51 . . . 

997 

846 

696 

841 

0.052 

2.3 

10 Tears’ Average 

1,092 

959 

762 

932 

—-—-— 

0.057 

2.5 

1951-52 . . . 

792 

665 

681 

673 

0.041 

1.8 

52 63 ... 

603 

801 

487 

626 

0.038 

1.7 

53-64 . . . 

1,200 

1,020 

834 

1,012 

0 062 

2.7 

54-56 . . . 

822 

929 

740 

827 

0.051 

2.2 

66-56 . . . 

1,179 

963 

790 

971 

0.060 

2.6 

1956-57 . . . 

1,874 

1,580 

1,395 

1,979 

0.122 

5-3 

57-58 . . . 

1,676 

1,019 

713 

1,090 

0.067 

2 9 

68-59 . . . 

1,144 

923 

763 

937 

0.058 

2 5 

69-60 , . . 

2,836 

4,281 

4,973 

4,060 

0.250 

10 9 

60-61 . . . 

6,636 

3,690 

1,346 

3,422 

0.210 

9.2 

10 Years’ Average 

1,756 

1,576 

1,262 

1,560 

0.096 

4.2 

31 Years’ Average 

1,277 

1,134 

910 

1,113 

0069 

3.0 


* Not considered for calculating the aTerage. 


(55.7) 









MEAN discharge B¥ 10-DAY PERIODS AND MONTHS 
and the volume op plow by months 

SEBIAL No. 55 

River BHADRA Site LAKKAVALLI Month JANUARY 

(TUNGABHADRA) 


Tear 

(June to May) 

Mean discharge (Cu^eea) 

Volume of flow for 
the month 

M. A. F. 1 T. M. C. 

1-10 

11-20 

■ 

21-31 

Whole 

month 

1929-30* . . . 

462 

375 

299 

372 

0.023 

1.0 

30-31 . . . 

498 

387 ' 

308 

395 

0 024 

1.1 

1931-32 . . . 

618 

499 

387 

498 

0.031 

1.3 

32-33 . . . 

813 

638 

627 

654 

0.040 

1.8 

33-34 . . . 

777 

700 

649 

671 

0.041 

1.8 

34-35 . . . 

396 

330 

281 

334 

0 021 

10 

35-36 . . . 

622 

412 

339 

421 

0.026 

1.1 

1936-37 . . . 

633 

442 

340 

435 

0.027 

1.2 

37-38 . . . 

624 

393 

328 

412 

0 02S 

11 

38-39 . . . 

356 

306 

261 

306 

0019 

1.0 

39-40 . . . 

677 

481 

397 

482 

0-030 

13 

40-41 . . . 

771 

622 

621 

634 

0.039 

1.7 

11 Tears* Average 

580 

173 

385 

477 

0.029 

1.3 

1941-42 . . . 

584 

493 

389 

486 

0.030 

1.3 

42-43 . . . 

706 

638 

404 

645 

0.034 

1.5 

48-44 . , . 

830 

688 

610 

686 

0.042 

1.8 

44-45 , . . 

611 

433 

339 

426 

0 026 

1.1 

45-46 . , . 

301 

254 

199 

250 

0.015 

0.7 

1946-47 . . . 

901 

668 

671 

709 

0.044 

1.9 

47-48 . , . 

667 

460 

417 

479 

0.029 

1.3 

48-49 . . . 

711 

681 

456 

579 

0.036 

1.6 

49-60 . . , 

440 

360 

310 

368 

0.023 

1.0 

60-51 . . . 

649 

449 

353 

438 

0.027 

1.2 

10 Years* Average 

610 

492 

405 

496 

0.030 

1.3 

1951-62 . . . 

418 

341 

276 

342 

0021 

0.9 

62-63 . . . 

379 

326 

66 

247 

0015 

0.7 

53-54 . . . 

690 

652 

460 

564 

0.035 

1.5 

64-66 . . . 

578 

469 

389 

476 

0.029 

1.3 

55-60 . . . 

636 

513 

428 

523 

0.032 

1.4 

1956-67 . . . 

1,101 

836 

678 

830 

0.051 

2.2 

57-58 . . . 

37 

2 

19 

19 

0.001 

0.1 

68-59 . . 

684 

453 

312 

446 

0.027 

1.2 

69-80 ... 

1,677 

702 

423 

885 

0.654 

2.4 

60-61 . . . 

(323) 

( 200 ) 

( 200 ) 

(240) 

(0.015) 

(0.6) 

10 Tears* Average 

632 

439 

314 

457 

0.028 

1.2 

31 Years* Average 

607 

469 

369 

477 

0.029 

1.3 


* Not ooiiBidered for calculating the average. 

(56.S) 








MEAN discharge BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OE FLOW' BY MONTHS 

SERIAL No. 65 


Rimr BHADHA SiU LAKKAVALLI Month. FEBRUARY 

(TUNGABHADRA) 



Mean discharge (Cusecs). 

Volume of flow for 

Year | 




the month 

(June to May) 

1-10 

11-20 

\ 21-28129 

' rnonta 

M. A. F. 

T. M. 0. 


1929-30* . 


264 

2J9 

167 

216 

0 012 

0.5 

30-31 . 


266 

221 

178 

225 

0.012 

0.5 

1931-32 . 

. 

324 

298 

257 

294 

0017 

0.7 

32-33 . 


418 

346 

304 

359 

0.020 

0.9 

33-34 . 


409 

333 

277 

343 

0.019 

08 

34-35 . 

. . 

254 

186 

166 

201 

0.011 

0.5 

35-36 . 

. . 

322 

268 

222 

269 

0.015 

0.7 

1936-37 . 


286 

246 

220 

252 

0.014 

0.6 

37-38 . 


290 

247 

191 

247 

0.014 

0.6 

38-39 . 

, 

218 

163 

143 

177 

0.010 

0.4 

39-40 . 

• 

328 

276 

215 

275 

0016 

0.7 

40-41 . 

• • 

444 

345 

303 

368 

0.020 

0.9 

11 Years' Average 

323 

265 

224 

274 

0.015 

0.7 

1941-42 . 


331 

294 

248 

294 

0.016 

0.7 

42-43 

« . 

327 

268 

201 

270 

0.015 

0.7 

43-44 


440 

370 

372 

395 

0.023 

1.0 

44-45 

. 

285 

242 

199 

245 

0.014 

0.6 

45-46 

. . 

166 

141 

134 

145 

0.008 

0.4 

1946-47 


459 

400 

338 

403 

0.022 

1.0 

47-48 


315 

267 

206 

265 

0015 

0.7 

48-49 

. 

386 

324 

272 

331 

0.018 

0.8 

49-60 


246 

220 

271 

243 

0.013 

0.6 

60-51 

. * 

291 

240 

186 

243 

0.013 

0.6 

10 Years’ 

Average 

<323 

277 

243 

283 

0.016 

0.7 

1951-52 


239 

202 

267 

232 

~o.?ii 

0.6 

62-63 

• • 

203 

147 

132 

163 

0.009 

0.4 

63-64 


360 

277 

242 

297 

0.016 

0-7 

64-55 


325 

269 

199 

269 

0.015 

0.7 

56-56 


400 

316 

246 

323 

0.019 

0.8 

1956-67 


149 

42 

19 

74 

0.004 

0.2 

57-58 

, . 

133 

621 

684 

465 

0.026 

1.1 

58-69 

, » 

265 

162 

69 

169 

0.(N)9 

0.4 

69-60 

, * 

232 

91 

(100) 

142 

0.008 

ei4 

60-61 


(100) 

(100) 

(100) 

(100) 

(0.006) 

(0.2) 

10 Years’ 

Average, 

241 

222 

205 

223 

0.012 

0.6 

31 Years’ 

Average 

297 

2S5 

224 

261 ~ 

o.ois” 

o^r 


* Not considered for calculating the average. 

( 56 . 9 ) 









MEAN DISCHARGE Br 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 

8WMIAL No. SS 


River BHADRA Bite LAKKAVALLI Month MARCH 

(TUNGABHADRA) 


Year 

{June to May) 

Mean diacharge {(Juseca) 

Volume of jlo-w for 
the month 

1-10 

11-20 

21-31 

WhoU 

month 

M. A. F. 

T. M. 0. 

1929-30* 


140 

127 

129 

181 

0.008 

0.3 

30-31 

. . . 

146 

121 

112 

126 

0.008 

0 3 

1931-32 

. . 

199 

160 

142 

166 

0010 

0.4 

32-33 

* • . 

300 

271 

211 

259 

0.016 

07 

33-34 

■ * « 

246 

213 

174 

210 

0 013 

0.6 

34-35 

• * * 

140 

122 

102 

121 

0.007 

0.3 

35-36 

. . 

172 

142 

300 

208 

0.013 

06 

1936-37 

• •' • 

178 

165 

167 

163 

0.010 

0.4 

37-38 


148 

141 

169 

149 

0.009 

0.4 

38*39 


128 

109 

111 

116 

0 007 

0 3 

39-40 


1^8 

154 

129 

153 

(j.009 

0.4 

40-41 

. . . 

261 

229 

216 

285 

0014 

0.6 

11 Years 

Average 

190 

166 

165 

173 

0-011 

0.5 

1941-42 

• f •' 

197 

157 

140 

164 

0010 

0.4 

42-43 

« • » 

171 

181 

138 

163 

0 010 

0.4 

43-44 

• . • 

315 

296 

214 

273 

0 017 

07 

44-46 

• * * 

159 

128 

112 

132 

0.008 

0.4 

46-46 

. . . 

120 

99 

103 

107 

0007 

0.3 

1946-47 

. • • 

315 

249 

221 

260 

0.016 

0.7 

47-48 

• 4 • 

169 

160 

138 

155 

0 010 

0.4 

48-49 

* 4 4 

227 

203 

195 

208 

0013 

06 

49-50 

» . . 

167 

146 

120 

144 

0.009 

0.4 

60-51 

. . . 

162 

142 

141 

145 

0009 

04 

10 Years' 

Average 

199 

m 

152 

175 

0.011 

0.5 

1951-62 

• • • 

160 

128 

111 

132 

0.008 

0.4 

62-63 

• . * 

112 

106 

93 

103 

0.006 

0.3 

63-64 

> • » 

207 

197 

228 

211 

0.013 

0.6 

54-56 

• 

207 

161 

168 

175 

0.011 

0.5 

65-66 

. 4 . 

198 

194 

149 

179 

0.011 

05 

1966-67 

4 4* 

22 

21 

19 

21 

0.001 

0.1 

67-68 

. 4 

505 

299 

140 

309 

0019 

0.8 

58-69 

4 . . 

(100) 

(100) 

(100) 

(100) 

(0.006) 

(0.3) 

69-60 

* 4 4 

(100) 

(100) 

(100) 

(100) 

(0.006) 

(0.3) 

60-61 

. 4 • 

(100) 

(100) 

(100) 

(100) 

(0.006) 

(03) 

10 Years* Average 

171 

140 

120 

143 

0.009 

0.4 

31 Years’ Average 

m 

161 

146 

164 

0.010 

0.4 


♦Not considered for calculating the average. 


( 55 . 10 ) 








AKD the volume of FLOW BV MONTHS 
SERIAL No. 55 

Riwr BHADRA Site LAKKAVALU Month APRIL 


(TUNGABHADRA) 


Year 

(June to May) 

1-10 

Mean discha 

11-20 

rge (Gusecs) 

21-30 

Whole 

month 

Volume ofj 
the TTU 

M. A. F. 

low for 
mth 

T. M. C. 

1929-30* . , . 

161 

94 

97 

lU 

0007 

0.3 

30-31 . . . 

132 

202 

144 

159 

0.009 

0.4 

1931-32 . . . 

207 

143 

155 

168 

0.010 

0.4 

32-33 . . . 

189 

195 

206 

196 

0.012 

0.5 

83-o4 

148 

227 

166 

180 

0.011 

0.5 

34-35 . . . 

138 

98 

96 

no 

0.007 

0.3 

35-38 . . . 

251 

135 

131 

172 

0.010 

0.4 

1936-37 . . . 

163 

131 

319 

204 

0.012 

05 

37-38 . . . 

167 

189 

211 

189 

0011 

0.5 

38-39 . . . 

94 

118 

125 

112 

0.007 

0.3 

39-40 . . . 

109 

103 

210 

140 

0.008 

0.4 

40-41 . . . 

172 

166 

182 

173 

0.010 

0.4 

11 Years' Average 

161 

155 

177 

164 

0.010 

0.4 

194L42 , . . 

123 

139 

166 

139 

0.008 

0.4 

42-43 . . . 

119 

105 

119 

114 

0.007 

0.3 

43-44 . . . 

166 

144 

158 

156 

0.009 

0.4 

44-45 . . . 

172 

199 

182 

184 

0 011 

0.5 

45-46 . . . 

122 

161 

168 

147 

0.009 

0.4 

1946-47 . . . 

251 

260 

167 

223 

0.013 

0.6 

47-48 . . . 

224 

165 

235 

208 

0.012 

0.5 

48-49 . . . 

244 

172 

133 

183 

0 oil 

0.5 

49-50 . . . 

103 

no 

86 

100 

0.006 

0.3 

60-51 . . . 

137 

17.5 

166 

169 

0.009 

0.4 

10 Years’ Average 

166 

16Z 

155 

161 

0.010 

0.4 

1961-52 , . . 

96 

100 

216 

137 

0.008 

0.4 

.72-53- . . . 

101 

194 

109 

135 

0.008 

0.4 

53-54 . . . 

199 

216 

443 

286 

0.017 

0.7 

54-55 . . . 

166 

197 

208 

190 

0.011 

0.5 

56-56 . . . 

165 

163 

181 

170 

0.010 

0.4 

1956-57 . . . 

(20) 

(20) 

(20) 

(20) 

(0.001) 

(0.1) 

57-58 . . . 

113 

135 

252 

167 

0.010 

0.4 

58-69 . . . 

(100) 

(100) 

(100) 

(100) 

(0.006) 

(0.3) 

59-60 . . . 

(100) 

(100) 

(100) 

(100) 

(0.006) 

(0-3) 

60-61 . . . 

(100) 

(100) 

(100) 

(100) 

(0.006) 

(0 3) 

10 Years’ Average 

116 

132 

173 

140 

0.008 

0.4 

31 Years’ Average 

148 

150 

168 

156 

0.009 

0.4 


*Not considered for calculating the average. 









MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP PLOW BY MONTHS 
SEBIAL No. 5S 

River BHAD'RA Site LARKAVALLl Month MAY 

(TUNGABHADRA) 


Tear. 

(june td May) 

Mean discharge (Gusecs) 

Volumf^ of flow for 
the month 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

1 T. M. 0. 

1929-30* . . . 

156 

274 

170 

199 

0.012 

0,5 

30-31 . . . 

131 

84 

68 

98 

0.006 

0.2 

1931-32 . . . 

168 

900 

1,243 

786 

0.048 

2. 

32-33 . . . 

184 

600 

1,165 

634 

0.039 

1. 

33-34 . . . 

122 

149 

107 

125 

0.008 

0. 

34-3S . . . 

102 

114 

94 

108 

0.006 

0.3 

36-36 . . . 

97 

137 

284 

176 

0.011 

0.5 

1936-37 . . . 

197 

147 

126 

156 

o.oio 

0.4 

37-38 . , . 

139 

89 

181 

138 

0.008 

0.4 

3S-3d . . , 

99 

78 

86 

88 

0.005 

0.2 

39-40 , , , 

649 

163 

482 

401 

0.025 

1.1 

40-41 . . . 

169 

251 

145 

187 

0 011 

0.5 

11 Years* Average 

178 

287 

862 

^262~ 

0.016 

0.7 

1941-42 . . . 

153 

196 

180 

176 

~0Ml 

0.5 

42-43 . . . 

145 

237 

3,168 

1,244 

0.076 

3.3 

43-44 . . . 

163 

213 

231 

193 

0 012 

0.5 

44-4S . . 

99 

84 

99 

94 

0.006 

0.3 

45-46 . . . 

102 

77 

199 

129 

0008 

0 3 

1946-47 . . . 

140 

135 

128 

184 

0.008 

0.4 

47-48 . . . 

256 

211 

121 

194 

0.012 

0.5 

48-49 . . . 

146 

207 

894 

431 

0.027 

1.2 

49-60 . . . 

98 

176 

89 

120 

0.007 

0.3 

60-61 . . . 

161 

207 

362 

243 

0.015 

0.7 

10 Years’ Average 

U6 

174 

545 

296 

0.018 

0.8 

1961-62 . . . 

235 

116 

122 

156 

0.010 

04 

62-63 . . . 

87 

70 

67 

75 

0005 

0.2 

63-64 . . . 

179 

754 

240 

386 

0.024 

10 

64-66 . . . 

177 

1,978 

3.705 

2,010 

0.124 

5.4 

66-56 . . . 

796 

142 

2,041 

1,027 

0.063 

2.8 

1966-67 . . . 

(60) 

(100) 

675 

252 

0.015 

07 

67-88 . . . 

270 

296 

166 

238 

0.015 

0.6 

68-69 . . . 

(100) 

(100) 

(100) 

(100) 

(0.006) 

(0.3) 

69-60 . . . 

(100) 

(100) 

(100) 

(.100) 

(0.006) 

(0.3) 

60-61 . . . 

(100) 

(100) 

(100) 

(100) 

(0.006) 

(0 3» 

10 Years' Average 

209 

376 

721 

444 

0.027 

1.2 

31 Years’ Average 

178 

262 

537 

332 

0 020 

0.9 


♦ Not considered for calculating the average. 


( 55 . 12 ) 







MEAN DtSCHAEGE By 10 -BAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SEntAL No. 56 

BHADRA Eiu BHADBA ANICUT MoaOi JUNE 

(TUNGABHADRA) 


Year 

{June to May) 

1 Mean discharge {Ouseta) 

t Volume of flow for 

1-10 1 

11-20 

' 21-30 

Whole 

month 

\ tht month 

M. A. E. 

M. O. 

1947-48 . . . 

Nil 

093 

1.326 

673 

0.040 

1.7 

48-49 . . 

390 

1,871 

6,003 

2.422 

0.144 

8.3 

49-SO . . . 

945 

2,430 

4,633 

2.671 

0.159 

6.0 

SO-Sl . . 

N.A. 

N.A. 

N..4. 





19.51-52 

N.A. 

N,A. 

N.A. 




53-53 . 







S3-64 . . 







54-66 ... 

8,226 

2,914 

2,198 

4,446 

0.284 

11.5 






Month 

JULY 

Tear 

(June to May) 


Mean discharge {Cuae<^) 


1 V olame vf ftou. for 

I 

1 


Who^e 
month 1 

1 ■ the, month 


j 1-10 

1 11.20 , 

21-31 i 

1 

1 M. A. F. j T. M. O. 

1047-48 . . . 

3,628 

10,397 

19,976 

13.S4S 

0.833 

36.3 

48-49 . . . 

8,»99 

16,283 

13,037 

12,777 

0.786 

34a 

49-50 . . . 

9,285 

21,784 

13,222 

14,714 

0.905 

394 

50-61 . . - 

N.A. 

N.A. 

N.A. 





1051-52 . . 

2,853 

6,398 

19,862 

9,933 

O.fill 

26.8 

53-68 . . 

N.A. 

N.A. 

N.A. 




63-.'>4 . . 

32,936 

6,780 

11,682 

16,634 

1.023 

44.6 

64-66 . 

10,629 

16,126 

6.739 

10,607 

0.856 

28.6 


(es6.i) 



MEAN DISCHAKGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 56 

River BHADRA Site BHADRA ANICUT Month AUGUST 

(TUNGABHADRA) 


Year 

{June to May) 

' 

1 Mean (Vftehnrae tCufiPCf!) 

1 V olunt e of flow for 

1 the month 


j 11.20 

21.31 

W hole 
month 

M. A. F. 

1 T. M. C. 

1947-48 . . . 

7,320 

11,055 

22,476 

13,903 

0.855 

37.2 

48-49 . . . 

10,602 

22,095 

15,512 

16,052 

0.987 

43.0 

49-50 . . . 

18,632 

9,415 

6,095 

11,210 

0.689 

30.0 

50-61 . . . 

N.A. 

N.A. 

N.A. 





1951-52 . . . 

13,261 

8,200 

6,743 

9,810 

0.603 

26.3 

62-53 . . . 

9,928 

14,027 

N.A. 

N.4. 

N.A. 

N.A. 

63-54 . . . 

18,464 

23,696 

8,524 

16,625 

1.022 

44.5 

64-56 . ... 

17,432 

9,991 

4,463 

10,430 

0.641 

27.9 


Month SEPTEMBER 


( Mean discharge {Cusecs] 

1 1 

1 Volume of flow for 

Year 





the month 

{June to May) 

1-10 

1 11-20 

21-30 

Whole 

1 month 

M, A, F. 

i 

T. M. 0. 

1947-48 . . . 

10,958 

8,321 

7,860 

9,046 

0.538 

23.4 

48-49 . . . 

9,425 

4,648 

4,440 

6,171 

0.367 

16.0 

49-60 . . . 

4,993 

4,498 

N.A. 

4,828 

0.287 

12.5 

60-51 . . . 

N.A. 

N.A. 





1961-62 . . . 

N.A. 

N.A. 

N.A. 




62-63 . . . 

97 

97 

>9 




63-54 ... 

4,829 

3,466 

3,126 

3,804 

0.226 

9.9 

64-56 ... 

3,196 

9,184 

8,441 

6,941 

0.413 

18.0 


( 66 . 2 ) 



MEAN DTSOHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIA L No. 56 

River BHADRA fate BHADRA ANICUT Month OCTOBER 

(TUNGABHADRA) 



Meath di^icharge (OuseCis) . | 

Volume of Jlou> for 
the month 

Year 




Whole 

month 

(June, to Uay) 

1-10 

11-20 

21-31 

M. A. E. 

T. M. C. 

1947-48 . . . 

4.706 

4,424 

4,191 

4,433 

0.273 

11.9 

48-49 . . . 

3,731 

4,205 

2,864 

3,576 

0.220 

9.6 

49-50 . , . 

N.A. 

N.A. 

N.A. 




60-51 . . . 


»* 

»> 




1951-52 . . . 

N.A. 

4,795 

4,203 

4,412 

0.271 

11 8 

52-6^^ , . . 

»* 

N.A. 

N.A. 




63-54 . . . 

54 65 * . 

4,092 

6,580 

7,088 

3,635 

0.346 

15.1 

Month NOVEMBER 


I Mea^ discharge {(Jusecs) 

Votume of flow for 

Year 




Whole 

month 

the mon'h 

{June to Map) 

1-10 

11.20 

21-30 

M.A.F. , 

T. M. a. 


1947-48 . . 


3,667 

3,040 

3,200 

2,932 

0.174 

7.5 

48-49 . . 

, , 

4,357 

3,463 

3,010 

3,610 

0.215 

9.4 

49-BO . . 

. 

N.A. 

N.A. 

N.A, 




60-61 . . 

■ ■ • 

*« 

9 9 

• t 




1961-62 . , 


2,033 

1,836 

N-A. 




62-53 . . 


N.A. 

N.A. 





63- 64 . . 

64- 65 . . 

• • 

2.617 

1.879 

1,427 

1,974 

0.117 

5.1 



mean discharge by 10-day periods and months 
AND the volume OF FLOW BY MONTHS 

SEEIAL No. 56 

Rimr BHADRA Site BHADRA ANICUT Month DECEMBER 

(TUNGABHADRA) 


Tmr 

{Jum to May) 

Mean discharge (Cusees) 

Volume, of flow for 
the month 

M.A.F. T.M.O. 

1-10 

' 11-20 

21-31 

Whole 

month 

1947-48 . . . 1,618 1,674 

48- 49 . . . 2,366 2.220 

49- 60 . . . 

60-51 , . . 

1961-62 . . . 

62-63 . , . 

53- 64 ... 

54- 66 , . . 

1,862 1.691 0.104 4.5 

1,764 2,105 0.129 5.6 


Month JANUARY 

Tear 

(June to May) 

1 Mean discharge {Qmecs) 

Volume of flow for 
the month 

M.A.F. j T.M.O. 

1-10 

11-20 

21-31 

Whole 

month 


1947*48 . . 

1,100 

881 

48-49 . . 

1,416 

1,204 

49-60 . . 

N.A. 

N.A. 

60-61 . . 

* *4 

>> 

1961-62 . . 

N.A. 

N.A. 

62-63 . . 

1,612 

1,646 

63-54 . . 



64-55 . . 




929 m O.060 2.6 

1,072 1,225 0.075 3.3 

N.A. 

N.A. 

1,088 1.451 0.089 


3.9 





MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
and THE VOLUME OF FLOW BY MONTHS 

8EB1AL No. 56 

Bivcr BHADRA Site BHADRA ANICUT Month FEBRUARY 

(TUNGABHADRA) 


Year 


Mean disrharqe (CvKec..') 


I Volume of flow for 




1 Whole 
month 

\ the month 

(June to May) 

1 1-10 

11-20 

21-28129 

M. A. F. T. M. 0 

1947-48 . . . 

829 

620 

585 

681 

0.039 1.7 

48-49 . . . 

1,056 

1,004 

921 

999 

0.055 2.4 


49- 50 . . . 

50- 61 . . . 

1961-62 . . . 
52-63 . . . 

63- 64 . . . 

64- 66 . . ' 







Month ‘ 

MARCH 

Year 

1 Mean discharge (C'^secs) \ 

Volume of flow for 




Whole 

month 

the month 

(June to May) 

1.10 



M. A. F. 

T. M. G 

1947-48 . . . 

48-49 . . . 

489 

1,019 

482 

1,072 

308 

1,013 

423 

1,034 

0.02S 

0.064 

1.1 

2.8 


49- 50 . . . 

50- 51 . . . 

1951-62 . . . 
62-63 . . . 
53-54 . . , 

64-55 . . . 


( 66 . 6 ) 






and THE VOLUME OF FLOW BY 
SERIAL No. 56 

Bimr BHADRA SiU BEADRA ANICUT Monih APRIL 

(TUNGABHADRA) 



Meandi{,charge{Ciiieci) 

Volume of flat/' for 

1 the month 

Tear 




Whole 

month 

{June to May) 

1-10 

11-20 

1 

1 

21-30 

M. A. t\ 1 

T, M. G, 

1947-4!! . . . 

449 

378 

268 

265 

0.022 

0.9 

48-49 . . . 

981 

1,007 

935 

974 

0.038 

2.5 


49»60 . . . 
50-51 . . . 


1961*52 . . , 
52-63 . . . 

63- 64 . . . 

64- 55 . . • 


Month MAY 


Year 

■ Mean discharge {Vusecs) ] 

Volume of flow for 




1 Whole 
month 

i j 

the mont’i 

{June to May) 

; uio 

11-20 

21-31 

M A. F. 

J 

T. M.. 0. 


1S46-47 . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

47-48 . . 

156 

327 

333 

274 

0.017 

0.7 

48-49 . . 

1,023 

935 

1,009 

990 

0.081 

2.7 


49- 50 . 

50- 51 . 

1951-52 . 
52-63 . 

63- 64 . 

64- 55 . 



VOLUME OF ANNUAL FLOW 
SERIAL No, 57 

River VARADA (TUNGABHADRA) SiU BANAVASI 


Year 

Volume of flow 

M. A. F. 

T. M. 0. 

1908 

1.095 

47.7 

09 

0.902 

39.3 

10 

0.774 

33.7 

1911 

0.728 

31.7 

12 

1.439 

62.7 

13 

0.960 

41.4 

14 

1.286 

66.0 

16 

0.523 

22.8 

1916 

1.028 

44.8 

17 

0.900 

39.2 

18 

0.498 

21.7 

19 

0.876 

38.1 

20 

0.760 

33.1 

1921 

0.817 

36.6 

1»1.22 tfO 

0.002 

0.1 

30.4.22* 



1922-23 

0.666 

29.0 

23-24 

1.566 

67.8 

24-25 

1.024 

44.6 

26-26 

1.350 

68.8 


18 Years’ 

0.954 

41.6 

Average 




* Not considered for calculating the average. 


NOTE The figures for the years 1908 to 1921 are the volumes of flow for 
calendar years. The figures for the years 1922-23 to 1926-26 are for 
twelve months from Ist. May to 30th April. 


(57.1) 



VOLUME OF SEASONAL AND ANNUAL FLOW 
SERIAL No. 58 


River HAGARI (TUNGABHADRA) Site VANI VILAS SAGAR 


Volume of flow 


January to June 

July to December 

Annual 

M. A. F 

T. M. 0. 

M. A. F. 

1 T. M. 0. 

M_. A. F. 

\t.m.o. 

1 


1913* 



14 



15 

0.060 

2.6 

1916 

0.043 

1.9 

17 



18 

0.048 

2.1 

19 

0.048 

2.1 

20 

0.017 


1921 

0.015 

0.6 

22 

0.034 

1.5 

23 

0.038 

1.7 

24 


0.3 

26 

0.019 


1926 

0.024 

1.1 

27 

0.042 

1.8 

28 

0.017 

Mm 

29 

0.014 



0.015 


1931 

0.015 

0.6 

32 


1.3 

33 

0.033 

1.4 

34 

0.024 


35 

0.024 




2.3 




2.3 

0.057 

2.5 

0.052 

2.3 

0.112 

4.9 


9.7 

0.266 

11.6 

0.236 

10.3 


11.2 


6.7 


8.8 


14.3 


16.4 


2.4 


3.2 


2.6 


3.2 


6,6 


7.1 


3.6 


6.3 


2.9 


3.2 


1.5 


2.3 


2.4 


3.5 


1.3 


3.1 


4.8 


5.6 


2.4 


3.0 


3.2 


3.9 


1.9 


2.6 




25.3 


11.4 


12.8 


1.1 


2.1 


3.1 


4.1 


* Not considered for calculating the average. 

(58.1) 
















VOLUME OF SEASONAL AND ANNUAL FLOW 


SERIAL Mo. 58 


Riper HAQARI (TUNGABHADRA) Site VANI VILAS SAGAR 


Year 

j Volume of flow 

1 January to June 

[ Julp to Dece'mder | 

Annual 

M.A.F. 

■ 

T. M. C. 

fj. A. F. ' 

T. M. G. 

M. A. F. 

^T. M. C 

1936 

0.002 

0.1 

0.067 

2.9 

0.069 

3.0 

37 

0.009 

0.4 

0.069 

3.0 

0.078 

3.4 

38 

0.001 

Nil 

0.029 

1.3 

0.030 

1.3 

39 

®.018 

0.8 

0.069 

3.0 

0.087 

3.8 

40 

0.008 

0.3 

0.160 

6.5 

0.158 

6.8 

1941 

0.009 

0.4 

0.086 

3.7 

0.096 

4.1 

42 

0.020 

0.9 

0.026 

1.1 

0.045 

2.0 

43 

0018 

0.8 

0.241 

10.6 

0 259 

11.3 

44 

0.033 

1.4 

0.104 

4.6 

0.137 

5.9 

45 

0.012 

0.6 

0.006 

0.2 

0.017 

0.7 

1946 

0.023 

1.0 

0.143 

6.2 

0.166 

7.2 

47 

Nil 

Nil 

G.076 

3.3 

0.076 

3.3 

48 

0.032 

1.4 

0.101 

4.4 

0.133 

6.8 

49 

0.007 

0.3 

0.068 

3.0 

0.075 

3.3 

50 

0.011 

0.6 

0.116 

5.1 

0.127 

6.6 

1951 

0.027 

1.2 

0.105 

4.6 

0.132 

5.8 

62 

0.005 

0.2 

0.088 

3.8 

0.093 

4.0 

53 

0.036 

1.6 

0.430 

18.7 

0.466 

20.3 

64 

0.014 

0.6 

0.042 

1.9 

0.066 

2.6 

66 

0.026 

1.1 

0.205 

8.9 

0.231 

10.0 

1966 

0.023 

1.0 

0.251 

11.0 

0.274 

12.0 

67 

0.068 

2.5 

0.172 

7.6 

0.230 

10.0 

68 

0.018 

0.8 

0.127 

6.5 

0.145 

6.3 

59 

0.056 

2.4 

0.194 

8.6 

0.250 

10.9 

60 

0.012 

0.6 

0.170 

7.4 

0.182 

7.9 

47 Years’ Average 

0.023 

1.0 

0.125 

5-4 

0.148 

6.4 


(58J) 







AND THE VOLUME OF PLOW BY MONTHS 
SERIAL No. 59 


River HAGARI Site NARANAPUR PROJECT Year 1959-60 

(TUNGABHADRA) 


Months 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

M. A. F. 1 T. M. G. 

1-10 

11-20 

21.End 

Whole 

month 

Feb. 1960 

220 

220 

106 

185 

0.011 

0.5 

Mar. 

838 

408 

166 

461 

0.028 

1.2 

Apr. 

151 

243 

220 

205 

0.012 

o.s 

May 

364 

799 

N.A. 

502 

0.031 

1.3 

June 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

N.A. 

July 

91 

266 

184 

240 

0 . 01 s 

0.6 

Aug. 

166 

312 

312 

262 

0.016 

07 

Sep. 

156 

250 

218 

208 

0.012 

0.5 

Oct. 

187 

312 

312 

272 

0.017 

0.7 

Nov. 

312 

166 

260 

239 

0.014 

0.6 

Dec. 

62 

218 

113 

131 

0.008 

0.4 

Jan. 1961 

160 

206 

148 

167 

0.010 

0.4 

Feb. 

210 

167 

170 

183 

0.010 

0.4 

Mar. 

164 

177 

144 

161 

0.010 

0.4 

Apr. 

170 

163 

220 

184 

0.011 

0.5 

May 

161 

1,526 

1,263 

980 

0.060 

2.6 

Volume 







July 1960 to 







Nov. 1960 





0.074 

3.1 


Volume 
Dec. 1960 to 

May 1961 0,1 Og 4,7 


Volume 
July 1960 to 

May 1961 q jgg ^ g 


( 59 . 1 ) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 60 

River HAGARI Site BHAIRAVANITHIPPA Month JUNE 

(TUNGABHADRA) 


Year 

\ 

Mean difffhnreie (Cuseo^) 


, Volume of flow for 




Whole. 

month 

] the month 

(June to May) 

LIO 

1L20 

21-30 

M.A.F. 

T. M. 0. 


1956-57 


57-58 . . . 

1,678 

808 

643 

1,043 

0.062 

2.7 

58-59 

400 

414 

250 

358 

0.021 

0.9 

59-60 . . . 

340 

494 

1,081 

639 

0.038 

1.7 

60-61 . . . 

154 

145 

249 

183 

0.01! 

0.5 

4 Years’ Average 

643 

465 

5S6 

556 

0.033 

1.4 


Month JULY 

Year 

(June to May) 

Mean discharge Cmeos) 

Volume of flow for 
the month 

M. A I. T. M. G. 

1.10 11-20 

21-31 

Whole 

month 

1956-57 . . . 

57 - 58 ... 653 700 

58 - 59 . . . .500 300 

69-60 ... 675 220 

(> 0 - 6 l ... 179 423 

4 Years’ Average 402 411 

406 548 0.034 1.5 

272 290 0.018 0.8 

390 395 0.024 1.1 

377 328 0.020 0.9 

361 390 0.024 1.1 

Month AUGUST 

Year 

(June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

M. A. F. T. M. 0. 

1-10 11-20 

21-31 

Whole 

1 month 


1956-57 


57-58 . . . 

627 

468 

630 

577 

0.035 

1.5 

58-59 . . . 

662 

868 

591 

703 

0.043 

1.9 

. 59-60 . . . 

238 

330 

354 

309 

0.019 

0.8 

60-61 . . . 

184 

99 

204 

164 

0.010 

0.4 

4 Years Average 

428 

441 

445 

438 

0.027 

1.2 









MEAN DISCHARGE BY 10 -DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 60 

River HAGARI Site BHAIRAVANITHIPPA Month SEPTEMBER 

(TUNGABHADRA) 


Tear 

1 Mean discharge (Cusecs) 

[ Volume of flow for 


1 11-20 ^ 


Whole 

month 

1 the month 

(June to May) 

1-10 


21-30 

M.A.F. 1 T.M.G. 


1956-57 . . . 

57- 58 . . . 

58- 59 . . . 

59- 60 . . . 

60- 61 . . . 

690 

451 

218 

174 

939 

1,968 

218 

748 

542 

4,611 

5,084 

843 

690 

2,385 

1,840 

588 

0.041 

0.142 

0.109 

0.035 

1.8 

6.2 

4.8 

1.5 

4 Years’ Average 

358 

968 

2,770 

1,376 

0.082 

3.6 






Month OCTOBER 

Year 


Mean discharge (Cusecs) 


Volume of flow for 




Whole 

month 

the month 

{Jane to May) 

1-10 

11-20 

21-31 

M. A. F. 

T. M. 0 

1956.57 . . . 
67-58 . . . 

2,946 

89 

1,004 

1,336 

0.082 

3.6 

68-59 . . . 

1,909 

696 

336 

857 

0.053 

2.3 

69-60 . . . 

738 

295 

635 

523 

0.032 

1.4 

60-61 .... 

897 

216 

446 

517 

0.032 

1.4 

4 Years' Average 

1,622 

324 

580 

808 

0.050 

2.2 


Month NOVEMBER 



Mean discharge ( Cusecs) 

Volume of flaw for 

Tear 


1 : 


Whole 1 
month 

I the month 

(June to Moy) 

1-10 

11-20 

21-301 

M. A. F. 

T. M. 0. 

1966-67 . 

67- 68 . . . 

68- 69 . . . 

69- 60 . . . 

60-61 . . . 

296 

(630) 

787 

802 

432 

(481) 

683 

429 

109 

(298) 

456 

329 

298 

(470) 

608 

520 

0.018 

(0.028) 

0.036 

0.031 

0.8 

(1.2) 

1.6 

1.3 

4 Years’ Average 

630 

481 

298 

474 

0.028 

1.2 


( 60 . 2 ) 






MEAN discharge BY 10 -DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 60 

Rive HAGARI Site BHAIRAVANITHIPPA Month DECEMBER 

(TUNGABHADRA) 


Year 

Mean discharge (Gusecs) 

Volume of flow for 

! 



Whole 

month 

the month 

(June to May) 

1-10 

11.20 

21.31 

M. A. F. 

T. M. G. 


1956-57 . . . 

57- 58 , , . 

58- 59 . . . 

59- 60 ... 

60- 61 . . . 

4 Years’ Average 

185 

367 

388 

198 

600 

308 

152 

1,97 

886 

168 

184 

93 

580 

277 

240 

160 

0.036 

0.017 

0.015 

0.010 

1.6 

0.7 

0.6 

0.4 

284 

314 

333 

314 

0020 

0.8 

Month JANUARY 


Mean discharge (Gusecs) 

Volume of flow for 

Year 





the month 

(June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T. M. 0 

1956-67* . . . 

633 

458 

401 

462 

0.028 

1.2 

67-58 . . . 

664 

1,168 

1,422 

1,093 

0.067 

2.9 

58 59 . . . 

118 

88 

93 

99 

0.006 

03 

69-60 . . . 

190 

154 

178 

174 

0.011 

0.5 

60-61 . . . 

143 

155 

187 

163 

0.010 

0.4 

4 Years’ Average 

279 

389 

470 

382 

0.024 

1.0 


Month FEBRUARY 


Year 

(June to May) 

Mean discharge (Gusecs) 

V olume of flow for 
the month 

M..A..F. [ T. M. G. 

1-10 

11-20 

21-28129 

Whole 

month 

1966-57* . . . 

538 

489 

527 

517 


67-68 . , . 


121 

155 

137 


68-59 . . . 

85 

82 

56 

76 


59-60 . . . 

125 

225 


152 


60-61 . . . 

192 

97 

98 

131 

0.007 0.3 

4 Years' Average 

136 

131 

102 

124 

0.007 0 3 


• Npt considered for calculating the average. 

( 60 . 3 ) 





















MJIAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 60 

River HAGARI Site BHAIPAVANITHIPPA Month MARCH 


(TUNGABHADRA) 



Mean discharge [Cusecs) 

Volume of flow for 
the month 

Year 

(June to May) 

1-10 

11-20 

21-31 

Whole 

month 

M. A. F. 

T M. C. 

1956-57* . . . 

428 

573 

421 

473 

0.029 


1.3 

57-68 . . , 

71 

122 

126 

107 

0.007 


0.3 

58-69 . . . 

122 

84 

109 

105 

0.006 


0.3 

69-60 . . 

114 

1,568 

116 

584 

0.036 


1.6 

60-61 . . . 

97 

101 

187 

130 

0.008 


0.3 

4 Years' Average 

101 

469 

134 

232 

0.014 


0.6 






Month 

APRIL 


Mean discharge {Ousecs) 

Volume of flow for 

Year 




Whole 

•the month 

(June to May) 

1-10 

11-20 

21-20 

month 

M. A. F. 


T. M. C. 

1956-57* . . . 

482 

462 

623 

523 

0.031 


1.4 

67-68 . . . 


169 

247 

172 




58-69 . . . 

131 

133 

99 

121 

■uriTH 



69-60 . . . 

110 

112 

134 

119 

BliiTH 



60-61 . . . 

137 

72 

204 

133 



0.3 

4 Years’ Average 

120 

122 

171 

136 



■gi 

Month MAY 


1 Mean discharge (Cusecs) 

Volume of flow for 

Year 

1 




the month 

(June to May) 

j I-IO 

11-20 

21-21 

Whole 

month 

M. A. F. 


T. M. C. 

1956-57* . . . 

411 

551 

1,107 

703 

0.043 


1,9 

67-58 . . . 

Nil 

Nil 

31 

10 

0.001 


Nil 

58-69 . . . 

117 

LSI 

1,165 

510 

0.031 


1.4 

69-60 . . . 

166 

891 

292 

445 

0.027 


1.2 

60-61 , . . 

191 

L104 

754 

685 

0.042 


1,8 

4 Years’ Average 

118 

544 

sso 

412 

0.025 


1.1 


* Not Considered for calculating the average. 


( 60 . 4 ) 















MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OP FLOW BY MONTHS 

SERIAL No. 61 

River DINDI Site DINDI RESERVOIR Month JUNE 


Year 

{June to May) 

( Mean discharge (Cusecs) \ 

Volume of flow for 
the month 

LIO 

\ 

11-20 

21-30 

Whole 

month 

M. A. F. 

T. M. 0. 

1958-59 . . . 

Nil 

Nil 

Nil 

Nil 

m 

NO 

69-60 . . , 

23 

4 

13 

13 

0.001 

Nil 

60-61 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

NU 

3 Years’ Average 

8 

1 

4 

4 

Nil 

Nil 


Month JULY 


Year I 

{June to May) 

I 

Mean discharge (Cusecs) 


Volume of flow for 

1-10 

11-20 \ 

1 


Whole 

month 

1 

the month 

21-31 

M. A. F. T. M. C, 

1968-59 . . . 

233 

96 

46 

122 

0.008 0.3 

59-60 . . . 

124 

29 

147 

102 

0.006 0.3 

60-61 . . . 

248 

3 

74: 

107 

0.007 0.3 

3 Years’ Average 

202 

43 

89 

110 

0.007 0.3 


Month AUGUST 


Year 

{June to May) 

Mean discharge (Cusecs) 

Volume of flow for 
the month 

M. A. F. 1 T. M. C. 

1-10 

1 

11-20 

21-31 

Whole 
month j 

1968-59 . . . 

21 

266 

1,612 

629 

0 039 

1.7 

69-60 . . . 

118 

22 

2,683 

962 

0.059 

2.6 

60-61 . . . 

28 

3 

34 

22 

0.001 

0.1 

3 Years’ Average 

56 

97 

1,376 

538 

0.033 

1.5 


( 61 . 1 ) 




MEAN DISCHARGE BY 10-DAY DEKIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 61 

River DINDI Site DINDI RESERVOIR Month SEPTEMBER 


Tear 

{June to May) 

Mean discharge {Ousecs] 1 

Volume of flaw for 
the month 

1-10 

11-20 

21-30 

Whole 

month 

M. A. F. j 

T. M. G. 

1958-69 . . . 

865 

155 

746 

585 

0.035 

1.5 

59-60 . . . 

111,961 

200 

2,229 

38,130 

2.269 

98.8 

60-61 . . . 

1,365 

3,182 

2,013 

2,m 

0.130 

5.7 

3 Years’ Average 

38,060 

1,179 

1,663 

13,634 

0.811 

35.3 

Month OCTOBER 


Mean discharge (Ousecs) 

Volume of flow for 

Year 





the month 

(June to May) 

1-10 

11-20 

21-31 

rr note 

month 

j M.A,F. 

T. M. 0. 

1958.59 . . . 

587 

178 

77 

274 

0 017 

0.7 

69*60 . . . 

3,370 

961 

00 

1,469 

0.090 

3.9 

60-61 . . ■ 

1,811 

219 

82 

684 

0.042 

18 

3 Years’ Average 

1,923 

449 

114 

806 

0.050 

21 


Month NOVEMBER 


Year 

{June to May) 

Mean discharge [Cusecs) 

Volume of flow for 
the month 

1 

1-10 

11-20 

21-30 

Whole 
month j 

* M. A. F. 

T. M. C. 

1968-.59 . . . 

9 

7 

71 

29 

0.002 

1 

59-60 . . . 

996 

40 

Nil 

345 

0.021 

0.9 

60-61 . . , 

48 

12 

16 

25 

0.001 

0.1 

3 Years' Average 

351 

20 

29 

133 

0.008 

0.4 


( 61 . 2 ) 




MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 
SERIAL No, 61 

Rivtr DINDI 8itt DINDI RESERVOIR Month DECEMBER 


Year 

{June to May) 

1 Mean dif^ekarge (Cu9.ecs) \ 

Volume of flow for 
the month 

1-10 

1 11-20 

21-31 

Whole 

month 

M. A. F. 

T.M.C. 

1958-59 . . . 

16 

11 

8 

11 

0.001 


Nil 

59-60 . . . 

Nil 

1 

1 

1 

Nil 


99 

60-61 . . . 

8 

20 

8 

12 

0.001 


9 1 

3 Year*’ Average 

8 

11 

6 

8 

0.001 


Nil 

Month JANUARY 


1 Mean discharge {Cnmcs) \ 

V olume of flow for 

Year 





the month 

(Juhe to May) 

1-10 1 

11-20 

\ 

21-31 

Whole 

month 

M. A. F. 

1 

T. M. G. 

1958-59 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 


Nil 

59-60 . . . 

1 


99 

»t 

>9 


99 

60-61 . . . 

6 

8 

2 

6 



' ^ 

3 Years' Average 

Z 

3 

1 

2 

Nil 


Nil 

Month FEBRUARY 

1 


Mean discharge {Gusecs) 


Volume of flow for. 

Year 





the month 

{June to May) 

1-10 

11-20 

21-28129 

Whole 

month 

if. A. F, 

i 

T. if. G. 

1958-59 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 


Nil 

59-60 . . . 



*5 

>5 

>> 


» 9 

60-61 . . . 

8 

7 

99 

5 

5 J 



3 Years' Average 

3 

2 

Nil 

2 

Nil 


Nil 









MEAN PISOHARGE BY lO-PAY PERIODS AND MONTHS 
AND THE VOLUME OF PLOW BY MONTHS 

SERIAL No. 61 

River DINDI Site DINDI RESERVOIR Month MARCH 


Year 

{June to May) 


Mean discharge (Cuaecs) 


Volume of flow for 
the month 

1-10 

1 11-20 

21-31 


1 M.A.F, 

1 T. M. 0. 

1958-59 . . . 

m 

NU 

Nil 

Nil 

NU 

NU 

59-60 . . . 

1 

» 

99 

*9 

99 

99 

60-61 . . . 

17 

4 

1 

7 


9i 

3 Years' Average 

6 

1 

NU 

2 

NU 

NU 


Month APRIL 


Year 

{June to May) | 

Mean discharge [Qaseca) 

Volume of fiou. for 

1-10 

11-20 

21-30 

WUle 

month 

1 me m 

M. A. F. 

i 

ontfi » 

if. c. 

1958-59 . . . 

Nil 

Nil 

Nil 

Nil 

NU 

NU 

59-60 . . . 

99 

99 

99 

99 

*9 

99 

60-61 . . . 

'5 

1 

1 

2 

99 

99 

3 Years’ Average 

2 

NU 

NU 

1 

NU 

NU 


Month MAY 



1 Mean discharge (Cusecs) \ 

Volume of flow for 

Year 

1-10 j 

11-20 

1 


Whole 

month 

the month 

{June to May) 

21-31 

M. A. F. 

T. M. C. 

1958-69 , . . 

Nil 

Nil 

Nil 

Nil 

NU 

Nil 

69-60 . . - 

99 

>> 

9f 

?» 

99 

99 

60-61 . , . 

S 

4 

3 

4 

>9 

»9 

3 Years' Average 

1 

1 

1 

1 

NU 

NU 







MEAN DISCHARGE BY lO-DAY PERIODS AND MONTHS 
AND THE VODUME OF FLOW BY MONTHS 

SmiAL No. 62 

Rimr PALLERU Sih PAitERU RESERVOIR Month JUNE 


Year 

(June to May) 

Mean discharge (Gusees) 

K olume of flow for 

1-10 

1 

21-30 

Whole 

month 

the month 

11-20 

M. A. F. 1 

T. M. G. 

1958-59 . . . 

Nil 

Nil 

23 

8 

Nil 

Nil 

59-60 . . , 

32 

19 

47 

32 


0.1 

60-61 . . . 

Nil 

Nil 

139 

46 


0.1 

3 Yeairs’ Average 

11 

6 

70 

29 

0.002 

0.1 

Month JULY 

Year 

{June to May) 

1 Mean discharge {Onsecs) \ 

Volume of flow for 

1-10 1 

1 11-20 


( Whole 
month 

the mqnth. 

21-31 j 

M. A. F. 

I T. M> G. 

1968-69 . . 

2,834 

852 

112 

1,229 

0.076 

3.3 

59-60 . . . 

130 

353 

988 

506 

0.031 

14 

60-61 . . . 

364 

172 

81 

225 

0.014 

0.6 

3 Years’ Average 

1.106 

459 

394 

653 

0.040 

1.8 






Month 

AUGUST 

Year 

j Mean discharge (Cmecs) 

Volume of flow for 




Whole 

month 

the month 

{June to May) 

I-IO 

11-20 

21-31 

M. A. F. 

T. M. G. 

1958-59 . . . 

300 

1,565 

2,070 

1.536 

0.082 

3.6 

59-60 . . . 

439 

788 

6,976 

2,811 

0.177 

7.7 

60-61 . . . 

102 

27 

170 

102 

0.006 

0.3 

3 Years’ Average 

280 

793 

3,072 

1,436 


3.9 


( 62 . 1 ) 








MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 


SERIAL No. 62 

River PALLERU 8iie PALLERU RESERVOIR Month SEPTEMBER 


Year 

(June to May) 

1 Mean discharge (Cysecs) \ 

Volume of flo'w for 
the month 


n-20 , 

1 2L30 

Whole 

month 

\ M.A.F. 

j T. M. G. 

1958-59 . . . 

1,238 

336 

768 

781 

0046 

2.0 

69-60 . . . 

3,612 

330 

422 

1,421 

0.085 

37 

60-61 . . . 

68 

280 

309 

215 

0.013 

0.6 

3 Years’ Average 

1,603 

315 

500 

806 

0.048 

21 


Month OCTOBER 



1 Mean discharge (Gusees) 

F olume of flow for 

Year 




Whole 

month 

the month 

(June to May) 

1-10 

11-20 

21-31 

M. A. F. 

T. M. G. 

1958-69 . . . 

3,580 

379 

249 

1,366 

0.084 

3.7 

69-60 . . . 

5,016 

774 

220 

1,946 

0.120 

5.2 

60-61 , . . 

460 

44 

14 

168 

0.010 

04 

3 Years’ Average 

3,019 

399 

161 

1,160 

0 071 

3 1 


Month NOVEMBER 


Year 

(June to May) 

f Mean discharge (Gusecs) 

Volume of flow for 
the month 

1-10 

11-20 1 

21-30 j 

' Whole 
month 

M. A. F. 

i T, M. C. 

1958-59 . . . 

193 

205 

87 

162 

0.010 

0.4 

69-60 . . . 

166 

92 

60 

102 


0.3 

60-61 . . . 

« 

5 

5 

14 

8 

Nil 


3 Years’ Average 

121 

101 

50 

91 

0.005 



( 62 . 2 ) 










MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 
AND THE VOLUME OF FLOW BY MONTHS 

SERIAL No. 62 

River PALLERU Site PALLERU RESERVOIR Month DECEMBER 


Year 

(June to May) 

1 -- 

Mean discharge (Cusecs) 


Volume of flow for 

1-10 

11-20 1 

21-31 

Whole 

month 

the month 

M. A. F. T. M. C. 

1958-59 . . . 

40 

8 

Nil 

16 

0.001 

Nil 

59-60 . . . 

Nil 

Nil 

>> 

Nil 

NU 

9* 

60-61 . . . 

38 

»» 

»> 

-?2 

0.001 


3 Years’ Average 

26 

3 

Nil 

9 

0:001 

Nil 


Month JANUARY 


Year 

(June to May) 


Mean discharge (Cusecs) 


[ Volume of flow for 

1-10 

11-20 

21-31 

Whole 

month 

1 the month 

' M. A. F. T. M. C, 

1968-59 . . . 

40 

18 

Nil 

19 

o.qoi 

0.1 

59-60 . . . 

Nil 

Nil 

.t 9 

Nil 

Nil 

Nil 

00-61 . . . 

18 

7 

11 

12 

0.001 

9$ 

3 Years’ Average 

19 

8 

4 

10 

0.001 

Nil 


Year 

(Jum to May) 


Mean disc harge (Cusecs) 
I 1R20 21-28j29 


Month FEBRUARY 


_ Volume of flow for 

,,,, , the month 

Whole --- 

month M. A. F. T, M. C. 


1958-59 


3 Years’ Average 


( 62 . 3 ) 



MEAN DISCHARGE BY 10-DAY PERIODS AND MONTHS 

and the*volume op plow by months 


SERIAL No. 62 

River PALLERU Site PALLERU RESERVOIR Month MARCH 



1 Mean discharge (Gusecs) 

Volume of flow for 

Year 

{June to May) 

1-10 

11-20 


1 Whole 
month 

the month 

21-31 j 

M. A. F. 1 

T. M. a. 

1958-59 . . . 

Nil 

Nil 

41 

15 

mUM 

Nil 

59-60 . . . 

»» 


Nil 

Nil 

Nil 

60-61 . . . 

»» 


*» 

»» 

> j 

9 9 

3 Years’ Average 

Nil 

Nil 

14 

5 

Nil 

Nil 


Month APRIL 


Year 

{June to May) 

1 Mean discharge {Gusecs) | 

Volume of flow for 

1-10 

11-20 

21-30 

Whole 

month 

the month 

M. A. F. ' T. M. G. 

1958-69 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

69-60 . . . 

I* 

99 

99 

>1 

19 

>9 

60-61 . . . 

99 

*1 

9» 

99 

1 9 

9 9 

3 Years’ Average 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Month MAY 


1 Mean discharge {Cusecs) 

Volume of flow for 

Year 





the month 

{June to May) j 

1-10 

11-20 

1 

21-31 

Whole 

month 

1 -^- 1 

M. A. F. 

1 T. M. G. 

1958-59 . . . 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

69-60 - . . 

* » 

>9 

>» 

* 9 

9s 

99 

60-61 . . . 


99 


»9 

9 * 

»» 

3 Years’ Average 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 


( 62 . 4 ) 







